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ADVERTISEMENT 


TO  THE  FOURTH  EDITION. 


rrHE  principal  changes  in  this  Edition  consist  in  the 
adoption  of  the  new  system  of  Atomic  Weights, 
with  the  method  of  notation  dependent  upon  it ; and 
the  introduction  of  the  Centigrade  values  for  degrees  of 
temperature,  in  addition  to  those  on  Fahrenheit’s  Scale, 
as  well  as  of  the  Metrical  Equivalents  to  the  English 
weights  and  measures,  employed  in  the  description  of 
processes  and  apparatus. 

The  use  of  barred  letters  to  denote  the  symbols  applied 
to  the  new  atomic  weights  has  been  discontinued,  as  it  is 
no  longer  necessary,  inasmuch  as  the  new  values  alone  are 
employed  in  the  present  Edition. 

There  may  be  considerable  difference  of  opinion  as  to 
the  expediency  of  endeavouring  to  introduce  the  metrical 
system  of  weights  and  measures  into  the  transactions  of 
commerce,  and  the  concerns  of  daily  life.  But  there  is  a 
general  and  increasing  desire  amongst  men  of  science  to 
secure  the  adoption  of  some  uniform  system  in  the  scientific 
writings  of  men  of  all  countries.  It  would  not  be  difficult 
to  show  that  the  metrical  system  has  its  defects.  But  it 
is  founded  upon  principles  that  are  simple,  intelligible,  and 
consecutive,  and  it  is  capable  of  convenient  application. 
Moreover,  and  this  is  of  special  importance,  it  is  widely 
adopted  in  various  countries  of  Europe,  as  well  as  in  North 
America,  and  the  number  of  scientific  men  who  employ  it 
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is  increasing  yearly.  There  is,  therefore,  a probability  that 
the  metrical  system  will  be  generally  used  by  men  of  science, 
and  this  can  be  said  of  no  other  system  of  weights  and 
measures.  I have,  therefore,  thought  it  right  to  intro- 
duce it  side  by  side  with  our  own,  in  order  to  familiarize 
the  student  with  its  units. 

The  volume  has  also  received  various  additions  of 
greater  or  less  importance,  such  as  the  progress  of  science 
demanded.  A considerable  portion  of  the  introductory 
chapter  has  been  re-written.  Among  the  larger  additions 
may  be  mentioned  an  account  of  the  researches  of  Deville 
and  of  Graham  upon  the  permeation  of  metallic  septa  by 
gases,  at  elevated  temperatures ; and  the  results  obtained 
by  Gladstone  and  Dale,  and  by  Landolt  upon  the  con- 
nexion of  the  optical  properties  of  bodies  with  their 
chemical  composition.  Considerable  additions  have  been 
made  to  the  Section  on  Spectrum  Analysis ; and  the 
Chapter  on  the  Photographic  Actions  of  Light  has  been 
transferred  from  the  second  volume,  in  order  that  it  may 
be  considered  along  with  the  other  phenomena  of  light 
described  in  the  present  part.  Some  account  of  the 
British  Association  standard  of  electrical  resistance,  as  well 
as  of  the  machines  of  Holmes  and  of  Wilde  for  producing 
light  by  m a gneto-electric  currents,  will  also  be  found  in 
their  appropriate  places. 


King’s  College,  London,  June  5th,  1 86". 


ADVERTISEMENT 


TO  THE  FIEST  EDITION. 


nHHE  work,  of  which  the  first  part  is  now  presented  to 
the  Reader,  was  originally  designed  to  supply  the 
Students  who  were  attending  the  Course  of  Lectures  on 
Chemistry  at  King’s  College  with  a text-book  to  guide 
them  in  their  studies. 

The  present  Part,  on  Chemical  Physics,  is  devoted  to  a 
subject  upon  which  no  elementary  work  has  appeared  in 
this  country  since  the  publication  of  the  excellent  Treatise 
of  the  late  Professor  Daniell,  and  in  attempting  to  supply 
what  the  Author,  in  his  own  experience,  has  felt  to  be  a 
want,  he  ventures  to  hope  that  the  result  of  his  labours 
may  be  found  useful  to  persons  beyond  the  circle  of  his 
own  immediate  Class.  Much  new  matter,  which  has  never 
yet  been  reduced  to  a systematic  form,  is  now  presented 
to  the  Student,  particularly  in  the  chapters  on  Adhesion , 
on  Heat,  and  on  Voltaic  Electricity. 

It  is  proposed  to  complete  the  work  in  Three  Parts. 
The  Second  Part,  which  will  be  devoted  to  Inoryanic 
Chemistry , is  expected  to  be  ready  by  the  end  of  the 
present  year;  and  the  Third  Part,  which  will  embrace 
Oryanic  Chemistry,  in  the  spring  of  next  year. 

As  the  author  was  originally  a pupil  of  Professor 
Daniell,  and  was  subsequently,  for  several  years,  associated 
with  him  as  Lecturer  on  Chemistry,  it  has  happened  that 
in  some  of  the  subjects  treated  of  in  this  volume,  the 
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thoughts  and  mode  of  arrangement  resemble  those  adopted 
by  that  distinguished  philosopher  in  his  Introduction  to  the 
Study  of  Chemical  Philosophy. 

The  second  Edition  of  that  work  was  published  so  far 
back  as  1843;  and  even  if  the  work  itself  had  not  been 
long  out  of  print,  the  progress  of  science  would  have 
detracted  greatly  from  its  utility  as  a text-book.  The 
adaptation  of  that  work  to  the  sj^stematic  teaching  of  the 
present  day  would  have  involved  changes  of  an  extensive 
character : moreover,  every  teacher  who  takes  an  interest 
in  the  progress  of  his  class  has  his  own  views  and  methods. 
The  Author,  therefore,  judged  it  better,  after  much  con- 
sideration, to  bring  out  a new  work,  leaving  untouched 
that  of  his  late  Master  as  the  true  exponent  of  his  views 
upon  some  of  those  branches  of  science  which  his  researches 
had  contributed  to  advance  and  adorn. 

The  Author  cannot  omit  to  avail  himself  of  the  present 
opportunity  of  expressing  his  obligations  to  his  friend,  Mr. 
C.  Tomlinson,  for  many  valuable  suggestions,  and  for  the 
warm  interest  which  he  has  taken  in  the  progress  of  the 
work,  but  more  especially  for  the  devotion  of  no  incon- 
siderable portion  of  time  and  labour  to  the  revision  of  the 
proof-sheets. 


King's  College,  London,  March,  1835. 
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PAET  I. 

CHEMICAL  PHYSICS. 


CHAPTER  I. 

PRELIMINARY  VIEW  OF  CHEMICAI  ATTRACTION LAWS  OF 

COMBINATION. CHEMICAL  SYMBOLS. 

(i)  Chemical  Distinction  of  Bodies  into  Elements  and  Com- 
pounds.— Modern  science  Las  shown  that,  numberless  as  are  the 
substances  presented  to  us  in  the  daily  experience  of  life,  there  are 
very  few  which  cannot  be  separated  into  other  substances  of  a less 
complicated  nature.  For  example,  a piece  of  wood,  a sheet  of 
paper,  and  a quill  pen  can  each  be  separated  into  three  or  four 
distinct  substances;  namely — oxygen,  hydrogen,  carbon,  and 
nitrogen ; but  from  these  we  cannot  extract  any  simpler  forms  of 
matter.  It  is  the  province  of  chemistry,  j.  To  resolve  matter 
into  its  simplest  components;  2.  To  ascertain  the  properties  of 
these  simple  or  elementary  forms  of  matter;  3.  To  combine  two  or 
more  of  these  elementary  bodies  with  each  other,  so  as  to  form 
compounds  ; 4.  To  study  the  properties  of  these  compounds  ; and 
5.  To  define  the  conditions  under  which  such  compounds  can 
exist. 

Bodies  which  have  hitherto  resisted  all  attempts  to  resolve 
them  into  other  forms  of  matter  arc  in  chemical  language  termed 
elements,  or  simple  substances.  In  popular  language,  the  word 
clement  is  often  referred  to  fire,  air,  earth,  and  water.  A very 
slight  acquaintance  with  chemistry  is  sufficient  to  prove  that  air, 
earth,  and  water  are  compound  bodies,  and  that  fire  is  mainly  the 
result  of  the  action  of  a high  temperature  on  certain  bodies. 

All  natural  objects  then  consist  either  of  simple  bodies,  or  they 
are  composed  of  two  or  more  simple  bodies  united  according 
to  certain  rules  or  laws  which  form  the  groundwork  of  the  science 
of  chemistry.  Substances  thus  produced  by  the  union  of  two  or 
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more  elements  arc  termed  compound  bodies.  These  compounds 
have  in  general  no  more  resemblance  in  properties  to  the  elements 
which  have  united  to  form  them,  than  a word  has  to  the  letters 
of  which  it  is  made  up. 

Simple  or  elementary  substances  are  limited  in  number.  In 
the  present  state  of  the  science  only  sixty-four  are  known.  Many 
of  these  are  widely  distributed,  and  form  in  mixture  or  in  com- 
bination with  others,  considerable  portions  of  the  earth's  crust ; 
others  have  hitherto  been  found  only  in  minute  quantities.  Of 
these  simple  substances  the  larger  proportion  are  familiar  to  us 
in  the  form  of  metals,  such  as  gold,  silver,  copper,  iron,  lead,  tin, 
and  mercury.  Other  simple  substances  equally  familiar  have  no 
resemblance  to  the  metals ; such  as  charcoal,  sulphur,  and  phos- 
phorus. Some  simple  substances  exist  in  the  form  of  air  or  gas  : 
such,  for  example,  are  the  two  essential  components  of  the 
atmosphere,  oxygen  and  nitrogen. 

Simple  substances  have  been  divided  into  two  great  classes — 
non-metallic * and  metallic.  The  substances  comprised  in  the 
latter  class  are  the  more  numerous,  but  those  in  the  former  are 
the  more  abundant  and  the  most  widely  distributed. 

The  elements  enumerated  as  non-metallic  are  fourteen  in 
number — viz., 


Oxygen  Chlorine 

Hydrogen  Bromine 

Nitrogen  Iodine 

Carbon  Fluorine 


Sulphur  Boron 

Selenium  Silicon 

Tellurium 
Phosphorus 


Of  these  substances,  oxygen,  hydrogen,  nitrogen,  chlorine,  and 
probably  fluorine,  are  gaseous ; bromine  is  liquid,  and  carbon, 
iodine,  sulphur,  selenium,  tellurium,  phosphorus,  boron,  and  silicon, 
are  solid  at  ordinary  temperatures. 

(a)  Difference  between  Physical  and  Chemical  Properties. — 
The  properties  which  characterize  objects  in  general,  may  be 
classed  under  two  heads,  viz.,  physical  and  chemical. 

The  physical  properties  of  an  object  are  those  which  refer  to 
its  condition,  whether  solid,  liquid,  or  gaseous.  Crystalline  form, 
specific  gravity,  hardness,  colour,  transparency,  or  opacity,  and  the 
relations  of  the  object  to  heat  and  electricity  are  also  physical  pro- 


* Some  writers  speak  of  the  non-metallic  bodies  as  the  metalloids,  a term 
which  signifies  metal-like  substances.  This  unfortunate  misnomer  could  never 
have  become  even  partially  current,  but  for  the  want  of  a good  single  word  for 
the  phrase  * non-metallic  body.’ 
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perties.  The  physical  properties  of  a body  have  no  reference  to 
its  elementary  composition.  The  chemical  properties  of  the  body, 
on  the  contrary,  relate  essentially  to  its  action  upon  other  bodies, 
and  to  the  permanent  changes  in  composition  which  it  either  ex- 
periences in  itself,  or  which  it  effects  upon  them.  For  example, 
in  indicating  the  physical  properties  of  sulphur,  we  refer  to  its 
brittleness,  its  crystalline  structure,  its  faint  peculiar  odour,  its 
yellow  colour,  its  semi-transparency,  its  electrical  excitability,  or 
the  facility  with  which  if  rubbed  it  exhibits  electrical  attraction, 
and  so  on.  But  in  describing  the  chemical  properties  of  sulphur 
we  indicate  its  inflammability,  its  tendency  to  unite  with 
silver  or  copper  when  heated  Avith  it,  its  insolubility  in  water  and 
alcohol,  its  solubility  in  oil  of  turpentine  and  in  alkaline  liquids. 
In  short,  we  notice  those  operations  by  which  the  body  usually 
becomes  changed,  and  loses  its  distinctive  physical  characters. 

It  is  not  however  always  possible  to  draw  the  line  between 
physics  and  chemistry ; this  is  of  the  less  importance,  since  the 
chemical  nature  of  any  substance  could  be  but  imperfectly  studied, 
Avithout  a tolerably  complete  knowledge  of  its  leading  physical 
characters,  by  which  it  is  most  readily  defined. 

(3)  Physical  States  of  Matter. — Natural  objects  are  presented 
to  us  in  three  states,  or  physical  conditions — Adz.,  the  solid , the 
liquid,  and  the  gaseous,  aeriform,  or  vaporous.  Every  substance 
exists  in  one  or  other  of  these  conditions.  The  same  body  may, 
however,  often  be  made  to  assume  any  one  of  these  conditions 
at  different  times,  and  pass  from  one  to  the  other  for  an  indefinite 
number  of  times,  according  as  it  is  exposed  to  a greater  or  less 
degree  of  heat.  Ice,  Avater,  and  steam  are  the  same  material 
in  three  different  states.  In  whatever  form  matter  exists, — 
whether  visible,  as  in  the  state  of  ice  or  water,  or  invisible,  as  in 
that  of  steam,  it  is  always  under  the  influence  of  the  earth’s 
attraction,  which  confers  on  it  the  property  of  Aveight.  A quan- 
tity of  ice  or  of  Avater  that  weighs  a pound,  Avill  still,  as  steam, 
be  equally  a pound  in  weight.  So  it  is  with  all  gases ; the  air, 
although  invisible,  is  not  the  less  capable  of  being  Aveighed  and 
measured. 

(4)  Porosity. — Natural  objects,  of  whatever  form,  are  com- 
posed of  particles  which  are  not  in  actual  contact,  but  are  sepa- 
rated by  spaces  or  intervals  termed  pores.  A lump  of  sugar  or  of 
salt  is  at  once  seen  to  consist  of  a collection  of  smaller  solid 
particles,  with  intervening  spaces ; but  the  porosity  of  such  bodies 
as  water,  spirit  of  Avdne,  or  iron,  is  not  so  obvious,  although 
the  existence  of  the  property  is  not  less  certain.  The  porosity  of 
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spirit  and  of  water  may  be  shown  as  follows  : — Take  a long  narrow 
tube  with  a couple  of  bulbs  blown  in  it,  and  furnished  with  an 
accurately  fitting  stopper,  as  represented  in  fig.  i ; fill  the  tube 
and  lower  bulb  with  water,  then  carefully  and  completely 
Tig.  i.  Up  Upper  bulb  and  neck  with  spirit  of  wine,  and  in- 
'll* sert  the  stopper.  The  structure  of  the  apparatus,  and  the 
Jr\  different  densities  of  the  two  liquids,  prevent  them  from 
mixing  ; but  on  turning  the  tube  upside  down  and  back  again 
B'J  three  or  four  times,  so  as  to  mix  the  spirit  and  the  water 
| / thoroughly,  and  then  holding  the  instrument  with  the  bulbs 

I downwards,  an  empty  space  will  be  seen  in  the  tube  after 

1 they  have  been  thus  mixed,  showing  that  they  now  occupy 

I less  space  than  before  ; that  their  particles  are  in  fact  closer 

I together.  Proofs  of  porosity  are  afforded  even  by  the 
metals ; for  example,  many  of  them  become  more  compact 
by  hammering,  as  is  the  case  with  platinum;  and  all  of 
them,  not  excepting  platinum  and  gold,  two  of  the  densest 
forms  of  matter,  however  cold  they  may  be,  shrink  into  a 
smaller  space  when  rendered  still  colder.  The  ultimate 
y particles  therefore  cannot  be  in  contact. 

(4  a)  Divisibility  of  Matter. — We  have  no  means  of 
determining  the  real  size  of  the  ultimate  particles  of  matter, 
although,  as  will  be  seen  hereafter,  there  are  strong  grounds  for 
believing  that  the  divisibility  of  matter,  extreme  as  it  is,  has  its 
assigned  and  definite  limits.  Experience,  however,  shows  that 
whatever  be  the  form  of  matter  selected  for  experiment,  its 
divisibility  may  be  manifested  to  an  extent  which  indicates 
further  divisibility  beyond  our  powers  of  conception.  In  the 
ordinary  process  of  making  gold  leaf,  for  example,  the  gold 
is  hammered  out  so  thin  that  280,000  leaves  would  be  required 
to  make  up  the  thickness  of  an  inch,  and  a single  grain  of  gold 
is  hammered  out  until  it  covers  a square  space  seven  inches  in 
the  side.  Each  square  inch  of  this  may  be  cut  into  100  strips, 
and  each  strip  into  100  pieces,  each  of  which  is  distinctly  visible 
to  the  unaided  eye.  A single  grain  of  gold  may  thus,  by  me- 
chanical means,  be  subdivided  into  49  x 100  x 100  = 490,000  visible 
pieces.  But  this  is  not  all ; if  attached  to  a piece  of  glass,  this 
gold  leaf  may  be  subdivided  still  further;  10,000  parallel  lines 
may  be  ruled  in  the  space  of  one  single  inch,  so  that  a square 
inch  of  gold  leaf,  weighing  Ag-  of  a grain,  may  be  cut  into  10,000 
times  10,000,  or  100,000,000  pieces,  or  an  entire  grain  into 
4,900,000,000  fragments — each  of  which  is  visible  by  means  of 
the  microscope.  Yet  we  arc  quite  sure  that  we  have  not  even 
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approached  the  possible  limits  of  subdivision,  because,  in  coating 
silver  wire,  the  covering  of  gold  is  far  thinner  than  the  gold  leaf 
originally  attached  to  it,  since  in  drawing  down  the  gilt  wire  the 
gold  continues  to  become  thinner  and  thinner  each  time,  in  pro- 
portion as  the  silver  wire  itself  is  reduced  in  thickness. 

When  a substance  is  dissolved  in  any  liquid,  the  subdivision  is 
carried  still  farther,  and  the  particles  are  rendered  so  minute  as 
to  escape  our  eyesight  even  when  aided  by  the  most  powerful 
magnifiers. 

(5)  Varieties  of  Attraction. — Mere  mechanical  subdivision,  or 
even  the  more  perfect  separation  of  the  particles  of  a compound 
body,  by  the  process  of  solution,  does  not  put  us  in  possession  of 
the  simple  substances  from  which  the  compound  is  formed.  A 
piece  of  loaf-sugar  may  be  reduced,  by  trituration,  to  an  impal- 
pable powder,  but  every  particle  of  that  powder  will  still  be  sugar  : 
it  may  be  dissolved  in  water,  but  each  drop  of  the  liquid  will  still 
contain  sugar,  unaltered  except  in  appearance.  Sugar  is  com- 
posed of  three  elements — carbon,  hydrogen,  and  oxygen;  but 
trituration  or  solution  in  water  will  not  enable  us  to  extract  any 
of  these  substances  from  it.  The  molecule,  or  minutest  particle 
of  sugar  which  can  exist,  is  still  a compound  body,  and  still  con- 
tains its  constituent  carbon,  hydrogen,  and  oxygen. 

The  existence  of  a body  as  a solid  in  one  continuous  mass  is 
owing  to  the  exertion  of  cohesion — a force  of  considerable  inten- 
sity, but  which  varies  in  degree  in  different  bodies,  and  by  this 
variation  produces  varieties  in  the  toughness,  hardness,  and  brit- 
tleness of  bodies.  Eut  the  power  Avhich  unites  the  various 
chemical  elements — such  as  the  carbon,  hydrogen,  and  oxygen  of 
sugar — to  form  a new  compound,  endowed  with  properties  entirely 
different  from  those  of  any  of  its  constituents,  is  of  a different 
nature  from  cohesion,  and  of  a more  subtle  kind.  Chemical 
attraction  (or  affinity,  as  it  is  often,  but  not  very  philosophically 
termed),  is  the  force  which  unites  the  elements  into  compound 
bodies.  It  is  exerted  between  the  smallest  or  ultimate  particles 
of  one  element,  and  the  corresponding  particles  of  the  other  ele- 
ments with  which  it  is  associated  in  the  particular  compound 
under  examination.  These  ultimate  particles  are  often  spoken  of 
as  atoms,  a term  derived  from  the  Greek  uto/ioq,  ‘indivisible/  which 
implies  that  the  particles  admit  of  no  further  subdivision.  We 
may,  in  fact,  contrast  the  effects  of  chemical  attraction  with  those 
of  cohesion,  by  stating  that  the  molecule  of  a body  is  formed  by 
the  union  of  atoms  under  the  influence  of  chemical  attraction. 
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whilst  the  mass  is  formed  by  the  union  of  molecules  under  the 
influence  of  cohesion. 

The  separation  of  a body  into  its  constituents  is  the  business 
of  chemical  analysis  (from  uva,  ‘ up/  or  ‘ backwards/  and  \vcnr, 

‘ separation'’),  and  it  has  for  its  object,  first,  the  determination  of  the 
nature  of  the  components — this  is  qualitative  analysis  ; secondly, 
the  determination  of  their  quantity — this  being  quantitative  ana- 
lysis. The  successful  performance  of  these  operations  of  analysis 
requires  an  extensive  acquaintance  with  the  principles  and  the 
facts  of  the  science,  combined  with  considerable  skill  in  manipu- 
lation, or  the  management  of  chemical  apparatus  and  processes. 

On  the  other  hand,  chemical  synthesis  (from  avv,  ‘ together/ 
Otcng,  ‘putting"*),  the  production  of  new  compounds  by  the  union  of 
their  elements,  is  an  operation  the  reverse  of  analysis,  and  constitutes 
another  equally  important  portion  of  the  labours  of  the  chemist. 

(6)  General  Characters  of  Acids,  Alkalies,  and  Salts. — It  will 
assist  the  comprehension  of  our  remarks  on  chemical  attraction 
if  we  allude  briefly  to  the  general  characters  of  three  very  im- 
portant classes  of  compounds,  viz.,  acids,  alkalies,  and  salts. 

The  term  acid  was  originally  applied  to  certain  substances 
which  are  soluble  in  water,  have  a sour  taste,  and  exert  such  an 
action  on  vegetable  blue  colours  as  to  change  them  to  red.  For 
example,  tincture  of  litmus,  which  is  of  a blue  colour,  is  exceed- 
ingly sensitive  to  the  action  of  an  acid : paper  stained  with  this 
tincture  is  in  frequent  use  by  the  chemist  for  detecting  the 
presence  of  acids. 

The  term  alkali  is  of  Arabic  origin  : it  was  given  in  the  first 
instance  to  carbonate  of  soda,  or  sodic  carbonate,  which  was  then 
obtained  from  the  ashes  of  sea-weeds ; but  it  is  now  extended  to  a 
class  of  substances  possessing  many  qualities  exactly  the  reverse 
of  those  which  belong  to  the  acids.  An  alkali  is  soluble  in  water, 
and  produces  a liquid  soapy  to  the  touch,  and  of  a peculiar,  nau- 
seous taste ; it  restores  the  blue  colour  to  vegetable  infusions  which 
have  been  reddened  by  an  acid ; it  turns  many  of  these  blue  colours 
into  green,  as  in  the  cases  of  the  solutions  of  red  cabbage  and  of 
syrup  of  violets ; and  it  gives  a brown  colour  to  vegetable  yellows, 
such  as  those  of  turmeric  and  rhubarb.  Litmus  paper  which  has 
been  feebly  reddened  by  an  acid  affords  a ready  test  of  the  pre- 
sence of  an  alkali,  and  is  more  sensitive  than  paper  stained  with 
turmeric  or  with  rhubarb,  which  is  also  in  common  use  for  the 
same  purpose.  These  different  test  papers,  as  they  are  called, 
show  whether  air  acid  or  an  alkali  predominates  in  a solution. 
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Vinegar  or  acetic  acid,  oil  of  vitriol  or  sulphuric  acid,  muria- 
tic or  hydrochloric  acid,  aquafortis  or  nitric  acid,  arc  familiar  in- 
stances of  the  class  of  acids.  Potash,  soda,  and  hartshorn  or 
ammonia,  are  instances  of  well-known  alkalies.  • 

Many  of  the  acids  and  all  the  alkalies  are  remarkable  for 
their  great  chemical  activity.  Nitric  acid  attacks  copper  quickly 
and  violently,  with  brisk  effervescence,  and  the  copious  escape  of 
red  fumes,  whilst  a blue  liquid  is  formed  from  the  action.  Sul- 
phuric acid  shows  similar  energy,  if  mixed  with  water  and  placed 
in  contact  with  iron  or  zinc.  Moreover,  both  these  acids,  when 
not  much  diluted  with  water,  produce  speedy  destruction  of  the 
texture  of  nearly  all  animal  and  vegetable  matters.  The  sol- 
vent action  of  potash,  or  of  soda,  is  not  less  marked.  Either  of 

these  alkalies  destroys  the  skin  if  allowed  to  remain  upon  it ; and 
also  gradually  dissolves  portions  of  earthenware,  or  of  glaze  from 
the  vessels  which  contain  it,  and  the  solution,  if  suffered  to  fall 
upon  a painted  surface,  quickly  removes  the  paint.  But  the 
most  remarkable  property  of  acids  and  alkalies  is  the  power  which 
they  have  of  uniting  with  each  other,  and  destroying  or  neu- 
tralizing the  chemical  activity  which  distinguishes  them  when 
separate. 

Some  of  these  properties  of  acids  and  alkalies  may  be  sub- 
mitted to  experiment  by  means  of  a coloured  vegetable  solution, 
such,  for  example,  as  the  purplish  liquid  prepared  by  slicing  a red 
cabbage  and  boiling  it  with  water.  If  a quantity  of  this  infusion 
be  divided  into  two  portions,  and  to  the  one  be  added  a quantity 
of  diluted  sulphuric  acid,  a red  liquid  is  obtained  ; and  if  to  the 
other  a solution  of  caustic  potash  be  added,  a liquid  of  a green 
colour  is  formed  : then,  on  gradually  pouring  the  alkaline  into  the 
acid  solution,  stirring  the  mixture  constantly,  the  green  colour 
of  the  portions  first  added  instantly  disappears,  and  the  whole 
liquid  remains  red  ; as  more  and  more  of  the  alkali  is  added,  the 
red  passes  by  degrees  into  purple,  and  on  continuing  to  add  the 
alkaline  solution,  a point  is  attained  when  the  liquid  has  a clear 
blue  tint : at  this  moment  there  is  neither  potash  nor  sulphuric 
acid  in  excess  in  the  liquid,  the  two  having  chemically  united  with 
each  other,  and  the  characteristic  properties  of  both  have  disap- 
peared. On  evaporating  the  solution  at  a gentle  heat,  a solid 
crystalline  substance,  resulting  from  the  chemical  action  of  the  sul- 
phuric acid  upon  the  potash,  is  obtained.  This  substance  is  the  salt 
called  sulphate  of  potash,  or  potassic  sulphate.  For  the  present 
it  may  be  sufficient  to  state,  that  any  compound  produced  by  the 
union  of  an  acid  with  an  alkali,  or  rather,  that  is  the  result  of 
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the  action  of  an  acid  upon  a base,  is  termed  a salt.  Other  modes 
of  forming  salts  will  be  mentioned  hereafter. 

It  must  not  be  supposed  that  all  acids  closely  resemble  those 
which  have  just  been  mentioned,  and  which  arc  freely  soluble  in 
water;  some  acids,  like  the  citric,  taidaric,  and  oxalic,  may  be 
readily  obtained  in  crystals  : other  acids  are  not  at  all  soluble 
in  water ; as,  for  example,  metastannic  acid,  the  white  substance 
obtained  by  the  action  of  nitric  acid  upon  tin.  The  leading 
character  of  an  acid,  in  a chemical  sense,  is  its  power  of  reacting 
with  alkalies  to  form  salts;  and  this  character  is  possessed  by  various 
bodies  not  familiarly  regarded  as  acids.  Of  course  if  an  acid  be 
insoluble,it  has  no  sourness, and  is  without  action  onvegetableblues.* 

There  are  no  insoluble  alkalies,  but  there  are  substances 
greatly  resembling  them  which  are  but  sparingly  soluble,  such 
as  lime  and  baryta ; these  are  termed  alkaline  earths.  There  are 
also  numerous  other  analogous  substances,  compounds  of  oxygen 
with  the  metals,  termed  oxides,  such  for  instance  as  the  com- 
pound of  silver  with  oxygen,  or  argentic  oxide,  the  compound 
of  iron  with  oxygen,  or  ferric  oxide,  and  that  of  lead  with 
oxygen,  or  plumbic  oxide,  which  are  insoluble  in  water,  but 
which  are  easily  dissolved  by  acids,  forming  on  evaporation 
crystalline  compounds  or  salts.  For  instance,  by  the  action 
of  nitric  acid  upon  argentic  oxide,  argentic  nitrate  and  water 
are  producedf  (i)  ; with  sulphuric  acid  and  feme  oxide,  feme 
sulphate  and  water  are  the  products  (2) ; whilst  with  acetic  acid 
and  plumbic  oxide,  plumbic  acetate  and  water  are  obtained  (3). 
Any  substance,  whether  soluble  in  water  or  not,  is  called  a 
base  if  it  thus  have  the  power  of  reacting  with  acids,  neutralizing 
then’  properties,  and  furnishing  by  such  action  a salt,  whilst  at 
the  same  time  water  is  formed.  Hence  the  alkalies  constitute  one 
subdivision  of  the  more  numerous  class  of  bodies  known  as  bases. 

* Most  chemists,  following  Gerliardt’s  practice  of  limiting  the  title  of 
acid  to  a particular  class  of  substances  which  contain  hydrogen,  now  regard 
all  true  acids  as  salts  of  hydrogen.  Formerly  many  bodies,  such  as  silica  or 
white  arsenic,  were  regarded  as  acids,  though,  if  we  adopt  the  foregoing  defi- 
nition, they  are  not  really  so  until  they  have  combined  with  water.  Such  bodies, 
since  they  contain  no  hydrogen,  are  now  distinguished  as  anhydrides  ; the  sub- 
stance familiarly  known  as  carbonic  acid  must,  upon  this  principle,  be  termed 
carbonic  anhydride. 

The  characters  of  acids  and  of  salts,  and  their  various  modifications,  will  be 
more  fully  discussed  hereafter,  when  the  general  properties  of  the  metals  and 
of  their  compounds  are  considered. 

t A metal  which  by  its  union  with  oxygen  produces  a base  is  designated  as 
a basyl.  Argentic  oxide,  or  oxide  of  silver,  for  example,  is  a base,  whilst  silver 
itself  is  a basyl.  So  also  plumbic  oxide  is  a base,  whilst  lead  is  regarded  as  a basyl, 
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(7)  Characters  of  Chemical  Attraction. — Chemical  attraction 
is  distinguished  by  well-marked  characters  from  other  kinds  of 
force  which  act  within  minute  distances. 

i.  Chemical  attraction  is  exerted  within  its  own  limits  with 
intense  energy;  but  beyond  those  limits  it  is  entirely  powerless. 
An  iron  wire,  for  example,  which  will  support  a weight  of  iooolb., 
will  in  a few  minutes  yield  to  the  almost  noiseless  action 
of  a mixture  of  nitric  acid  and  water;  the  stubborn  metal 
will  be  dissolved,  and  a clear  solution  of  the  metallic  mass 
will  be  formed : the  metal  will  be  detached  from  the  wire 
particle  by  particle,  and  no  vestige  of  its  structure  or  tenacity 
will  remain.  It  is  rarely  possible,  by  trituration  or  other  mecha- 
nical means,  to  bring  about  a sufficient  approximation  amongst 
the  subdivided  particles  to  produce  chemical  action.  Tartaric  acid 
and  sodic  carbonate,  each  in  the  form  of  a dry  powder,  may  be 
incorporated  by  grinding  for  hours  in  a mortar,  but  they  will  not 
act  chemically  upon  each  other : it  is  not  until  a more  intimate 
contact  is  effected  by  the  addition  of  water,  which  dissolves  the 
particles  of  both,  and  allows  them  mutually  to  approach  closer, 
that  the  brisk  effervescence,  due  to  the  expulsion  of  the  carbonic 
anhydride,  occurs,  which  indicates  the  transfer  of  the  sodium  with 
which  it  was  previously  in  combination,  to  the  radicle  of  the 
tartaric  acid  and  the  formation  of  water  and  sodic  tartrate. 

It  is  important  to  distinguish  clearly  between  a mere  mechani- 


when  we  refer  to  its  occurrence  in  its  salts.  In  a similar  manner  water  is  itself, 
when  compared  with  acids,  sometimes  spoken  of  as  a base,  whilst  hydrogen  is  a 
basyl.  When  a base  containing  oxygen  acts  upon  an  acid,  which,  as  has  already 
been  defined,  is  a salt  of  hydrogen,  the  hydrogen  in  the  acid  and  the  metal  in 
the  base  change  places,  a metallic  salt  is  formed,  and  water  is  set  at  liberty,  as  is 
shown  by  the  following  symbols  and  equations,  which  illustrate  the  formation 
of  argentic  nitrate,  ferric  sulphate,  and  plumbic  acetate  respectively  : — 


(1)  Ag„0  + 2 HN03 

(2)  Fe;o3  + 

(3)  PbO  + 


3 H2S04 
2 HC2H302  = 


= H20  +2  Ag  N03 

= 3 H20  + Fes  3 S04 

HoO  + 


Pb  2 C2H302. 


The  explanation  of  the  principle  upon. which  these  symbols  are  constructed 
will  be  found  at  p.  23. 

We  meet  not  unfrequently  with  bases  in  which  hydrogen  as  well  as  abasylous 
metal  is  present,  e.g.  in  caustic  soda  (Na  HO),  or  slaked  lime  (Ca  H202).  Salts  are 
also  formed  by  the  action  of  such  compounds  upon  the  acids,  and  at  the  same  time 
the  hydrogen  both  of  the  acid  and  of  the  base  is  separated  in  the  form  of  water. 
This,  for  example,  is  what  occurs  when  hydrated  soda  is  neutralized  by  hydro- 
chloric acid,  common  salt  and  water  being  the  products ; for  instance : — 

Na  HO  + HC1  = II20  + Na  Cl ; 

or  when  slaked  lime  is  converted  into  calcic  sulphate  by  sulphuric  acid : — 


Ca  H202  + H„S04  = 2 H20  + Ca  S04. 
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cal  mixture  and  a chemical  compound,  for  the  effects  produced  by 
mixture  and  by  combination  are  very  different.  In  a mixture 
the  proportions  of  the  materials  may  be  varied  at  pleasure,  and 
the  properties  of  the  mixture  will  partake  of  those  of  each  of  its 
constituents;  whereas  in  a chemical  compound  the  proportion 
of  each  of  its  constituents  is  invariable,  and  the  properties  of  the 
compound  are  nearly  always  quite  different  from  those  of  the 
bodies  which  have  entered  into  its  formation. 

A striking  illustration  of  the  difference  between  the  effects  of 
mechanical  intermixture  and  those  of  chemical  combination  is 
afforded  in  the  case  of  ordinary  gunpowder.  In  the  manufacture 
of  this  substance,  the  materials  of  which  it  is  made — viz.,  charcoal, 
sulphur,  and  nitre — are  separately  reduced  to  a state  of  fine 
powder;  they  are  then  intimately  mixed,  moistened  with  water, 
and  thoroughly  incorporated  by  grinding  for  some  hours  under 
edge  stones ; the  resulting  mass  is  subjected  to  intense  pressure, 
and  the  cakes  so  obtained,  after  being  broken  up  and  reduced  to 
grains,  furnish  the  gunpowder  of  commerce.  In  this  state  it  is  a 
mechanical  mixture  of  nitre,  charcoal,  and  sulphur.  The  nitre 
may  be  washed  out  of  the  mixture  by  means  of  water,  the  sul- 
phur by  means  of  carbonic  disulphide,  while  the  charcoal  will  be 
left  nndissolved.  By  evaporating  the  water,  the  nitre  may  be 
obtained ; and  on  allowing  the  disulphide  to  volatilize,  the  sulphur 
will  be  left  behind.  If,  however,  we  cause  the  materials  to 
enter  into  true  chemical  combination,  all  is  changed : — a spark 
fires  the  powder;  the  dormant  chemical  attractions  are  called 
into  operation,  the  charcoal  disappears,  a large  volume  of  gaseous 
matter  is  liberated,  and  new  substances  are  produced,  which  have 
no  resemblance  to  the  oi’iginal  mixture. 

ii.  Chemical  attraction  is  most  strongly  exerted  between  dis- 
similar substances.*  No  manifestation  of  this  force  takes  place 
between  two  pieces  of  iron,  two  pieces  of  copper,  or  two  pieces  of 
sulphur ; but  between  sulphur  and  copper,  or  sulphur  and  iron, 
chemical  action  of  the  most  energetic  kind  may  occur.  It  is 
highly  probable,  however,  as  will  be  seen  hereafter,  that  in 
many  cases  the  isolated  bodies  usually  viewed  as  elements  should  ' 
be  regarded  as  compounds,  the  molecules  of  which  consist  of  par- 
ticles of  the  same  element  in  opposite  polar  or  electrical  conditions. 


* This  circumstance — viz.,  that  the  elements  which  combine  are  not  allied  in 
properties — is  sufficient  to  indicate  the  objection  to  the  use  of  the  term  affinity, 
to  express  this  form  of  attraction,  although  custom  has  sanctioned  its 
employment. 
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Hydrogen  gas,  for  instance,  is  to  be  regarded  as  hydride  of 
hydrogen,  or  a compound  of  hydrogen  with  hydrogen;  chlorine 
gas,  as  chloride  of  chlorine,  and  so  on. 

j Many  compound  bodies,  when  subjected  to  the  action  of  the 
voltaic  current  in  a liquid  state,  are  decomposed,  one  of  the 
elements  going  to  the  positive  electrode  of  the  voltaic  battery, 
the  other  to  the  negative  electrode.  The  elements  have  hence 
been  divided  into  two  groups  according  to  their  electrical  relations, 
those  which  are  separated  at  the  positive  electrode  being  termed 
electro-negative,  or  chlorous  elements,  which  include  such  bodies 
as  chlorine,  iodine,  oxygen,  and  sulphur ; whilst  those  which  are 
found  at  the  negative  electrode  are  termed  electro-positive  or 
basylous  elements  (361),  among  which  are  comprised  potassium, 
sodium,  and  other  metals  which,  when  united  with  oxygen,  form 
bases. 

Generally  speaking,  the  greater  the  difference  in  the  pro- 
perties of  the  two  bodies,  the  more  intense  is  their  tendency  to 
mutual  chemical  action.  Two  electro-positive  elements  may  com- 
bine, as  may  also  two  electro-negative  elements ; but  such  com- 
pounds are  much  less  stable  than  those  formed  by  the  union  of 
an  electro-positive  with  an  electro-negative  element.  For  instance, 
the  metals,  as  a class,  combine  readily  with  chlorine,  oxygen,  and 
sulphur : — silver  unites  rapidly  with  sulphur,  iron  with  chlorine, 
potassium  with  oxygen,  and  so  on.  But  between  bodies  of 
a similar  character  the  tendency  to  unite  is  feeble.  For  ex- 
ample, chlorine  and  oxygen  can  only  be  made  to  combine  by 
indirect  methods,  and  when  combined,  a slight  elevation  of 
temperature  is  sufficient  to  cause  them  to  separate  from  each 
other.  Iu  like  manner,  two  metallic  bodies,  copper  and  zinc, 
will,  under  the  influence  of  a high  temperature,  unite  and  form 
brass, — an  alloy,  the  properties  of  which  are  intermediate  between 
those  of  its  constituents ; but  brass,  on  being  heated  strongly,  may 
be  separated  into  zinc,  which  nearly  all  passes  off  in  vapour,  and 
into  copper,  which  is  left  behind. 

Even  in  bodies  of  the  same  class  chemical  attraction  is  exerted 
between  different  kinds  of  matter  with  different  but  definite  degrees 
of  force.  Nitric  acid  will  dissolve  most  of  the  metals — such,  for 
instance,  as  silver,  mercury,  copper,  and  lead — and  by  so  doing 
will  produce  a nitrate  of  each  metal ; but  the  chemical  compounds 
thus  formed  are  held  together  with  very  different  degrees  of 
energy.  The  combination  with  silver  at  ordinary  temperatures 
is  less  powerful  than  with  mercury,  less  so  with  mercury  than 
with  copper,  and  with  copper  less  again  than  with  lead. 
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This  fact  may  easily  be  determined  by  dissolving  half  an  ounce 
of  argentic  nitrate  (nitrate  of  silver)  in  half  a pint  of  water,  and 
pouring  into  it  a small  quantity  of  clean  mercury ; in  the  course 
of  a few  days  a beautiful  crystallization  of  metallic  silver  will  l^e 
obtained,  whilst  a corresponding  quantity  of  mercury  will  be  dis- 
solved, and  will  combine  with  the  nitrion  (NOs)  previously 
in  union  with  the  silver.  In  a similar  manner,  mercury  may  be 
displaced  from  a solution  of  mercurous  nitrate  by  means  of  a strip 
of  metallic  copper ; and  copper,  in  its  turn,  may  be  displaced  by 
a piece  of  lead  introduced  into  a solution  of  cupric  nitrate. 
From  a solution  of  plumbic  nitrate,  zinc  will,  in  like  manner, 
displace  the  lead,  which  will  be  deposited  in  beautiful  crystals. 

Guided  by  facts  like  these,  different  elements  have  been  ar- 
ranged in  tables  indicating  the  order  of  their  attraction  for  any 
one  element  which  is  placed  at  the  head  of  the  list.  For  ex- 
ample, in  the  first  column  of  the  following  table,  several  of  the 
more  important  metals  are  arranged  in  the  order  of  their  ten- 
dency to  combine  with  oxygen, — the  metal  at  the  -head  of  the 
list  having  the  strongest  attraction  for  that  element,  that  which 
stands  second  the  next,  and  so  on  to  the  one  mentioned  last,  in 
which  the  attraction  is  the  weakest : — 

Order  of  Displacement  from  Solution. 

OXYGEN.  SULPHURIC  ACID. 


Potassium. 

Baryta. 

Zinc. 

Potash. 

Tin. 

Soda. 

Lead. 

Lime. 

Copper. 

Ammonia. 

Mercury. 

Zincic  oxide. 

Silver. 

Gold. 

Similar  tables  may  be  formed,  exhibiting  the  relative  tendency 
of  compound  bodies,  such  as  bases,  to  displace  each  other  from  the 
salts  which  they  have  contributed  to  form.  In  the  second  column 
of  the  tabic,  the  various  bases  are  arranged  in  the  order  in  Avhicli 
they  displace  each  other  at  ordinary  temperatures  from  the  salts 
which  they  form  when  acted  on  by  sulphuric  acid. 

iii.  Another  of  the  most  remarkable  and  characteristic  features 
of  chemical  attraction  is  the  entire  change  of  properties  which 
it  occasions  in  both  the  substances  dealt  with, — a chauge  which  no 
a priori  reasoning  could  possibly  have  predicted.  If  the  blue  liquid 
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obtained  by  dissolving  copper  in  nitric  acid  be  evaporated,  there 
will  be  formed  a blue  crystalline  salt  which  has  none  of  the 
chemical  properties  either  of  the  acid  or  of  the  metal  from 
which  it  was  procured.  There  is  an  equally  striking  difference 
between  the  tough,  metallic,  insoluble  iron,  and  the  corrosive  oil 
of  vitriol,  and  the  beautiful  crystalline,  green,  soluble,  inky- 
tasted  salt  which  is  produced  by  their  mutual  action. 

iv.  The  experiments  on  the  displacement  of  one  metal  by 
another,  further  show  that,  although  in  combination,  the  properties 
of  the  components  are  masked,  and  to  all  ordinary  observation 
the  constituents  have  disappeared,  whilst  new  bodies  have  been 
formed,  yet  these  component  elements  do  really  exist  in  the  com- 
pound, and  can  be  again  reproduced  in  their  original  form  by 
separating  them  from  each  other. 

It  is,  indeed,  a general  principle,  that  whenever  chemical  com- 
bination occurs,  there  is  no  destruction  of  matter.  However  much 
the  materials  may  change  their  form,  the  weight  of  the  new  pro- 
ducts, if  collected  and  examined,  will  be  found  to  be  exactly  equal  t© 
thatof  the  substances  before  combination.  Thefollowingexperimenit 
shows  that,  even  although  the  substance  may  vanish  from  our 
sight,  it  continues  to  exist  as  a gas,  which  ^ 

has  the  same  weight  as  the  solid  which 
furnished  it : — Into  a glass  flask  A (fig.  2), 
of  the  capacity  of  about  250  cubic  inches, 
or  4 litres,  and  which  is  provided  with  a 
brass  cap  and  stop-cock,  introduce  10  or 
12  grains  (o '6  or  07  gramme)  of  gun- 
cotton ; attach  the  flask  to  the  air- 
pump,  exhaust  it  completely,  and  after- 
wards weigh  it.  Then  set  fire  to  the 
cotton  by  means  of  a voltaic  current  sent 
through  the  wires,  a,  b , which  are  insu- 
lated from  each  other  and  from  the  cap 
of  the  instrument,  by  passing  through  a 
varnished  cork.  The  cotton  will  entirely  disappear  with  a 
brilliant  flash,  but  the  flask,  if  weighed  again,  will  be  found  to  be 
of  the  same  weight  as  it  was  before  the  cotton  was  fired. 

v.  There  are  two  modes  of  forming  chemical  compounds; 
the  simplest  is  that  in  which  the  two  substances  unite  directly 
together,  as  when  hydrogen  burns  in  air,  and,  by  direct  union 
with  oxygen,  produces  water;  or  when  an  acid  and  an  alkali, 
such  as  hydrochloric  acid  and  ammonia,  combine  and  pro- 
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duce  a salt.  This  mode  of  combination  usually  prevails  between 
bodies  which  have  a powerful  tendency  to  unite.  The  other  mode 
is  still  more  common : it  occurs  when  one  of  the  ingredients  of 
a compound  is  displaced  by  another  substance,  and  a new 
compound  is  the  result.  The  instances  already  specified,  in 
which  one  metal  precipitates  another  from  its  solution,  are  cases 
in  which  new  bodies  are  produced  by  the  displacement  of  one  of 
the  substances  in  a compound  previously  formed.  This  method 
of  forming  compounds  by  displacement,  or  substitution,  is  one  of 
great  importance ; and  the  study  of  its  various  modes  of  action  is 
rapidly  contributing  to  the  discovery  of  many  subtle  processes 
concerned  in  the  chemistry  of  organized  beings. 

vi.  Chemical  combination,  in  a large  proportion  of  cases,  does 
not  commence  spontaneously.  A heap  of  charcoal  may  remain 
unaltered  in  the  air  for  years ; but,  if  a few  fragments  of  it  be 
made  red  hot,  chemical  action  will  begin  at  the  spot  to  which  the 
heat  is  applied,  and  it  will  continue  until  the  whole  mass  is  burned ; 
that  is,  the  chemical  action  between  the  oxygen  of  the  air  and 
the  charcoal  will  continue  as  long  as  any  charcoal  is  left.  In 
other  instances,  however,  the  chemical  effects  begin  without  the 
application  of  any  extraneous  force.  A piece  of  phosphorus 
begins  to  be  oxidized  slowly  the  instant  it  comes  into  the  atmo- 
sphere, and  in  warm  weather  it  often  bursts  into  a blaze. 

vii.  Whenever  substances  unite  directly  with  each  other,  heat 
is  emitted,  and  the  more  rapidly  the  union  is  effected,  the  larger 
is  the  quantity  of  heat  emitted  in  a given  time,  until,  in  some  cases, 
it  rises  so  high  as  to  produce  ignition  and  combustion ; light  and 
heat  are  abundantly  extricated  when  the  temperature  rises  high 
enough,  since  all  solid  substances,  when  heated  beyond  a certain 
point,  become  luminous. 

When  compounds  are  formed  by  substitution,  the  liberation 
of  heat  is  usually  much  less,  and  is  sometimes  not  perceptible 
without  special  contrivances. 

viii.  The  physical  state  of  one  or  of  both  the  bodies  which 
enter  into  combination  is  frequently  altered  by  the  operation  of 
chemical  attraction.  Two  solids  may  become  converted  into  a 
liquid ; two  liquids,  or  even  two  gases,  may  become  solid.  Differ- 
ences of  state  are  therefore  not  in  all  cases  due  to  differences  of 
temperature;  differences  in  the  chemical  arrangement  of  the 
particles  are  equally  important  in  bringing  about  physical  differ- 
ences of  condition. 

The  foregoing  leading  characters  by  which  chemical  attrac- 
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tion  is  distinguished  from  other  forces,  may  be  thus  summed 
up  : 

Chemical  attraction  is  a power  of  extreme  energy,  which  acts 
only  on  the  minutest  particles  of  matter,  and  at  distances  too 
small  to  be  perceptible.  Under  its  influence  the  elementary  bodies, 
though  comparatively  few  in  number,  arrange  themselves  into  the 
numberless  compounds  which  constitute  the  different  forms  of 
matter  in  the  three  great  kingdoms  of  nature  ; and  it  is  impor- 
tant to  observe  that  the  proportions  in  which  they  unite  are  fixed 
and  invariable.  Chemical  attraction  operates  between  the  par- 
ticles of  dissimilar  kinds  of  matter,  and  by  its  exertion  produces 
new  properties  in  the  resulting  compound.  It  exists  between 
different  kinds  of  matter  with  different  but  definite  degrees  of 
intensity.  As  a result  of  its  operations,  no  destruction  of  matter 
occurs  in  the  materials  submitted  to  its  influence;  there  is  con- 
sequently no  loss  of  weight,  but  only  change  of  form.  The  act 
of  combination  may  either  occur  instantly  on  mixture,  or  it  may 
be  indefinitely  postponed  till  some  other  force,  such  as  heat,  con- 
curs to  commence  the  action.  Compounds  may  be  formed  either 
by  the  direct  union  of  their  ingredients,  or  by  the  displacement 
of  one  substance  by  a different  one  in  a compound  previously 
formed;  and  lastly,  heat  and  light,  in  amount  proportioned  to 
the  rapidity  of  the  action,  are  generally  emitted  in  cases  of  the 
direct  union  of  the  constituents. 

(8)  Laws  of  Combination. — The  relative  proportion  in  which 
the  different  elements  unite  is  regulated  by  fixed  laws.  These 
laws,  which  form  the  basis  of  chemical  science,  are  three  in  num- 
ber, and  they  regulate  the  mode  of  combination  of  every  known 
chemical  compound.  They  are  usually  termed  the  laws  of  chemi- 
cal combination. 

(9)  The  first  of  these  laws,  the  law  of  Definite  Proportions, 
may  be  stated  in  very  few  words ; it  is  as  follows : — In  every 
chemical  compound  the  nature  and  the  proportions  of  the  constituent 
elements  are  definite  and  invariable.  For  instance,  100  parts  by 
weight  of  water  contain  88^9  of  oxygen  and  in  of  hydrogen,  or 
the  weight  of  the  oxygen  is  always  exactly  eight  times  that  of  the 
hydrogen.  "Whether  water  be  derived  from  the  snows  of  high 
mountains,  from  rain  clouds,  from  dew,  or  from  direct  chemical 
action,  as  when  the  hydrogen  of  a burning  lamp  or  candle  unites 
with  the  oxygen  of  the  air,  its  composition  is  uniform  and 
certain.  So  also  a piece  of  flint,  or  of  rock  crystal,  in  whatever 
part  of  the  world  it  be  found,  will,  on  analysis,  yield  in  every 
100  parts,  46 ‘6  of  silicon  and  53^4  of  oxygen.  So  also  hydrochloric 
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acid  gas,  however  obtained,  always  contains  in  ioo  parts  by 
weight  97'26  of  chlorine  and  274  of  hydrogen.  In  fact,  experi- 
ment shows  that  all  true  chemical  compounds  which  have  been 
submitted  to  analysis  have  a composition  equally  definite.  It 
is  this  law  of  definite  proportions  which  gives  value  to  analysis,  by 
affording  certainty  and  uniformity  to  its  results.  Mere  mechanical 
intermixture  is  at  once  distinguished  from  true  chemical  com- 
bination by  the  absence  of  all  regularity  in  the  proportions  of 
the  bodies  that  have  been  mingled : and  in  the  same  manner 
chemical  attraction  stands  strongly  contrasted  with  that  kind  of 
adhesion  which  produces  the  solution  of  solids  in  a liquid,  or  the 
intermixture  of  two  liquids  like  spirit  of  wine  and  water  with 
each  other. 

(10)  The  second  law  of  combination  is  the  law  of  Multiple 
Proportions.  It  frequently  happens  that  the  same  pair  of  elemen- 
tary bodies  unites  together  in  more  than  one  proportion.  The 
compounds  so  obtained  are  usually  very  different  from  each  other  ; 
but  there  is  always  a regularity  in  the  plan  upon  which  these 
compounds  are  formed,  and  the  proportions  of  the  two  elements 
in  each  are  very  simply  related.  This  law  may  be  thus  stated  : — 
When  two  elements,  A and  B,  unite  together  in  more  proportions 
than  one,  if  we  compare  together  quantities  of  each  of  the  resulting 
compounds  which  contains  the  same  amount  of  A,  the  quantities  of  B 
will  bear  a very  simple  relation  to  each  other ; such  as 

A + B,  A + 2B,  A + 3B,  A + 4B,  &c. ; 
or,  2A  + 3B,  2A  + 5B,  2A  + 7B,  &c. ; 
or,  A + B,  A + 3B,  A+3B,  &c. 

Water,  for  instance,  is  a compound  of  oxygen  and  hydrogen; 
in  ico  parts,  by  weight,  there  are,  as  already  mentioned,  88^9  of 
oxygen  and  in  of  hydrogen.  But  there  is  another  compound 
of  ,oxygen  and  hydrogen  known  to  chemists,  termed  hydric 
peroxide,  or  hydroxyl.  By  analysis  it  has  been  found  that  100 
parts  of  this  body  contain  94' 1 of  oxygen  and  yy  of  hydrogen. 
Now,  on  comparing  together  the  quantities  of  oxygen  which  in 
these  two  compounds  are  united  w'itli  an  equal  quantity,  say  2 
grammes  of  hydrogen,  it  is  evident  that  in  water,  for  2 gnus, 
of  hydrogen  there  arc  16  of  oxygen, 

since  1 r 1 : SS'g  : : 2 : 16 

and  by  a similar  process  it  is  seen  that  in  hydric  peroxide,  for  2 
grms.  of  hydrogen  32  grins,  (or  16x2)  of  oxygen  are  present : — 

: 94-1 


5*9 


2 


32 


MULTIPLE  PROPORTIONS. 


17 


the  quantity  of  oxygen  combined  with  the  hydrogen  in  the  peroxide 
being  just  double  wliat  it  was  when  combined  with  the  same 
quantity  of  hydrogen  in  water. 

Mercury  in  like  manner  forms  two  compounds  with  chlorine, 
viz.,  calomel,  and  corrosive  sublimate.  In  calomel  200  grammes  of 
mercury  are  combined  with  35-5  of  chlorine ; whilst  in  corrosive 
sublimate  the  200  of  mercury  are  united  with  71  grammes  of 
chlorine,  or  with  just  twice  as  much. 

A similar  simple  proportion  between  the  quantities  of  the  com- 
bining elements  is  found  to  hold  good  in  every  series  of  compounds 
formed  by  the  union  of  two  elements  with  each  other.  A certain 
quantity  of  one  of  the  elements  combines  with  a certain  quantity 
of  the  other  : in  the  next  compound  with  twice  as  much  as  in  the 
first ; in  the  next  with  three  times  as  much  ; in  the  next  with 
four  times  as  much,  and  so  on. 

An  excellent  example  of  this  regularity  is  afforded  by  the  series 
of  compounds  which  nitrogen  forms  with  oxygen.  They  are  five  in 
number,  and  contain  in  100  parts  of  each,  the  following  propor- 
tions of  their  constituents,  the  oxygen  increasing  in  amount  from 
the  first  to  the  fifth  : — 


Oxygen. 

Nitrogen. 

Nitrous  oxide  .... 

• 36'36 

63-64 

Nitric  oxide 

• 53'33 

46-67 

Nitrous  anhydride  . 

• 63-15 

36<85 

Peroxide  of  nitrogen  . 

. 69-56 

3°'44 

Nitric  anhydride 

. 74-07 

25'93 

Now  on  comparing  quantities  of  each  of  these  different  com- 
pounds which  contain  equal  weights  of  nitrogen,  and  in  the  order 
in  which  the  compounds  stand  in  the  foregoing  table,  it  will  be 
seen  that  the  oxygen  increases  in  quantity  in  the  proportion  of  1 , 2, 
3,  4,  and  5.  In  the  nitrous  oxide  the  quantity  of  nitrogen  combined 
with  16  parts  of  oxygen  is  28,  and  taking  this  amount  of  nitrogen 
in  each  ease,  we  obtain  by  proportion  the  following  series : — 


Oxygen. 

Nitrogen. 

36-36 

63-64  : 

: 16 

28 

53*33 

46-67  : 

: 32  (16  x 2) 

28 

63^5 

36>85  : 

: 48  (16x3) 

28 

69-56 

3°'44  : 

: 64  (16  x 4) 

28 

74-07 

25‘93  : 

: 80(16x5) 

28 

the  weight  of  the  oxygen  increasing  progressively,  in  the  proportion 
of  16,  twice  16,  3 times  16,  4 times  16,  and  5 times  16. 

1 c 
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In  some  cases  the  proportion  in  which  the  elements  unite  is 
rather  less  simple,  two  proportions  of  one  element  combining  with 
3,  5,  or  7 of  the  other. 

This  important  law  was  first  clearly  established  by  Dalton. 

(n)  The  third  law  of  combination  is  usually  known  as  the 
Law  of  Equivalent  Proportions.  It  may  be  stated  as  follows  : — 
Each  elementary  substance,  in  combining  with  other  elements,  or  in 
displacing  others  from  their  combinations,  does  so  in  a fixed  pro- 
portion, which  may  be  represented  numerically. 

This  principle  of  equivalent  proportion  may  be  illustrated  by 
reference  to  the  experiments  upon  the  displacement  of  the  metals 
from  solutions  of  their  nitrates  (p.  12),  or  still  more  simply  from 
solutions  of  their  chlorides,  by  the  introduction  of  some  other 
metal,  the  attraction  of  which  for  the  chlorine  is  stronger  than 
that  of  the  metal  with  which  it  is  already  combined.  When,  for 
instance,  a slip  of  copper  is  introduced  into  a solution  of  mercuric 
chloride,  the  two  metals  change  places,  owing  to  the  stronger 
chemical  attraction  of  the  chlorine  for  the  copper  than  for  the 
mercury ; a portion  of  the  copper  is  dissolved,  cupric  chloride  is 
formed,  and  a corresponding  quantity  of  mercury  is  deposited.  On 
making  the  experiment  with  suitable  care,  it  is  found  that  for  each 
31*7  milligrammes  of  copper  dissolved,  100  of  mercury  are  sepa- 
rated in  globules.  In  a similar  way,  when  a strip  of  zinc  is  placed 
in  a solution  of  cupric  chloride,  a deposit  of  metallic  copper  is  sepa- 
rated, and  for  every  31*7  mgrms.  of  copper  thrown  down,  the  zinc 
will  lose  33’5  mgrms.  in  weight,  whilst  a corresponding  amount 
of  zincic  chloride  is  formed  in  the  liquid.  Finally,  if  into  a 
solution  of  hydrochloric  acid  a rod  of  zinc  be  introduced,  hydrogen 
will  be  set  free ; and  if  the  volume  of  the  gas  be  measured,  a 
bulk  of  hydrogen  weighing  1 mgrm.  will  be  liberated  for  every 
33-5  mgrms.  of  zinc  dissolved. 

From  this  series  of  experiments  we  learn  that  different  but 
definite  amounts  of  the  various  metals  are  capable  of  displacing 
each  other ; for  it  appears  that  100  parts  by  weight  of  mercury,  31 '7 
of  copper,  32-5  of  zinc,  and  1 of  hydrogen,  are  each  capable  of 
exactly  supplying  the  place  of  the  other,  in  combination  with  one 
uniform  amount  (35 -5  parts)  of  chlorine ; and  these  different 
quantities  of  the  metals  are  said  to  be  chemically  equivalent  to 
each  other,  and  the  numbers  obtained  in  this  way  form  the  com- 
bining proportions  of  the  different  elements.  For  the  purpose 
of  conveniently  comparing  together  the  quautities  of  the  different 
elements  which  are  thus  equivalent  to  each  other,  it  is  necessary 
to  select  one  element  as  the  unit  or  standard  of  comparison.  With 
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this  view  chemists  have  agreed  to  take  hydrogen  as  their  unit 
or  starting-point,  since  it  is  the  element  which  enters  into  com- 
bination with  a lower  equivalent  weight  than  any  other.  It 
must  not,  however,  be  supposed  that  the  equivalent  quantities  of 
the  elements  can  usually  be  ascertained  by  direct  substitution  for 
a given  weight  of  hydrogen  : recourse  is  had  therefore  to  indirect 
processes,  such  as  the  determination  of  the  proportion  in  which 
each  element  unites  with  a fixed  quantity  of  some  other  element, 
such  as  chlorine  or  oxygen.  It  is  important  to  distinguish 
between  the  ideas  chemical  equivalent  and  combining  proportion. 
Bodies  can  only  be  said  to  be  equivalent  to  each  other  when 
they  can  be  substituted  for  each  other  in  combination,  and 
form  compounds  more  or  less  analogous  : the  proportion  in  which 
they  thus  displace  each  other,  constitutes  their  equivalent  pro- 
portion or  numerical  chemical  equivalent.  Definite  quantities  of 
silver,  copper,  iron,  zinc,  and  potassium,  for  example,  may  be 
substituted  one  for  the  other  in  combination  with  a giyen  quan- 
tity of  chlorine.  In  like  manner,  certain  quantities  of  chlorine, 
of  bromine,  and  of  iodine,  may  be  made  to  combine  with  a given 
quantity  of  silver ; the  quantity  of  bromine  which  will  displace 
the  iodine,  or  that  of  chlorine  which  will  displace  the  bromine, 
being  the  true  equivalent  quantities  of  these  elements,  when  com- 
pared with  each  other.  But  if  we  compare  a certain  weight  of 
chlorine  with  a quantity  of  potassic  chloride  which  contains  an 
equal  weight  of  chlorine  (inasmuch  as  chlorine  and  potassic 
chloride  cannot  be  substituted  one  for  the  other  in  any  com- 
pound), the  number  which  represents  that  proportion  in  which 
the  two  elements  have  united  to  form  potassic  chloride  cannot,  as 
compared  with  the  standard  quantity  of  chlorine,  properly  be  called 
its  equivalent,  but  only  its  combining  proportion. 

(12)  Tables  of  Equivalent  Numbers. — Chemists  are  in  the 
habit  of  referring  the  results  obtained  by  analysis  to  the  proportion 
contained  in  100  parts  of  the  body  submitted  to  experiment.  For 
instance,  it  has  been  ascertained  by  analysis  that  100  parts  of 
hydrochloric  acid  contain  ^‘26  of  chlorine,  and  2'74  of  hydrogen  ; 
that  100  parts  of  zincic  chloride  contain  52^2 1 of  chlorine,  and 
4779  of  zinc;  that  100  of  cupric  chloride  contain  52‘8i  of 
chlorine,  and  47^19  of  copper  ; that  100  of  mercuric  chloride  con- 
tain 26’20  of  chlorine,  and  73’8o  of  mercury  ; and  that  100  of 
argentic  chloride  contain  2473  of  chlorine,  and  75' 27  of  silver. 
These  illustrations  are  sufficient  to  prove  that  the  proportion 
of  chlorine  is  not  the  same  in  the  compounds  which  it  forms 
with  the  several  elements ; but  this  method  of  stating  the  result 
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is  not  adapted  to  exhibit  the  numerical  relations  of  these 
quantities  in  their  simplest  form.  These  relations  are  rendered 
much  more  evident  in  the  following  way.  Having  ascertained 
the  proportion  of'  each  constituent  in  ioo  parts  of  the  various 
compounds  which  each  elementary  body  forms  when  it  combines 
with  chlorine,  let  us  determine  by  calculation  the  proportion  in 
which  each  element  unites  writh  the  same  fixed  quantity  of 
chlorine , and  let  us  take  for  our  fixed  quantity  of  chlorine  the 
proportion  of  it  which  enters  into  combination  with  i part  by 
weight  (say  i gramme)  of  hydrogen.  This  is  easily  calculated, 
since  we  know  that  ioo  parts  of  hydrochloric  acid  contain  97-2 6 of 
chlorine,  and  274  of  hydrogen;  consequently 

274  : 97-26  : : I : 35-5 

or  35 -5  grms.  of  chlorine  are  united  in  hydrochloric  acid  with  1 
grm.  of  hydrogen.  Now  it  is  easy  to  ascertain,  by  similar  calcula- 
tions, the  proportion  of  each  of  the  elements  enumerated  in  the 
foregoing  series  of  chlorides  which  is  combined  with  35-3  grms.  of 
chlorine. 

In  zincic  chloride,  for  example,  32-5  grms.  of  zinc  are  united 
with  35-5  of  chlorine  ; for 

52-21  : 47-79  : : 35-5  : 32*5 

In  cupric  chloride  35-5  of  chlorine  are  united  with  31-7  grms.  of 
copper ; for 

52-81  : 47-19  ::  35-5  : 31-7 

In  mercuric  chloride  35-5  grms.  of  chlorine  are  united  with  too  of 
mercury ; for 

26-2  : 73-8  : : 35-5  : 100 

Avhilst  in  argentic  chloride  35-5  of  chlorine  are  united  with  108 
grms.  of  silver  ; since 

2473  : 75' 27  : : 35‘5  ‘ 108 

consequently  one  part  of  hydrogen,  32-5  parts  of  zinc,  31-7  of 
copper,  100  of  mercury,  and  108  of  silver  are  chemically  equivalent 
to  each  other,  since  they  each  combine  with  a uniform  quantity 
■ (35*5  Parts)  of  chlorine. 

But  results,  when  obtained  by  experiments  conducted  on  this 
plan,  are  not  always  free  from  ambiguity,  for  there  are  eases  in 
which  the  same  metal  appears  to  have  more  than  oue  equivalent 
number.  Mercury,  for  example,  forms  another  chloride,  calomel, 
which  is  quite  different  from  the  one  above  described  ; it  contains 
twice  the  amount  of  mercury  combined  with  our  standard 
quantity  of  chlorine,  or  200  grms.  of  mercury  with  35-5  of  chlorine. 
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In  like  manner  copper  forms  another  chloride,  which  contains 
twice  as  much  copper  as  the  one  above  described,  or  63  grms.  of 
copper  combined  with  35-5  grms.  of  chlorine. 

Which  of  these  two  proportions  of  mercury  or  of  copper  is  to 
be  taken  as  the  equivalent  of  the  metal  ? Each  of  the  two 
numbers  thus  obtained  is  in  fact  the  true  equivalent  under  the 
particular  circumstances ; so  that  both  mercury  and  copper  have 
two  equivalents ; and  the  same  thing  is  true  of  iron,  of  tin,  of  plati- 
num, and  of  several  other  elements.  The  ambiguity  thus  occa- 
sioned may,  however,  be  removed  by  means  of  a conception  known 
as  the  atomic  hypothesis,  first  distinctly  enunciated  by  Dalton, 
though  it  has  since  been  in  some  degree  modified. 

(12  a)  Hypothesis  of  the  Atomic  Constitution  of  Matter. — 
Dalton’s  atomic  theory  is  that  every  element  is  composed  of 
ultimate  particles  or  atoms,  which  cannot  be  further  subdivided  by 
chemical  or  mechanical  means.  That  these  atoms  are,  in  the 
same  element,  exactly  equal  in  size  and  in  weight,  and  absolutely 
similar  in  all  respects.  That  the  atoms  of  any  one  element  differ 
from  those  of  all  the  other  elements  in  weight  and  in  chemical 
properties.  And  that  whenever  combination  takes  place  between 
any  two  elements,  union  occurs  between  them  atom  to  atom.  If 
these  assumptions  be  admitted,  we  find — 

i°.  That  the  proportion  in  which  combination  occurs  must, 
when  the  same  compound  is  formed,  always  be  definite ; since  that 
proportion  is  determined  by  the  relative  Aveights  of  the  atoms  of  the 
combining  elements,  and  the  atom  cannot  be  subdivided. 

2°.  That  when  the  same  elements  unite  in  several  propor- 
tions, these  proportions  must  vary  according  to  the  terms  of  a 
simple  series  of  multiples,  since  each  atom  of  one  element  must 
unite  with  the  other  element  in  the  ratio  of  1,  of  2,  or  of  3 atoms, 
or  in  some  other  ratio  almost  equally  simple,  inasmuch  as  the 
atom  does  not  admit  of  subdivision. 

30.  That  combination  must  occur  also  in  equivalent  propor- 
tion ; since  the  equivalent  amounts  of  each  clement  must  be  in  the 
proportion  either  of  the  Aveights  of  their  atoms,  or  of  a simple 
multiple  of  those  Aveights. 

In  order  to  elucidate  these  statements  further,  let  us  suppose, 
for  example,  that  an  atom  of  mercury  weighs  200  times  as  much 
as  the  atom  of  hydrogen,  that  the  atom  of  silver  weighs  108  times 
as  much,  the  atom  of  sodium  23  times  as  much,  the  atom  of 
chlorine  35'5  times  as  much,  and  the  atom  of  oxygen  16  times  as 
much, — it  follows  that  when  chlorine  and  silver  unite  to  form 
argentic  chloride,  if  one  atom  of  each  element  enters  into  each 
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molecule  of  the  compound,  this  chloride  must  necessarily  and  in- 
variably contain,  in  143'Jj  parts  by  weight,  be  they  grammes, 
grains,  or  pounds,  108  of  silver,  and  35^5  of  chlorine. 

In  like  manner,  if  each  of  the  molecules  of  sodic  chloride  be 
formed  by  the  union  of  one  atom  of  sodium  with  one  atom  of 
chlorine,  then  5 8 '5  parts  will  necessarily  consist  of  23  parts  of 
sodium,  and  3^3  of  chlorine. 

So  also,  if  each  molecule  of  water  consist  of  2 atoms  of 
hydrogen  and  1 atom  of  oxygen,  it  must  happen  that  18  parts 
of  water  will  always  contain  2 parts  of  hydrogen  and  16  of  oxygen. 
Again,  if  calomel  be  formed  of  1 atom  of  mercury  and  1 of  chlo- 
rine, it  is  a matter  of  necessity  that  in  235’5  parts  of  calomel, 
aoo  consist  of  mercury,  and  35'5  of  chlorine ; while,  if  corrosive 
sublimate  be  formed  by  the  union  of  1 atom  of  mercury  with  2 
atoms  of  chlorine,  271  parts  of  this  chloride  must  contain  200 
parts  of  mercury,  and  71  of  chlorine,  or  twice  as  much  chlorine 
as  is  found  in  calomel. 

Suppose  now  that  into  a solution  of  corrosive  sublimate  a slip 
of  copper  be  introduced : the  copper  will  displace  the  mercury  ; 
and  if  the  weight  of  the  atom  of  copper  be  63  times  that  of  the 
atom  of  hydrogen,  and  cupric  chloride  be  formed  by  the  union  of 
1 atom  of  copper  and  2 atoms  of  chlorine,  the  mercury  displaced 
must  be  in  the  proportion  of  200  parts  for  every  63  parts  of 
copper  which  enter  into  solution.  In  other  words,  63  parts  of 
copper  are  chemically  equivalent  to  200  parts  of  mercury. 

Dalton  indeed  supposed  that  the  chemical  equivalents  of  the 
elements  always  represented  the  relative  weights  of  their  atoms, 
and  hence  the  term  atomic  weight  has  often  been  employed 
as  synonymous  with  the  term  chemical  equivalent.  But  the  ideas 
involved  in  the  two  terms  are  essentially  distinct.  There  can 
only  be  one  atomic  weight  of  a simple  substance  ; but  as  we  have 
seen  in  the  case  of  mercury  and  of  copper,  there  may  be  two 
chemical  equivalents  for  the  same  element,  and,  in  some  cases, 
the  equivalents  may  be  even  more  numerous.  The  atomic  weight 
of  a body  may  coincide  with  its  ordinary  chemical  equivalent, 
or  it  may  be  a multiple  of  it.  The  equivalent  number  is  neces- 
sarily a direct  experimental  result;  whilst  the  number  adopted 
for  the  atomic  weight  is  arrived  at  from  considerations  often 
somewhat  complicated,  based  partly  on  the  law  of  gaseous  volumes 
(14),  partly  on  the  experimental  results  upon  the  specific  heat  of 
the  bodies  under  investigation  (172),  and  partly  on  the  isomor- 
phism or  similarity  in  crystalline  form  of  bodies  of  analogous 
constitution  (83). 
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The  table  at  pp.  24,  25,  contains  a list  of  the  elementary  bodies 
at  present  known  to  chemists,  with  the  atomic  weights  now  in 
use,  as  well  as  the  symbols  by  which  each  element  is  indicated 
in  describing  chemical  changes. 

(13)  Symbolic  Notation. — Before  proceeding  further,  it  will  be 
advantageous  to  describe  the  principles  of  notation,  as  applied  to 
the  construction  of  chemical  formulce.  This  notation  constitutes 
a kind  of  short-hand,  which  materially  facilitates  the  representa- 
tion of  chemical  changes,  since  it  greatly  abridges  the  labour  of 
description,  and  after  a little  practice,  enables  the  student  to  trace 
at  a glance,  reactions  even  of  a complicated  character.  Its  use  has, 
in  fact,  become  indispensable  both  to  the  teacher  and  to  the  pupil. 

Every  elementary  substance  is  represented  by  a symbol,  con- 
sisting of  the  first  letter  of  its  Latin  name  ; in  cases  where  more 
than  one  element  has  the  same  initial,  a second  distinguishing 
letter  is  added.  Any  symbol,  when  it  stands  alone,  always  re- 
presents one  atom  of  the  body  which  it  indicates.  For  instance, 
the  symbol  O stands  for  one  atom  of  oxygen  ; H,  for  one  atom  of 
hydrogen ; C,  for  one  atom  of  carbon,  and  so  on.  The  symbols 
appropriated  to  the  various  elements  are  placed  opposite  to  them 
in  the  column  headed  Symbols  in  the  following  table. 

It  must  be  borne  in  mind  that  the  notation  employed  by 
chemists  is  not  a true  algebraic  notation,  although  it  resembles  it 
in  appearance.  For  example,  the  juxtaposition  of  two  chemical 
symbols  constitutes  a chemical  formula  : such  juxtaposition,  how- 
ever, indicates  chemical  combination,  not  multiplication  • so  that 
a compound  body  is  represented  by  writing  the  symbols  of  its 
constituent  atoms  side  by  side  ; for  example,  HC1  indicates  one 
molecule  of  hydrochloric  acid,  CaO  one  molecule  of  lime,  the 
quantities  included  in  each  formula  always  indicating  one  molecule 
of  the  compound. 

If  it  be  necessary  to  express  that  more  than  one  atom  of  a 
body  enters  into  the  formation  of  a molecule,  the  object  is  attained 
by  writing  a small  figure  to  the  right  of  the  letter  below  the 
line  : — II2  would  indicate  a molecule  of  hydrogen  ; H203,  a mole- 
cule of  hydric  peroxide,  composed  of  2 atoms  of  hydrogen  and 
2 of  oxygen  ; C02,  one  molecule  of  carbonic  anhydride,  com- 
posed of  I atom  of  carbon  and  2 atoms  of  oxygen,  and  so  on. 
Some  authors  place  the  small  figures  above  instead  of  below  the 
line,  and  write  2 atoms  of  hydrogen,  for  example,  as  IF2. 

Secondary  compounds,  such  as  salts,  are  expressed  in  an  analo- 
gous way,  the  metal  being  usually  placed  first,  CaC03  represent- 
ing one  molecule  of  calcic  carbonate.  "When  a comma  is  used  to 
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NOTATION LAW  OF  VOLUMES. 


separate  two  members  of  a formula,  these  two  members  are  re- 
presented as  united  cliemieally,  and  a more  intimate  union  is  sup- 
posed than  when  the  sign  of  a period  is  used  to  separate  them. 
For  instance,  in  the  formula  for  crystallized  sulphate  of  magnesium 
aud  potassium  (MgS04,  K2S04 . 6H20),  the  compound  MgS04  is 
supposed  to  be  more  intimately  united  with  K,S04  than  the  6H20, 
which  may  be  readily  expelled  by  heat.  Where  it  is  necessary 
to  indicate  more  than  one  molecule  of  a compound,  the  whole 
formula  of  that  compound  is  preceded  by  the  indicating  number. 
If,  for  example,  FI  be  i atom  of  hydrogen,  H2  its  molecule,  3 II 2 
will  indicate  3 molecules  of  hydrogen.  If  brackets  be  used,  the 
figure  prefixed,  or  subjoined,  multiplies  nothing  beyond  the  sym- 
bols included  within  the  brackets,  as  for  example,  3 (MgSO^ 
7 H,0),  three  atoms  of  crystallized  magnesic  sulphate;  (HgN)^ 
four  molecules  of  ammonia.  The  use  of  brackets  is  often 
neglected,  and  then  the  figure  prefixed  multiplies  all  the  sym- 
bols included  between  it  and  the  next  comma,  or  sign  of  addi- 
tion. 

The  sign  + should  never  be  used  to  connect  together  the 
constituents  of  the  same  compound,  but  should  be  employed  only 
to  indicate  cases  of  true  addition,  in  which  two  different  bodies 
are  actually  mixed  with  each  other,  although  many  chemists 
neglect,  with  manifest  inconvenience,  to  attend  to  this  rule.  The 
sign  = does  not  indicate  identity  or  absolute  equality,  but  is 
usually  employed  in  the  sense  of  the  word  ‘ yields and  when 
placed  between  the  two  members  of  an  equation,  it  indicates  that 
if  the  compounds  which  precede  it  are  mixed  with  due  precau- 
tion, the  result  of  the  chemical  changes  which  occur  will  be  such 
as  is  represented  by  the  arrangement  of  the  symbols  placed  after 
the  sign  =. 

A little  practice  will  make  these  various  modifications 
familiar  to  the  mind.  To  expedite  the  acquisition  of  this  know- 
ledge, the  student  will  find  it  advantageous  to  exercise  himself  in 
the  expression  of  chemical  changes  by  symbols,  whenever  the 
opportunity  occurs,  until  he  is  thoroughly  acquainted  with  their 
signification  and  use. 

(14)  Law  of  Volumes. — When  bodies  are  capable  of  assuming 
the  form  of  gas  or  vapour,  a very  simple  relation  exists  between 
the  volumes  or  bulks  of  any  two  gases  which  combine  together, 
and  the  bulk  of  the  gaseous  compound  formed  by  their  union. 
This  important  observation  is  due  to  Gay-Lussac.  It  has  been 
found,  for  example,  that  two  gases  unite  together  either  in  the 
proportion  of  equal  bulks,  or  else  that  two  measures  or  volumes 
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of  a given  gas  which  may  be  distinguished  as  A,  combine  with 
one  measure  of  a second  gas  which  may  be  called  B,  or  that  three 
measures  of  A unite  with  one  measure  of  B,  or  sometimes  that 
three  measures  of  A unite  with  two  of  B.  Some  simple  propor- 
tion of  this  kind  is  always  observed  between  the  volumes  of  two 
gases  which  enter  into  combination.  The  cause  of  this  unifor- 
mity depends  upon  the  fact,  that  if  quantities  of  each  element  be 
compared  in  the  ratio  of  their  atomic  weights , when  converted  into 
vapour  (under  similar  conditions  of  temperature  and  pressure)  they 
will  all  yield  the  same  volume  of  vapour.* 

For  example,  in  the  following  table  we  take  a number  of 
grammes  of  hydrogen,  of  nitrogen,  of  oxygen,  and  of  chlorine, 
corresponding  with  the  atomic  weight  of  each  element  respectively, 
and  the  result  is  in  all  cases  a volume  of  11-19  litres : — 

Litres. 


i gramme  of  hydrogen,  at 

14  grammes  of  nitrogen  . 
16  grammes  of  oxygen  . 
35 '5  grammes  of  chlorine  . 


320  F.  and  29*922  inchesBar. 
(or  o°  C.  & 760  millim.) 


= 11*19 

= 11-19 
= 11-19 
= 11-19 


and  so  on. 

In  other  words,  gaseous  nitrogen  is  14  times  as  heavy  as 
hydrogen,  oxygen  16  times  as  heavy,  and  chlorine  35*5  times  as 
heavy  as  hydrogen,  when  compared  under  like  pressures,  and  at  the 
same  temperatures. 

Combination  by  volume,  therefore,  is  to  be  carefully  distin- 
guished from  combination  by  weight ; because  when  the  volumes 
are  the  same  the  weights  are  different,  and  when  the  weights  are 
the  same  the  volumes  are  different. 

After  the  union  of  the  gases  with  each  other,  the  bulk  of  the 
compound,  though  it  is  often  less  than  the  joint  bulk  of  the  two 
separate  gases,  yet  bears  a simple  relation  to  it.  It  may  happen 
that  two  gases  unite  without  undergoing  any  change  of  volume  ; 
this  only  occurs  when  the  constituent  gases  combine  in  equal 
volumes ; in  other  cases  three  volumes  of  the  gases  may  become 
condensed  into  two  ; or  three  volumes  may  occupy  the  bulk  of 
one  volume ; or,  again,  two  volumes  may  be  condensed  into  one 
volume.  In  no  case  do  the  combined  gases  occupy  a larger  bulk 
than  they  did  when  separate. 


* To  this  rule  there  are,  however,  certain  exceptions,  the  most  important  of 
which  occur  in  the  cases  of  phosphorus,  arsenicum,  mercury,  cadmium,  and  zinc. 
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The  mode  of  combination  of  hydrogen  with  chlorine  and  -with 
oxygen  may  be  taken  as  an  illustration  of  some  of  these  points. 
Hydrogen  gas  and  gaseous  chlorine  unite  in  the  proportion  of 
one  volume  of  each  to  form  hydrochloric  acid,  or  one  part  by 
iveight  of  hydrogen  to  35 '5  parts  by  weight  of  chlorine,  the  two 
gases  after  their  combination  still  occupying  two  volumes,  or  the 
same  bulk  which  they  did  when  separate,  though  their  united 
weight  is  of  course  3 6 ‘5.  But  when  hydrogen  gas  combines  with 
oxygen  gas  in  the  formation  of  water,  union  takes  place  in  the 
proportion  of  two  volumes  of  hydrogen  to  one  volume  of  oxygen. 
This,  therefore,  corresponds  by  weight  to  2 parts  of  hydrogen  and 
16  of  oxygen.  Supposing  that  the  two  gases  before  their  union 
were  heated  to  a temperature  above  the  boiling-point  of  water, 
say  to  1200  C.,  and  the  product  of  the  combination  after  union 
is  still  kept  at  the  same  temperature,  the  steam  produced,  instead 
of  occupying  the  space  of  three  volumes,  becomes  condensed  into 
that  of  two  ; but  the  weight  of  the  steam  formed  is  equal  to  that 
of  the  united  weights  of  the  oxygen  and  hydrogen  which  have 
entered  into  its  composition. 

Compound  gases  and  vapours,  in  combining,  follow  the  same 
regularity  and  simplicity  in  the  proportions  by  volume  in  which 
they  unite,  as  is  observed  to  prevail  among  elementary  bodies ; 
and  the  compounds  resulting  from  such  union,  when  gaseous,  or 
convertible  into  vapour,  exhibit  the  same  equally  simple  ratio  in 
bulk  to  that  of  their  components. 

In  order  to  give  precision  to  our  language,  although  it  would 
be  premature  at  this  point  to  enter  into  the  reasons  in  detail, 
it  will  be  convenient  here  to  draw  a distinction  between  two  mag- 
nitudes of  the  component  particles  of  all  elementary  bodie? — viz.  : 
t.  the  Atom , or  smallest  and  chemically-indivisible  particle  of 
each  element  which  can  exist  in  a compound,  united  with  other 
particles  either  of  the  same  or  of  different  elements,  but  which  is 
not  known  in  a separate  form;  and  2.  the  Molecule,  or  the 
smallest  quantity  of  any  elementary  substance  which  is  capable 
of  existing  in  a separate  form.  II,  for  instance,  represents  the 
atom  of  hydrogen,  whilst  HII,  or  II 2,  indicates  its  molecule. 
Each  molecule  of  chlorine  and  of  the  other  allied  elements,  when 
in  the  gaseous  state,  appears  to  consist  of  2 atoms.  Assuming 
that  the  molecule  of  any  element  in  vapour  always  occupies  2 
volumes,  the  atom  of  hydrogen  being  1 volume  Q,  or  (II  = 1),  the 
molecules  of  oxygen,  sulphur,  selenium,  and  tellurium,  each  con- 
tain 2 atoms  ; but  certain  metals,  such  as  mercury  and  cadmium, 
yield  a vapour  the  molecule  of  which  contains  only  a single  atom 
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of  tlie  element ; and  if  it  were  possible  to  make  the  experiment 
with  the  other  analogous  metals — magnesium,  copper,  &c. — it  is 
probable  that  the  molecule  of  each  member  of  this  class  of  elements 
would  be  found  to  contain  but  a single  atom. 

The  molecule  of  nitrogen  contains  2 atoms  ; but  the  molecules 
of  phosphorus  and  of  arsenicum  each  contain  4 atoms.  Analogy 
leads  to  the  conclusion  that  the  molecules  of  antimony  and  of 
bismuth  also  each  contain  4 atoms. 

Some  of  these  relations  are  indicated  in  the  following  table  : — 


Element. 

Atomic 

Weight. 

Molecular 

Weight. 

Mol. 

Arol. 

Relative 

Weight. 

Hydrogen 

H = 1 

h2  = 2 

m 

1 

Chlorine 

Cl=  35'5 

Cl,  = 71 

= 

ETJ 

35’5 

Oxygen 

0=i6 

°2  = 32 

1 rn 

1 L J 

16 

Sulphur 

S = 32 

S2  = 64 

= 

m 

32 

Selenium 

Se=  79-5 

Se„  = 159 

= 

m 

79*5 

Tellurium 

Te=r 129 

Te3  = 258 

= 

m 

129 

Mercury 

Hg—  200 

Hg  = 200 

L'_l 

100 

Cadmium 

Cd=  112 

Cd  — - 1 12 

= 

□ 

56 

Zinc 

Zn=  65 

Zn  = 65 

= 

32A 

Nitrogen 

N=  14 

N2  = 28 

= 

m 

H 

Phosphorus 

P = 31 

P4  — 124 

= 

ELD 

62 

Arsenicum 

As=  75 

As4  = 300 

run 

150 

The  application  of  the  terms  atom  and  molecule  may  be  ex- 
tended to  compound  substances,  the  atom  of  a compound  being  the 
smallest  quantity  of  any  compound  substance  which  is  capable  of 
existing  in  combination  with  other  particles  of  matter ; and  the 
molecule  of  a compound  is,  as  before,  the  smallest  quantity  of  that 
substance  which  can  exist  in  an  isolated  or  separate  condition  : if, 
for  instance,  C^H.  represent  the  compound  atom  of  ethyl  (the  radicle 
of  ether),  (C2H5,  C2H5),  or  (C2H5)2,  would  indicate  its  molecule. 

It  will  be  shown  hereafter  that  equal  volumes  of  every  gas 
and  vapour,  whether  simple  or  compound,  expand  equally  for 
equal  increments  of  heat,  if  both  are  compared  at  the  same  tem- 
peratures (217).  The  same  is  true  when  equal  volumes  of  the  dif- 
ferent gases  are  submitted  to  an  equal  increase  or  diminution  of 
pressure  (27).  Hence  it  appears  to  be  a legitimate  and  necessary 
conclusion  that  equal  volumes  of  all  gases,  whether  simple  or  com- 
pound, contain  an  equal  number  of  molecules  of  their  constituents. 

The  volume  of  the  molecule  of  a compound  body,  in  the  aeriform 
state,  is  exactly  double  the  volume  of  the  atom  of  hydrogen.  To 
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this  rule.,  indeed,  there  are  some  exceptions,  real  or  apparent ; but 
the  number  of  these  is  gradually  diminishing,  under  the  explana- 
tions afforded  from  time  to  time  by  the  progress  of  science. 

When  the  complicated  bodies  met  with  in  organic  chemistry 
admit  of  being  vaporized  without  undergoing  decomposition,  they 
obey  this  law  of  vapour  volume  as  strictly  as  the  simplest  combi- 
nations of  inorganic  nature,  however  numerous  the  atoms  which 
enter  into  the  formation  of  their  molecule.  A molecule  of  alcohol 
(C2HfiO),  or  a molecule  of  the  still  more  complex  body  aniline 
(C6H7N),  for  instance,  yields  the  same  volume  of  vapour  as  a 
molecule  of  hydrochloric  acid  (HC1).  Consequently,  if  the  weight 
of  a given  bulk  of  hydrogen,  the  lightest  substance  known,  be 
taken  as  the  unit  of  comparison,  the  vapour  density  of  a compound 
body  is  represented  by  half  its  molecular  weight.  This  number 
will  be  designated  constantly  hereafter,  in  speaking  of  vapour 
densities,  as  the  relative  weight  of  the  vapour.  For  example : — 


Equal 

Molecular 

Relative 

• 

vols. 

weight. 

weight. 

Hydrogen  gas 

(HH) 

m 

2 

I 

Hydrochloric  acid  gas 

(HC1) 

rn 

36'5 

18-25 

Aqueous  vapour  . 

(H,0) 

rn 

18 

9 

Alcohol  vapour  . 

(C3H60) 

1 ! 1 

46 

23 

Aniline  vapour  . 

(C6H7N) 

r 1 

1 

93 

(15)  Applications  of  the  Law  of  Equivalent  Proportion. — Com- 
pound bodies  unite  with  other  compounds,  just  as  simple  bodies 
unite  with  other  simple  ones,  and  the  combining  proportions  or 
molecular  weights  of  such  compounds  are  represented  by  the 
sum  of  the  atomic  weights  of  all  the  elements  which  enter  into 
their  composition : the  molecular  weight  of  the  compound  can 
never  be  less  than  that  sum,  but  sometimes  it  is  a multiple  of 
that  number.  For  example,  the  molecular  weights  of  the  follow- 
ing compounds  are  thus  obtained  : — 


Hydrochloric  acid 

(1 

At.  H 

= x 

+ 1 

At.  Cl 

=355) 

HC1 

=36-5 

Ammonia 

Common  salt  'j 
(sodic  chlo-  > 

(3 

At.  H 

= 3 

+ 1 

At.  N 

= 14) 

HSN 

= 17-0 

(1 

At.  Na 

=23 

+ 1 

At.  Cl 

=33  5) 

NaCl 

=58'5 

ride) ) 

Water  

(2 

At.  II 

= 2 

+ 1 

At.  0 

= 16) 

H„0 

= i8‘o 

Anhydrous  potash 

(2 

At.  K 

=78 

+ 1 

At.  0 

= 16) 

k;o 

=94-0 

Potassic  hydrate 

(1 

At.  K 

=39 

+ 1 

At.  H 

= 1 + 1 At.  0 

=i6)KHO 

=56-0  - 

Ammonia  hy-  \ 
drochlorate  J 

(1 

At.  H3N 

+ 1 

At.  HC1 

=36-5) 

H3N,  HC1 

=53'5 

The  law  of  equivalent  proportions  holds  good  not  only  be- 
tween the  compounds  formed  by  the  union  of  simple  substances 
with  each  other,  but  also  between  the  bodies  formed  by  the  com- 
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bination  of  compound  substances  with  other  compounds.  Indeed, 
the  reactions  between  compounds  often  exhibit  very  striking 
exemplifications  both  of  the  generality  of  this  law  and  of  the 
manner  in  which  it  may  be  turned  to  useful  account.  The  fol- 
lowing example  of  the  reaction  between  common  salt,  or  sodic  chlo- 
ride, and  argentic  nitrate,  will  afford  an  illustration  of  this  kind. 

Sodic  chloride  is  a compound  of  i atom  or  23  parts  of  sodium 
and  1 atom  or  35‘5  parts  of  chlorine ; its  molecular  weight  is 
therefore  5 8 ‘5.  In  like  manner,  argentic  nitrate  consists  of  1 
atom  or  108  parts  of  silver,  1 atom  or  14  parts  of  nitrogen,  and 
3 atoms  or  48  parts  of  oxygen,  forming  together  170,  which  we 
should  expect  to  represent  its  molecular  weight.  This  salt,  when 
dissolved  in  water,  is  without  action  upon  either  red  or  blue 
litmus  paper.  Common  salt  is  likewise  perfectly  neutral  in  its 
reactions  upon  coloured  tests. 

If  we  mix  together  a solution  of  5 8 '5  milligrammes  of  sodic 
chloride  with  a solution  of  1 70  mgrms.  of  argentic  nitrate,  a very 
instructive  result  is  obtained : the  sodium  and  the  silver  change 
places ; the  nitrogen  and  oxygen  unite  with  the  sodium  to  form 
sodic  nitrate ; and  the  chlorine  unites  with  the  silver  to  form 
argentic  chloride.  This  chloride  is  insoluble,  and  is  therefore 
precipitated  in  white  flocculi.  But  the  remarkable  point  is,  that 
there  is  neither  more  nor  less  of  the  nitrogen  and  oxygen  than 
is  required  by  the  sodium,  neither  more  nor  less  chlorine  than 
will  combine  with  the  silver : 35*5  mgrms.  of  chlorine  are 
chemically  equivalent  to  the  62  mgrms.  of  nitrion  (NO.,),  and 
may  be  substituted  for  it  in  combination;  and  108  mgrms.  of 
silver  are  as  truly  equivalent  to  23  of  sodium. 

This  interchange,  or  double  decomposition  as  it  is  often  termed, 
is  illustrated  by  the  diagram  that  follows  :*• — 


Before  Decomposition. 


After  Decomposition. 


Argentic 

chloride 

Sodic 

nitrate 


* The  same  changes  may  he  represented  in  a single  line  by  the  use  of 
symbols,  which,  if  the  atomic  weights  of  the  various  elements  he  remembered, 
convey  the  same  information  as  a detailed  description  : e.g. : — 

Sodic  chloride.  Argentic  nitrate.  Argentic  chloride.  Sodic  nitrate. 

Na  Cl  + Ag  N03  = Ag  Cl  + Na  NO, 
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The  solutions  after  mixture  are  still  without  action  upon 
either  blue  or  red  litmus  paper. 

If  instead  of  using  exactly  the  equivalent  quantities  of  the 
two  salts,  an  excess  of  either  had  been  employed, — say  that  200 
instead  of  170  milligrammes  of  argentic  nitrate  had  been  used, 
— this  excess  of  30  mgrms.  -would  not  have  influenced  the  result, 
but  would  have  remained  unchanged  in  the  solution.  One  great 
advantage,  therefore,  that  is  derived  from  the  employment  of  a 
table  of  atomic  weights,  is  economy  in  the  use  of  the  materials 
employed  in  the  formation  of  compounds,  since  by  its  means  it  is 
possible  to  calculate  the  exact  proportions  of  the  chemical  agents 
required  to  obtain  the  full  effect  of  their  mutual  reaction. 

The  law  of  equivalent  proportions  also  forms  the  basis  upon 
which  most  of  the  calculations  in  chemical  analysis  are  founded. 
Suppose  it  were  desired  to  ascertain  the  proportion  of  silver 
present  in  the  solution  of  argentic  nitrate.  By  collecting  on  a 
filter  the  precipitate  produced  on  adding  sodic  chloride  in  slight 
excess  to  a given  bulk  of  the  liquid,  then  washing,  drying,  and 
weighing  the  powder  with  suitable  precautions,  the  quantity  of 
silver  can  be  at  once  calculated ; for  it  is  a necessaiy  consequence 
of  the  law  of  equivalent  combination  that  every  143-3  mgrms.  of 
chloride  of  silver  contain  108  mgrms.  of  silver.  From  this  result 
the  proportion  of  argentic  nitrate  in  the  solution  could  also  be 
deduced  with  equal  ease,  inasmuch  as  ic8  mgrms.  of  silver  require 
for  conversion  into  nitrate  62  mgrms.  of  nitrion,  and  therefore 
represent  170  mgrms.  of  argentic  nitrate;  consequently  I43'5 
mgrms.  of  argentic  chloride  indicate  the  presence  of  170  mgrms. 
of  argentic  nitrate  in  the  liquid  under  examination. 

(16)  Equivalency  of  the  Elements. — From  what  has  been  already 
stated  (p.  22)  it  is  clear  that  the  atom  of  one  element  is  by  no  means 
necessarily  equivalent  in  chemical  power  to  the  atom  of  another 
element.  The  most  recent  investigations,  in  fact,  show  that  the 
elementary  bodies  may  be  arranged  in  groups,  according  to  their 
chemical  equivalency  in  relation  to  hydrogen,  as  follows — viz. : — 

1.  Monads,  or  Uniequivalent  Elements,  in  which  one  atom  of 
each  in  combination  is  usually  equivalent  to  II,  or  one  atom 
of  hydrogen.  In  these  the  atomic  and  equivalent  numbers  are 
identical. 

2.  Dyads,  or  Biequivalent  Elements,  in  each  of  which  one 
atom,  in  combining  with  other  bodies,  is  generally  equivalent  to 
II„,  or  two  atoms  of  hydrogen.  In  these  the  atomic  number  is 
double  the  equivalent  number. 

3.  Triads,  or  Terequivalent  Elements,  in  each  of  which  one 
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atom,  in  entering  into  combination  with  other  bodies,  is  generally 
equivalent  to  PL,  or  three  atoms  of  hydrogen. 

4.  Tetrads,  or  Quadrequivalent  Elements,  each  of  which  in 
combining  represents  or  four  atoms  of  hydrogen.  Their 
atomic  number  is  the  double  of  that  formerly  adopted  for  the 
equivalent. 

5.  Pentads,  or  Elements  each  of  which  in  combining  usually 
represents  5 atoms  of  hydrogen. 

6.  Hexads,  or  Elements  each  atom  of  which  in  combining 
represents  6 atoms  of  hydrogen. 

Occasionally  it  will  be  found  convenient  to  indicate  the  equiva- 
lent power  of  an  element  by  affixing  dashes  or  Roman  numerals 
to  the  symbols.  Ca",  for  example,,  would  indicate  the  biequiva- 
lent power  of  the  proportion  of  calcium  represented  by  its  symbol ; 
P'"  would  indicate  the  terequivalent  power  of  phosphorus ; 
SnIV  the  quadrequivalent  power  of  tin,  and  so  on. 

In  the  following  table  the  principal  elements  are  arranged  into 
six  groups  upon  the  principle  just  indicated  : — 


Monads. 

Elements 
usually  equiva- 
lent to  1 atom 
of  hydrogen. 

Dyads. 

Elements 
usually  equiva- 
lent to  2 atoms 
of  hydrogen. 

Triads. 

Elements 
usually  equiva- 
lent to  3 atoms 
of  hydrogen. 

Tetrads. 

Elements 
usually  equiva- 
lent to  4 atoms 
of  hydrogen. 

Pentads. 

Elements 
usually  equiva- 
.ent  to  3 atoms 
of  hydrogen. 

Hexads. 

Elements 
usually  equiva- 
lent to  6 atoms 
of  hydrogen. 

Hydrogen 

Fluorine 

Chlorine 

Bromine 

Iodine 

Lithium 

Sodium 

Potassium 

Rubidium 

Ctesium 

Thallium 

Silver 

Oxygen 

Sulphur 

Selenium 

Tellurium 

Barium 

Strontium 

Calcium 

Magnesium 

Zinc 

Cadmium 

Copper 

Mercury 

Lanthanum 

Didymium 

Glucinum 

Nitrogen 

Phosphorus 

Arsenicum 

Antimony 

Bismuth 

Gold 

Rhodium 

Boron 

Aluminum? 

Carbon 

Silicon 

Titanium 

Tin 

Zirconium 

Thorinum 

Lead 

Platinum 

Palladium 

Iridium 

Ruthenium 

Iron 

Cobalt 

Nickel 

Cerium 

Uranium 

Niobium 

Tantalum 

Molybdenum 

Vanadium 

Tungsten 

Osmium 

Chromium 

Manganese 

The  details  of  this  introductory  chapter  are  necessary  to  the 
student  at  the  commencement  of  his  chemical  course : but  the 
full  consideration  of  some  of  the  subjects  here  alluded  to,  such 
as  the  determination  of  the  atomic  weights,  and  the  discussion  of 
the  equivalency  of  the  elements,  will  be  resumed  as  preliminaries 
to  the  study  of  organic  chemistry. 
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CHAPTER  II. 

WEIGHTS  AND  MEASURES — SPECIFIC  GRAVITY. 

(17)  Weights  and  Measures. — The  foundation  of  all  accuracy 
in  experimental  science  consists  in  the  possibility  of  determining 
with  exactness  the  quantity  or  mass,  and  the  size  or  bulk  of  those 
substances  which  are  submitted  to  examination.  In  the  force  of 
gravity  we  possess  an  unvarying  standard  of  comparison.  A 
pound  weight,  for  example,  at  the  same  spot  of  the  earth's  sur- 
face, is  invariably  attracted  towards  the  earth  with  the  same  force, 
so  that  its  weight  is  uniformly  the  same  at  that  spot. 

The  force  of  gravity  diminishes  slowly  from  the  pole  to  the 
equator.  A mass  of  matter  which  would  compress  a spring  with 
a force  equal  to  that  of  194  lb.  at  the  equator,  would  act  upon  it 
with  a force  of  about  195  lb.  at  the  poles.  This  difference  would 
not,  of  course,  be  perceived  in  the  ordinary  mode  of  weighing  by 
the  balance,  as  both  the  weights  and  the  body  weighed  would  be 
similarly  and  equally  affected. 

The  common  process  of  weighing  consists  in  estimating  the 
force  with  which  any  given  mass  is  attracted  towards  the  earth, 
by  comparison  with  other  known  quantities  of  matter,  arbitrarily 
selected  for  the  purpose  ; consequently,  the  weight  of  a body  is  the 
expression  in  terms  of  the  standard  so  selected,  of  the  exact  amount 
of  force  which  is  required  to  prevent  the  body  under  examination 
from  falling  to  the  ground. 

The  standard  of  weight  used  in  this  country  is  an  arbitrary 
quantity  called  the  avoirdupois  pound,  which  is  subdivided  into 
7000  grains.  It  was  enacted  in  1855,  ‘that  the  platinum  weight 
deposited  in  the  Exchequer  shall  be  denominated  the  Imperial 
standard  pound  avoirdupois,  and  that  the  — o^th  of  it  shall  be 
a grain,  while  5760  such  grains  shall  denote  one  pound  troy.' 

The  system  of  weights  is  connected  with  the  measures  of  capa- 
city in  use  in  this  country,  through  the  medium  of  the  Imperial 
gallon;  which  is  defined  by  an  Act  of  Parliament  of  the  year 
1824  to  be  a measure  containing  10  lb.  avoirdupois  of  distilled 
water  weighed  in  air  at  a temperature  of  62°  F.,  the  barometer 
standing  at  30  inches.  The  gallon  of  distilled  water,  therefore, 
contains  70,000  grains. 

These  measures  of  capacity  are  related  to  those  of  length  by 
the  determination  that  a gallon  contains  277*276  cubic  inches. 
A cubic  inch  of  distilled  water  weighs,  in  air  at  62°,  with  the 
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barometer  at  30  inches,  252’456  grains;  in  vacuo  (24)  it  weighs 
252722  grains.  The  standard  of  length  is  the  yard  measure,  and 
is  subdivided  into  36  inches.*  The  standard  yard  is  defined  by 
an  Act  of  Parliament  passed  in  1855,  whereby  it  is  enacted, 

‘ that  the  straight  line  or  distance  between  the  centres  of  two 
gold  plugs  in  the  bronze  bar  deposited  in  the  office  of  the 
Exchequer  shall  be  the  genuine  standard  yard  at  62°  Fahr.,  and  if 
lost  it  shall  be  replaced  by  means  of  its  copies/ 

(18)  French  or  Metrical  System  of  Weights  and  Measures. — 
The  French  system  of  weights  and  measures  is  connected  together 
in  a manner  far  more  philosophical  than  the  foregoing ; it  is  the 
one  generally  adopted  by  scientific  men  abroad,  and  is  now  being 
introduced  into  the  writings  of  men  of  science  in  this  country. 
Its  advantages  indeed  are  so  great  that  it  will  be  largely  used  in 
this  work.f 

The  principles  on  which  the  metrical  system  is  based  are  the 
following : — 

The  standard  of  reference  is  a measurement  of  one  of  the 
great  circles  encompassing  the  earth  itself.  The  ten-millionth 
part  of  a quadrant  of  the  meridian  constitutes  the  unit  of  the 
system.  This  quadrantal  arc  was  fixed  at  6213  miles  and  1450 
yards  English  measure ; consequently  the  ten-millionth  part  of 
this,  the  metre,  is  equivalent  to  39'37°79  English  inches,  nearly 
3}  inches  more  than  our  standard  yard,  or  a fraction  of  an  inch 


* In  order  further  to  connect  the  measures  of  length  with  those  of  weight. 
Captain  Kater  determined  the  length  of  a seconds  pendulum,  the  oscillations  of 
which  are  produced  by  the  action  of  the  force  of  gravity.  The  length  of  a 
pendulum,  which  beats  seconds  at  the  level  of  the  sea  in  vacuo,  and  in  the  lati- 
tude of  Greenwich,  he  found  to  be  39' 13929  inches.  See  also  the  reports  of 
Prof.  W.  H.  Miller  on  the  standard  pound  {Phil.  Trans.  1856,  7 33),  and  of 
Mr.  Airy  on  the  new  standard  of  length  {Phil.  Trans.  1857,  621). 

t The  repugnance  experienced  by  most  persons  to  adopt  a new  system  of 
weights  and  measures  arises  chiefly  from  the  difficulty  of  mentally  realizing  the 
values  of  the  new  denominations  in  terms  of  those  to  which  the  mind  is  accus- 
tomed. Nothing  but  the  actual  employment  of  the  weights  and  measures  them- 
selves in  practice  can  effect  this  thoroughly  ; but  it  is  useful  to  carry  about  with 
one  a 3mall  rule  divided  on  one  side  into  inches,  on  the  other  into  millimetres.  No 
one  who  has  once  fully  experienced  the  advantage  of  systematically  applying 
the  decimal  correlated  weights  and  measures  in  calculations,  will  voluntarily 
resume  the  cumbrous  and  artificial  method  which  we  use  in  this  country.  A 
line  of  type  in  this  work  is  4 inches  long,  or  just  over  10  centimetres  in  length. 
It  may,  therefore,  furnish  a ready  standard  of  comparison  to  the  mind  until  the 
student  is  completely  familiar’  with  the  metrical  equivalents  to  the  inches  to 
which  he  is  accustomed.  In  the  Appendix  to  this  volume  will  be  found  some 
tables  designed  to  facilitate  the  calculation  of  the  metrical  values  into  their  equi- 
valent English  representatives,  and  vice  versd. 
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longer  than  the  seconds  pendulum.*  Multiples  of  the  metre  are 
designated  by  the  Greek  prefixes  deca,  hecto,  kilo , signifying  io,  ioo, 
and  1000  respectively,  the  decametre, for  instance,  being  io  metres. 
On  the  other  hand,  the  subdivisions  of  the  metre  are  indicated  by 
the  corresponding  Latin  prefixes,  deci,  centi,  and  milli,  so  that  the 
tenth  of  a metre  is  called  a decimetre ; the  hundredth,  a centimetre ; 
and  the  thousandth,  a millimetre.  A millimetre  amounts  very 


nearly  to 
Fig.  3 


1 

2 5 


o.i- 


0.05- 


0.5 


of  an  English  inch,  and  a centimetre  to  nearly  f-  of 
an  inch,  2 inches  being  a little  over  5 centimetres. 
A kilometre,  or  thousand  metres,  nearly  §-  of  an 
./ncA  j]ngps]1  mile,  is  employed  in  many  parts  of  France 
as  the  ordinary  road  measure.  Fig.  3 represents 
a decimetre  subdivided  into  centimetres,  one  of 
which  is  subdivided  into  millimetres,  compared 
with  English  inches. 

Measures  of  surface,  as  for  land  measure,  are 
connected  with  the  measures  of  length  by  taking  as 
the  unit  of  surface  the  area  of  a square  decametre, 
each  side  of  the  square  measuring  10  metres;  such 
an  area  constitutes  the  are,  whilst  100  such  units 
constitute  the  hectare,  or  ordiuaiy  land  measure, 
corresponding  to  nearly  2\  English  statute  acres. 

In  measuring  the  cubic  contents  of  a stack  of 
wood,  or  other  rough  articles,  the  unit  employed  is 
the  cubic  metre,  or  stere,  from  artptoq,  solid. 

For  the  purposes  of  exact  measurement,  how- 
ever, the  measures  of  capacity  are  connected  with 
those  of  length  by  making  the  unit  of  capacity  in 
this  series  a cube  of  a decimetre,  or  3*937  English 
inches,  in  the  side;  this,  which  is  termed  a litre,  is 
equal  to  17637  Imperial  pints,  or  rather  more  than 
i^-  English  pints.  The  litre  is  again  subdivided  into 
tenths,  or  decilitres,  and  hundredths,  or  centilitres. 

Finally,  the  system  of  weights  is  connected  with 
both  the  preceding  systems,  by  taking  as  its  unit  the 


* More  accurate  geodetic  measurements  have  since  shown  that  there  is  an 
error  of  more  than  a mile  and  a half  in  this  determination,  but  the  value  of  the 
metre  remains  unaffected  by  this  fact,  though  it  is  not  really  the  exact  ten-millionth 
of  the  quadrantal  arc.  This,  however,  does  not  in  the  slightest  degree  affect  the 
system  of  weights  and  measures  founded  on  the  metre.  It  merely  furnishes  an 
additional  reason  in  support  of  the  opinion  that  every  system  of  measure,  to  be 
permanent,  must  be  founded  not  upon  an  abstract  quantity,  but  upon  a comparison 
with  some  material  bar  which  is  arbitrarily  defined  to  be  the  unit  of  the 
system. 
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weight  of  a cubic  centimetre  of  distilled  water,  at  the  tempe- 
rature of  40  C.  (39°*2  F.) ; it  weighs  15*432  English  grains. 
The  gramme,  as  this  quantity  is  called,  is  further  subdivided 
into  tenths,  or  decigrammes ; hundredths,  or  centigrammes ; 
and  thousandths,  or  milligrammes ; and  its  higher  multiple,  1000 
grammes,  forms  the  kilogramme.  The  kilogramme  is  the  com- 
mercial unit  of  weight,  and  is  something  less  than  2{-  lb.  avoirdupois, 
being  15432*3  English  grains.  (W.  H.  Miller,  Phil.  Trans.  1856, 
p.  893.)  The  milligramme  is  equal  to  nearly  ^ of  a grain,  or 
1 grain  to  65  milligrammes.  The  litre,  as  it  consists  of  1000  cubic 
centimetres  of  water,  at  40  C.,  contains  exactly  a kilogramme  of 
water,  and  is  equivalent,  at  40  C.,  to  61*024  cubic  inches  English. 

( 1 9)  The  Balance. — The  familiar  operation  of  weighing  is  for 
the  most  part  effected  by  means  of  the  balance. 

This  instrument  consists  essentially  of  an  inflexible  bar,  deli- 
cately suspended  at  a point  exactly  midway  between  its  extremities, 
from  which  depend  the  scale-pans ; in  one  of  these  the  weights, 
in  the  other  the  objects  to  be  weighed,  are  placed.  When  the 
balance  is  in  equilibria,  the  arms  of  the  beam  assume  a direction 
perfectly  horizontal.  The  main  points  requiring  attention  are — 
1st,  Equality  in  the  lengths  of  the  arms  of  the  beam  ; 2nd,  sus- 
pension of  the  lever  just  above  its  centre  of  gravity ; and  3rd, 
care  that  the  friction  at  the  points  of  suspension  both  of  the  beam 
and  of  the  scale-pans  be  reduced  to  a minimum.  The  points  of 
support  in  sensitive  balances  are  usually  made  of  fine  edges  of 
hardened  steel,  which  bear  against  flat  polished  plates  of  agate. 
Provided  that  the  suspensions  be  sufficiently  fine,  it  is  easy,  by  the 
process  of  double  weighing,  to  obtain  exact  weighings  by  means 
of  a balance  the  arms  of  which  are  not  equal.  For  this  purpose, 
the  material  to  be  weighed  is  accurately  balanced  with  shot, 
sand,  or  any  other  convenient  substance ; it  is  then  removed  from 
the  pan,  and  weights  substituted,  until  the  sand  or  shot  remain- 
ing in  the  other  pan  is  again  accurately  counterpoised : the 
number  of  weights  needed  will  show  the  weight  of  the  substance 
under  experiment.  In  all  exact  experiments  the  balance  must 
be  screened  from  currents  of  air,  and  the  bodies  weighed  should 
not  be  touched  directly  with  the  warm  hand,  as  they  ought  to 
have  sensibly  the  same  temperature  as  that  of  the  surrounding 
atmosphere,  otherwise  currents  of  air,  ascending  or  descending 
within  the  balance  case,  will  be  produced,  and  they  will  impair 
the  accuracy  of  the  observation.  A good  balance  will  indicate 
a difference  of  weight  equal  to  about  Tff?-lTrB-0-  of  what  it  will 
carry  in  each  pan. 
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(20)  If  equal  bulks  of  matter  of  different  kinds  be  compared 
together,  they  will  be  found  to  differ  very  greatly  in  weight : — 


At  o°  C.  Bar.  /6oInm’ 
litre  of  hydrogen  will  weigh 
„ of  air  „ 

,,  of  water  „ 

„ of  iron  „ 

„ of  platinum  ,, 


Grammes. 

0- 089578 

1- 203187 
999-88 

7854' 

21500- 

Grammes. 

1 

H‘47 

11190* 

87729- 

240585- 


or  1 1-19  litres  of  hydrogen  will  weigh 

» of  air  „ 

,,  of  water  „ 

„ of  iron  „ 

,,  of  platinum  ,, 

Platinum,  the  heaviest  body  with  which  we  are  acquainted, 
is  at  the  standard  temperature  and  pressure  upwards  of  240,000 
times  as  heavy,  bulk  for  bulk,  as  hydrogen,  which  is  the  lightest 
material  known. 

The  comparison  of  the  weights  of  equal  bulks  of  different 
bodies,  when  referred  to  a uniform  standard,  constitutes  their 
specific  gravity,  or  relative  weight,  i.e.,  the  weight  which  is 
specific  or  peculiar  to  each  kind  of  matter.*  The  specific 
gravity  of  a body  forms  one  of  its  most  important  and  dis- 
tinguishing physical  characters.  The  mineral  iron  pyrites,  for 
instance,  is  in  colour  almost  exactly  like  gold ; but  it  is  at 
once  distinguished  from  the  precious  metal  by  the  difference  in 
specific  gravity,  an  equal  bulk  of  gold  being  nearly  four  times  as 
heavy.  The  numbers  used  to  represent  the  specific  gravity  of 
solids  or  liquids  are  obtained  by  comparing  a known  weight  of 
the  body  under  experiment,  with  the  weight  of  an  equal  bulk  of 
distilled  water,  which  has  been  selected  as  the  standard  of  refer- 
ence. In  this  country  the  experiment  is  generally  made  at  a 
temperature  of  6o°  F.  For  gases  and  vapours,  atmospheric  air 
at  6o°,  while  the  barometer  stands  at  30  inches,  is  employed  as 
the  standard.  Unfortunately  the  standard  temperature  and  pres- 
sure adopted  in  England  differs  from  that  employed  in  nearly 
every  other  country.  Almost  all  foreign  writers  on  science 


* The  density  of  a body  is  defined  as  the  mass  contained  in  a unit  of  its 
volume ; whilst  its  specific  gravity  is  the  weight  of  a uuit  of  its  volume. 
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adopt  tlie  French  plan,  by  which  o°  C.  (320  F.)  is  made  the 
standard  temperature ; and  760  millimetres,  or  29^922  inches,  the 
height  of  the  barometer  which  is  assumed  as  the  stand  ard  pres- 
sure. The  unit  of  density,  however,  is  the  volume  of  an  equal 
bulk  of  water,  not  at  o°  C.,  but  at  40  C.,  or  39°'2  F.,  the  point  of 
maximum  density  of  this  liquid  (143). 

These  relations  are  more  complex  than  those  adopted  in 
England ; though  in  the  case  of  liquids  and  gases  there  is  an 
advantage  in  the  facility  of  securing  a uniform  temperature  of 
320  at  all  times,  by  the  use  of  melting  ice. 

For  the  purpose  of  calculating  the  specific  gravity  of  any 
substance,  solid  or  liquid,  it  is  simply  necessary  to  ascertain, 
first,  the  weight  of  the  body  in  question,  then  that  of  an  equal 
bulk  of  water.  When  this  is  done,  we  obtain  by  simple  propor- 
tion the  specific  gravity  of  the  body  under  examination,  that  of 
water  being  assumed  as  1 . If,  as  is  the  case  with  a large  number 

of  solids,  they  are  heavier  than  water,  the  specific  gravity  merely 
tells  how  many  times  heavier  they  are  than  their  own  bulk  of 
that  liquid : — 

Weight  of  1 ( Specific  gravity  f Weight  of  ) ( Specific 

equal  bulk  > : < of  water.  > " < body  in  > : < gravity 

of  water.  ) ( I'ooo  ) ( air.  ) (required. 

(21)  Specific  Gravity  of  Liquids  and  Gases. — The  determina- 

tion of  the  weights  of  equal  bulks  of  any  liquid  and  of  water  is 
easily  made  in  the  following  manner  : — Take  a light  bottle  fur- 
nished with  a stopper,  and  weigh  it  when  empty ; fill  it  with 
water,  and  weigh  it  again ; the  difference  of  course  will  be  the 
weight  of  the  water  which  it  contains.  Empty  the  bottle,  rinse 
it  out  with  a little  of  the  liquid  for  trial,  then  fill  it  with  the 
liquid,  and  weigh.  On  deducting  the  weight  of  the  bottle,  we 
obtain  the  weight  of  a bulk  of  liquid  exactly  equal  to  that  of  the 
water.  In  practice  it  is  convenient  to  employ  a bottle  that  holds 
exactly  10  grammes  of  distilled  water  at  40  C.,  because  when 
such  a bottle  is  filled  with  the  liquid  under  trial,  the  weight  in 
centigrammes  of  the  liquid  taken  at  o°  C.  represents  the  specific 
gravity  at  once,  without  calculation.  For  convenience,  a counter- 
poise of  brass  is  adjusted  to  the  weight  of  the  empty  bottle. 
Suppose  the  counterpoised  bottle,  which  when  filled  with  water 
weighs  10  grammes  in  addition  to  the  counterpoise,  to  be  filled 
with  pure  alcohol ; it  will  now  weigh  only  7^92  grammes,  and  the 
specific  gravity  of  the  alcohol  will  be  0792;  for  10  : i’ooo  : : 
7'92  : 0792.  The  same  bottle  filled  with  oil  of  vitriol  would 
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weigh  i8‘45  grammes.  Its  specific  gravity  would  therefore  be 
represented  as  i '845. 

For  accurate  purposes,  a flask  of  the  annexed  form  (fig.  4)  is 
Fro.  4.  preferable  to  all  others ; a mark  at  a,  in  the  contracted  portion 
df  the  neck,  indicates  the  level  occupied  by  10  grammes  of 
water  at  40  C.  The  flask  filled  with  the  liquid  under  trial,  a 
little  above  this  mark,  is  then  placed  for  an  hour  in  melting 
ice.  At  the  end  of  that  time  the  superfluous  liquid  in  the  flask 
is  drawn  off  by  means  of  a pipette  till  it  stands  exactly  at  the 
level  of  the  mark ; the  stopper  is  inserted,  and  the  weight,  after 
careful  drying  of  the  outside,  is  taken.  Bottles  which  contain 
20  or  50  grammes  up  to  the  graduation  on  the  neck  may  be 
employed  instead  of  the  smaller  one  when  the  quantity  of  liquid 
is  large. 

The  determination  of  the  specific  gravity  of 
gases  is  the  same  in  principle ; a flask  or  globe  is 
weighed  when  empty,  again  when  filled  with 
air,  and  a third  time  when  the  gas  under  trial  has  been  sub- 
stituted for  atmospheric  air.  Gases,  however,  are  liable  to  con- 
siderable changes  of  bulk  from  slight  variations  of  external  circum- 
stances ; hence,  in  taking  their  specific  gravity,  certain  precautions 
are  necessary,  which  will  be  fully  described  further  on  (146). 

(22)  Specific  Gravity  of 
Solids. — With  solids,  a diffe- 
rent, but  not  less  simple 
method  is  adopted,  though 
resting  on  a principle  by  no 
means  so  obvious.  This  prin- 
ciple was  one  of  the  great  dis- 
coveries of  Archimedes  : it 
may  be  thus  explained : — 
When  a body  is  plunged  be- 
neath the  surface  of  a liquid, 
it  obviously  displaces  a bulk 
of  such  liquid  equal  to  itself, 
and  consequently  it  is  pressed 
upon  or  supported  in  the 
liquid,  with  a force  exactly 
equal  to  that  with  which  the 
particles  of  the  liquid  were  supported,  when  they  previously  occu- 
pied its  place ; the  solid  will  therefore  appear  to  have  lost  weight 
exactly  equivalent  to  that  of  the  bulk  of  liquid  which  it  has  dis- 
placed. The  operation  required  for  ascertaining  the  specific 
gravity  consists,  therefore,  in  weighing  the  solid  in  air,  then 
having,  as  in  fig.  5,  suspended  it  by  a horsehair  from  the  scale- 


Fig.  5. 
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pan,  placing  it  in  distilled  water,*  and  again  weighing ; the  diffe- 
rence of  the  two  weights  will  he  that  of  its  own  bulk  of  water. 

A piece  of  lead,  for  instance,  weighs  in  air  . 8'20  grammes. 
,,  „ „ in  water  . 7^49  grammes. 


Loss:  being  the  weight  of  an  equal  bulk  of  water,  071  grammes. 

The  specific  gravity  of  the  lead  is  obtained  from  these  data  by 
the  application  of  proportion,  in  the  following  manner : — 

071  : rooo  ::  8'2o  : x (=n,54),  sp.  gr.  of  lead. 

The  rule  for  obtaining  the  specific  gravity  of  a solid  may  there- 
fore be  expressed  in  the  following  terms  : — Divide  the  weight  of 
the  body  in  air  by  the  loss  which  it  experiences  when  weighed  in 
water ; the  quotient  is  the  required  specific  gravity.  The  experi- 
mental proof  of  the  correctness  of  the  principle,  viz.,  that  the  solid 
loses  weight  equal  to  that  of  the  water  which  it  displaces,  is  easily 
given.  Take  a solid  metallic  cylinder  which  accurately  fits,  and 
completely  fills,  the  cavity  of  a cylindrical  cup ; counterpoise  the 
two  when  suspended  in  air  from  one  extremity  of  the  balance 
beam.  Then  withdraw  the  metallic  cylinder,  and  suspend  it  by  a 
hair  to  a hook  at  the  bottom  of  the  cup,  which  must  still  remain 
attached  to  the  balance,  and  place  the  cylinder  so  suspended  in  dis- 
tilled water;  the  counterpoise  will  now  be  much  too  heavy  : fill  the 
cup  with  water — (add,  that  is,  the  weight  of  a bulk  of  water  equal 
to  the  bulk  of  the  cylinder,)  and  the  equipoise  will  be  restored. 

Occasionally  it  happens  that  a knowledge  of  the  specific  gravity  of  a body  in 
the  form  of  a powder  is  required ; in  such  a case  the  method  of  taking  the 
specific  gravity  requires  to  be  slightly  modified.  Suppose  that  it  be  desired  to 
find  the  specific  gravity  of  a species  of  sand ; we  may  proceed  as  follows : — ■ 
Take  a bottle  which  contains,  when  full,  a known  weight  of  distilled  water, 
100  grammes  for  example;  weigh  into  it,  when  empty,  a quantity,  e.g.,  15 
grammes,  of  sand.  Supposing  that  the  sand  had  not  displaced  any  water,  the 
bottle,  when  filled  up  with  that  liquid,  would  now  weigh  1 15  grrns. ; but  on 
actually  weighing  the  bottle  after  it  has  been  filled  up,  it  is  found  that  the 
water  and  sand  together  weigh  only  ic>9'6  grms. ; the  sand  therefore  has  dis- 
placed 5 '4  grms.  of  water.  We  have  thus  the  data  for  calculating  the  specific 
gravity  of  the  sand,  as  follows  : — 

74  : rooo  ::  15-0  : x (=2764),  the  specific  gravity  of  the  sand. 

If  the  substance  be  soluble  in  water,  it  must  be  weighed  in  air  as  usual ; 
then  in  spirit  of  wine,  in  oil  of  turpentine,  or  in  some  liquid  which  does  not 
dissolve  it,  and  the  specific  gravity  of  which  is  known. 


* In  exact  experiments  the  temperature  of  the  water  should  be  noted,  40  C. 
being  that  to  which  such  comparisons  are  referred,  though  the  temperature  of 
60 J F.  (i5°7  C.),  hitherto  used  in  England,  is  practically  more  convenient, 
because  more  easily  attained. 
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I f the  body  be  ho  light  as  to  float  in  water,  it  must  be  first  weighed  in  air,  and 
then  attached  to  a solid,  the  weight  of  which  in  water  has  been  ascertained,  and 
which  is  sufficiently  heavy  to  keep  the  lighter  body,  when  fastened  to  it,  beneath  the 
surface ; the  weight  in  water  of  the  two  united  bodies  is  then  determined,  and  the 
result  thus  obtained  is  deducted  from  the  weight  of  the  heavier  solid  in  water : if 
to  this  remainder  the  weight  of  the  light  body  in  air  be  added,  we  are  furnished 
■with  the  weight  of  a bulk  of  water  equal  to  that  of  the  lighter  solid,  and  have  the 
data  for  calculating  the  specific  gravity  by  proportion,  in  the  usual  manner. 

(23)  The  Hydrometer. — Another  method  of  tak- 
ing the  specific  gravity  of  liquids  consists  in  the 
use  of  the  instrument  called  the  hydrometer  or  areo- 
meter* The  hydrometer  (fig.  6)  consists  of  a 
graduated  stem,  which  is  made  to  float  vertically  in 
the  liquid,  by  means  of  a hollow  ball  of  glass  or 
brass  counterpoised  by  a duly  adjusted  weight  at- 
tached to  the  lower  end  of  the  instrument.  A por- 
tion of  the  stem  of  the  instrument  must  always  float 
above  the  surface  of  the  liquid  the  specific  gravity 
of  which  is  to  be  determined.  It  is  obvious,  that 
when  placed  in  any  liquid  contained  in  a vessel  of 
sufficient  depth,  it  will  sink  until  it  has  displaced  a bulk  of 
liquid  equal  to  its  own  weight : in  a dense  liquid  it  will  sink  to  a 
smaller  depth,  in  a lighter  liquid  it  will  sink  to  a greater  extent  j 
an  additional  portion  of  the  stem  being  in  the  latter  case  im- 
mersed, until  it  has  displaced  a sufficient  additional  quantity  of  the 
liquid  to  compensate  for  the  diminished  density  of  the  liquid  under 
trial.  The  instrument  may  either  be  supplied  with  a scale  gra- 
duated upon  the  stem  by  trial  in  liquids  of  known  specific  gravity, 
so  as  to  give  the  result  by  mere  inspection,  or  an  arbitrary  scale 
of  equal  parts  may  be  used,  and  the  values  indicated  may  be 
ascertained  by  reference  to  tables  constructed  for  the  purpose. 
In  practice,  it  is  found  convenient  to  employ  two  instruments, 
one  of  which  is  graduated  for  liquids  lighter  than  water,  the  other 
for  those  which  are  heavier ; the  need  of  an  inconvenient  length 
of  stem  is  thus  obviated.  . 


# The  term  hydrometer  means  water  or  liquid  measurer,  from  vcwp,  water, 
and  ytrpov,  a measure ; areometer  is  derived  from  apaioQ,  rare,  and  fitrpov. 
Tables  of  Baume’s  and  Twaddell’s  hydrometers  will  be  found  in  the  Appendix 
to  this  volume.  Baumd’s  scale  for  liquids  heavier  than  water  is  obtained  by 
placing  the  instrument  in  distilled  water,  in  which  it  should  sink  till  the  tube 
is  nearly  covered.  An  aqueous  solution  of  sodic  chloride,  containing  13  per 
cent,  of  the  dry  salt,  is  then  formed,  and  the  height  at  which  the  instrument 
stands  in  this  solution  is  marked  on  the  stem ; the  interval  between  that  and  the 
level  for  distilled  water  is  divided  into  15  equal  parts  (points),  and  the  remainder 
of  the  stem  is  graduated  into  degrees  of  equal  value.  The  strongest  oil  of  vitriol 
of  conunerco  marks  usually  about  66°  of  such  an  instrument. 


CORRECTION  FOR  WEIGHINGS  TAKEN  IN  AIR. 
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The  hydrometer  is,  with  suitable  precautions,  capable  of 
affording  very  accurate  results.  A particular  form  of  the  instru- 
ment, known  as  Sikes’s  hydrometer,  is  employed  by  the  Excise  for 
determining  the  strength  of  spirituous  liquors.  The  ordinary  glass 
instruments,  however,  only  furnish  approximations  to  the  truth, 
which  are  quickly  obtained,  and  for  the  common  purposes  of  the 
arts  are  sufficiently  exact. 

(24)  Correction  for  Weighings  taken  in  Air. — The  apparent  weight  of 
every  substance  in  the  atmosphere  (that  is,  the  force  with  which  it  appears  to  be 
drawn  to  the  earth),  is  always  a little  less  than  its  actual  weight,  because  the 
air  presses  upon  and  supports  the  body  with  the  same  force  with  which  it  would 
support  a portion  of  air  of  the  same  hulk  as  the  body  itself.  The  weight  of  this 
displaced  portion  of  air  may  be  easily  ascertained,  if  the  specific  gravity  of  the 
body  be  known ; for  from  the  observed  weight  of  the  body,  we  can  calculate 
directly  the  weight  of  an  equal  bulk  of  water,  and  of  this  weight  will  give 
the  weight  of  a corresponding  hulk  of  air  at  i ^0-^  C.  and  j6onim'  barometric 
pressure,  or  at  o°  C.  under  the  same  pressure.  This  weight  must  be  added 
to  that  actually  found ; at  the  same  time  a similar  and  opposite  correction  will  be 
required  for  the  metallic  weights  used  in  the  experiment,  because  they  will  also 
appear  to  be  lighter  than  they  really  are ; and  an  amount  of  weight  greater  than 
the  true  one  will  be  required  to  effect  the  counterpoise.  If,  therefore,  the 
weights  have  the  same  specific  gravity  as  the  body  counterpoised,  the  two  cor- 
rections will  neutralize  each  other ; but  if,  as  in  weighing  gases,  there  is  a great 
difference  between  them,  the  correction  will  be  one  of  importance.  The  true 
weight  sought  will  be  thus  obtained  : — Add  to  the  weight  of  the  body  in  air  the 
weight  of  the  bulk  of  air  which  it  has  displaced,  and  deduct  from  this  the  weight 
of  the  bulk  of  air  displaced  by  the  weights  employed. 

The  correctness  of  the  foregoing  observations  admits  of  an  easy  experimental 
illustration.  If  a light  body,  such  as  a piece  of  cork,  be  suspended  in  air  from 
one  end  of  a scale-beam,  and  be  counterpoised  at  the  other  end  by  a metallic 
weight,  then  on  placing  the  apparatus  under  the  receiver  of  the  air-pump,  and 
exhausting  the  air,  the  cork  will  gradually  acquire  the  preponderance ; but  on 
again  admitting  the  air,  the  equilibrium  will  be  restored. 


CHAPTER  III. 

ON  SOME  VARIETIES  OF  MOLECULAR  FORCE. 

I.  Elasticity. — II.  Cohesion. — III.  Adhesion. — IV.  Crystalli&ation. 

(25)  Besides  the  attractive  power  of  gravity,  which  operates 
through  distances  so  vast  that  the  mind  is  lost  in  the  attempt  to 
estimate  and  explore  them,  other  forms  of  attraction  exist ; but 
they  are  exerted  only  through  distances  so  minute,  as  to  be  in- 
appreciable to  our  unaided  senses : and  yet,  upon  the  exertion  of 
these  forces,  the  form,  and  even  the  chemical  properties  of  bodies 
depend. 
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Tlie  first  of  these  forces  is  known  as  cohesion ; it  acts  between 
the  particles  of  matter  which  are  similar  in  kind.  The  degree  of 
intensity  with  which  this  force  is  exerted  in  each  particular  case 
determines  whether  the  body  be  solid,  liquid,  or  gaseous. 

The  second  of  these  forces  is  that  of  adhesion ; it  is  exerted 
between  portions  of  matter  dissimilar  in  kind,  and  unites  them, 
as  in  the  case  of  the  intervention  of  cements,  into  one  consistent 
whole. 

The  third,  and  to  the  chemist  the  most  important  of  these  forces, 
is  that  known  as  chemical  attraction,  wThich  causes  the  union  of 
dissimilar  particles  of  matter  of  invisible  minuteness,  re-arranges 
these  particles  in  new  forms,  and  produces  a compound  body 
endowed  with  new  properties. 

Reacting  against  all  these  molecular  attractions,  is  the  repulsive 
power  of  heat,  which  may  be  raised  high  enough  to  overcome 
them  all,  and  which  in  a modified  form,  when  balanced  against  these 
attractive  forces,  produces  that  equipoise  in  distance  between  the 
constituent  particles  of  material  objects  in  general,  which  is  desig- 
nated as  elasticity. 

Forces  which  thus  act  at  these  minute  distances  only,  are 
termed  molecular  forces,  in  contradistinction  to  those  which,  like 
gravity,  act  upon  the  mass,  and  operate  through  great  distances. 

§ I.  Elasticity — mechanical  properties  of  gases. 

(26)  By  elasticity  we  understand  the  resistance  that  a body 
offers  to  compression  or  to  extension,  and  the  power  which  it 
possesses  of  regaining  its  form  or  bulk  when  the  pressure  or 
tension  is  withdrawn. 

The  law  which  regulates  elasticity,  in  perfectly  elastic  bodies, 
may  be  expressed  by  the  statement  that  the  resistance  is  directly 
proportioned  to  the  compressing  force.  For  example,  a bow,  or 
a spring  bent  to  a certain  extent  with  a force  of  10  lb.,  will  be 
bent  to  double  that  extent  with  a force  of  20  lb. 

All  solids  have  limits  to  their  elasticity,  and  there  are  very  few  which  are 
perfectly  elastic,  even  within  those  limits ; that  is  to  say,  there  are  few  solids 
which  recover  their  form  perfectly  after  having  been  stretched  or  compressed ; if 
compressed  beyond  a certain  point,  they  either  ‘ set,’  and  alter  their  shape,  as  is 
the  case  with  lead ; or  they  break,  as  is  the  case  with  glass.  The  elasticity  of 
glass  and  steel  is,  within  the  bounds  of  their  cohesion,  almost  perfect : that  of 
caoutchouc,  on  the  contrary,  is  imperfect ; for,  by  frequent  stretching,  it  becomes 
permanently  elongated. 

When  a rod  is  stretched  within  the  limits  of  its  elasticity  the  elongation  is 
proportioned  to  the  force  applied:  a Weight  of  2 kilos,  will  produce  an  elongation 
double  of  that  produced  by  1 kilo.  For  equal  weights,  the  elongation  is  propor- 
tioned to  the  length  of  the  rod : a wire  1 metre  in  length  will  be  stretched  twice 


COMPRESSIBILITY  OF  LIQUIDS. 


45 


as  far  by  a weight  of  I kilogramme  as  a piece  of  the  same  wire  only  half  a 
metre  long. 

Liquids  possess  a small,  but  very  perfect  elasticity,  which  varies  in  amount 
in  different  liquids ; the  densest  liquids,  in  general,  being  those  which  least  admit 
of  compression.  The  following  table  exhibits  some  experimental  results  obtained 
on  this  subject  by  Colladon  and  Sturm  (Ann.  de  Chimie,  II.  xxxvi.  113,  225). 


Compressibility  of  Liquids. 


\ 


Liquid  used. 

Temp.  ° C. 

Mean  compression 
in  millionths 
for  each  additional 
atmosphere. 

Range  of 
pressure  in 
atmospheres. 

V ariations 
in  com- 
pressibility. 

Mercury  

o° 

5'°3 

i to  30 

regular 

Sulphuric  Acid  ... 

J) 

32’° 

I „ 16 

99 

Water 

99 

5r3 

I 24 

99 

Acetic  Ether 

q6'o 

I „ 16 

79  to  71 

Oil  of  Turpentine .. 

99 

73'° 

I „ 26 

regular 

Hydrochloric  Ether 

ii° 

84 'O 

I „ 12 

85  9 to  82*2 

Alcohol  

M 

93'5 

I „ 24 

96  2 „ 89 

Ether 

99 

145-° 

I 24 

150  „ 14 1 

One  million  parts  of  mercury,  for  example,  were  found,  by  each  additional 
pressure  of  U033  kilogrammes  per  square  centimetre,  or  of  13  pounds  upon  the 
square  inch,  to  diminish  in  bulk  3 '03  parts.  One  million  parts  of  water  suffered 
a compression  ten  times  as  great,  being  reduced  more  than  51  parts  ; the  pressure 
of  the  atmosphere  being  estimated  on  an  average  at  i'c>33  kilo,  per  square  centi- 
metre, or  15  pounds  upon  every  square  inch  of  the  earth’s  surface. 

Eegnault  has  more  recently  determined  the  compressibility  both  of  water  and 
of  mercury  with  very  great  care.  He  considers  the  results  of  Colladon  and 
Sturm  to  be  a little  too  high ; and  estimates  the  diminution  in  the  volume  of 
mercury  for  each  atmosphere  at  3’3  millionths  of  its  bulk ; whilst  he  found  that 
of  water  to  be  equal  to  47  millionths  of  its  bulk. 

The  compressibility  of  water  is  greater  at  low  than  at  high  temperatures  ; 
but  according  to  the  experiments  of  Grassi  (Ann.  de  Chimie,  III.  xxxi.  477)  the 
compressibility  of  ether,  alcohol,  and  chloroform  is  increased  by  elevation  of 
temperature ; and  in  the  case  of  these  liquids,  and  notably  in  that  of  wood  spirit, 
the  compressibility  increased  with  the  pressure  within  the  range  of  his  trials, 
which,  however,  did  not  exceed  9 atmospheres. 

(27)  Boyle’s  or  Marriotte’s  Law  of  Elasticity  in  Gases. — It 
is,  however,  in  gases  that  the  most  extensive  and  perfect  display 
of  elasticity  is  to  he  seen ; their  great  elasticity  constitutes  indeed 
their  most  important  physical  peculiarity.  It  may  be  stated 
without  sensible  error,  that  within  the  limits  of  ordinary  experi- 
ment, ‘ the  volume  of  an  aeriform  body  is  inversely  as  the  pressure 
to  which  it  is  exposed consequently  by  doubling  the  pressure 
we  halve  the  volume,  by  trebling  it  we  reduce  it  to  one-third ; 
‘but  the  elasticity  is  increased  directly  as  the  pressure/  by 
doubling  the  pressure  we  double  the  elasticity.  These  facts  are 
strikingly  exhibited  in  the  following  experiment  devised  by  Boyle, 
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and  more  accurately  performed  by  Marriotte;  and 
Fig.  7.  the  law  lias  hence  been  termed  Boyle's  or  Marriotte’s 
law : — 

Take  a bent  tube  (fig.  7)  of  uniform  bore,  one  limb 
of  which  is  about  12  inches  or  30  centimetres  long, 
and  furnished  with  a stop-cock;  the  other  limb  being 
6 feet,  or  about  2 metres,  in  length,  and  open  at  the 
top.  Pour  a little  mercury  into  the  bend  of  the  tube, 
and  close  the  stop-cock.  The  air  in  the  short  limb 
is  now  of  the  same  elasticity  as  that  of  the  atmosphere 
at  the  spot ; and  the  air  at  the  surface  of  the  earth, 
as  will  presently  be  more  fully  explained,  is  under 
the  pressure  due  to  the  weight  of  its  own  superin- 
cumbent mass ; the  amount  of  this  pressure  is  ascer- 
tained by  observing  the  height  of  the  mercurial  column 
in  the  barometer  at  the  time.  Next  pour  mercury 
into  the  open  limb  of  the  bent  tube ; the  air  in  the 
shorter  limb  will  slowly  diminish  in  bulk : when  the 
mercury  in  the  longer  limb  stands  above  the  level  of 
that  in  the  shorter,  at  a height  exactly  equal  to  the 
height  of  the  barometer  at  the  time,  say  29^92  inches 
(76omm),  the  compressed  air  will  occupy  a length 
of  the  shorter  tube  exactly  equal  to  one-half  of  that 
which  it  did  at  the  beginning  of  the  experiment ; the 
air  is  subject  to  a pressure  exactly  double.  On  adding 
more  mercury,  till  the  length  of  the  column  in  the 
long  tube,  above  the  level  of  that  in  the  shorter,  is 
equal  to  twice  the  height  of  the  barometric  column, 
the  pressure  will  be  increased  threefold,  and  the  air 
will  now  occupy  only  one-third  of  its  original  bulk.* 
(28)  Mutual  Repulsion  of  the  Particles  of  Gases. 
— Gases  and  vapours,  or  elastic  fluids,  as  they  are 
frequently  termed,  differ  from  liquids  in  the  entire 
absence  of  cohesion  among  their  particles.  A vessel 
may  be  filled  either  partially  or  completely  with  a 
liquid,  and  this  liquid  will  have  a definite  level  sur- 
face or  limit.  With  gases  it  is  otherwise  ; they  always 
perfectly  fill  the  vessel  that  contains  them,  however 
irregular  its  form.  Instead  of  cohesion  there  is  a mu- 
tual repulsion  among  their  particles.  These  particles 


* The  researches  of  Despretz,  and  the  more  recent  and  elaborate  experi- 
ments of  Regnault  have,  however,  shown  that  this  law  is  not  rigidly  accurate, 
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have  a continual  tendency  to  recede  further  from  each  other,  and 
they  therefore  exert  a pressure  in  an  outward  direction  upon  the 
sides  of  the  vessel  which  contains  them.  This  outward  pressure  is: 
greater  or  less  according  as  the  elasticity  of  the  gas  is  increased 
or  diminished.  Indeed,  the  bulk  of  a gas  depends  entirely  upon 
the  pressure  which  is  exerted  upon  it.  These  facts  admit  of  ex- 
perimental proof  in  the  following  way  : — 

Procure  a stout  cylindrical  glass  tube  open  at  one  extremity, 
and  capable  of  being  closed  at  the  other  by  a stop-cock  ; fit  it  with 
a solid  plunger  that  slides  air-tight  up  and  down  within  it ; open 
the  stop-cock,  place  the  plunger  half-way  down,  and  fill  the  vessel 
with  some  coloured  gas,  such  as  chlorine,  for  example,  as  shown 
in  fig.  8 ; now  close  the  stop-cock  and  draw  the  piston  upwards, 
the  gas  will  be  seen  to  dilate,  and  the  green  vapour  will  still  en- 
tirely fill  the  tube ; but  a considerable  resistance  to  the  upward 
motion  of  the  piston  is  experienced,  the  dilated  gas  has  its  elasticity 
reduced  below  that  of  the  external  air,  and  on  releasing  the  handle, 
the  piston  is  forced  back  to  the  middle  of  the  tube ; the  elas- 
ticity of  the  gas  within,  and  that  of  the  air  without,  are  now 
equal.  Now  attempt  to  thrust  the  piston  to  the  bottom  of  the 
tube ; great  resistance  will  be  experienced,  but  the  gas  will  yield 


but  it  is  what  is  termed  a limited  law,  as  it  fails  in  extreme  cases.  For  atmospheric 
air,  for  hydrogen,  oxygen,  and  nitrogen,  and  generally  for  gases  which  have 
either  never  been  liquefied,  or  only  liquefied  under  enormous  pressures,  the  law 
is  very  nearly  correct,  even  under  a pressure  of  several  atmospheres : hut  for 
gases  which  may  be  liquefied  more  readily  it  is  not  so  ; the  nearer  they  are  made 
to  approach  to  the  point  of  liquefaction  the  greater  is  the  difference  between  the 
volume  actually  observed,  and  the  result  calculated.  The  contraction  is  nearly 
always  found  to  be  more  considerable  by  experiment,  than  it  should  be  by  the 
law  usually  assumed  (197). 

Some  of  the  results  obtained  by  Regnault  are  embodied  in  the  following 
table ; they  show  considerable  deviations  from  the  law  in  four  important  gases 
under  high  pressures. 

Elasticity  of  Gases  at  High  Pressure. 


Pressure  in 
Atmospheres. 

Air. 

Nitrogen. 

Carbonic 

Anhydride. 

Hydrogen. 

I 

1 *000*000 

r 000*000 

I'OOO'OOO 

1*000*000 

IO 

9*916*220 

9'943'69° 

9*226'200 

10*056*070 

20 

19*719*880 

19*788*580 

16*705*400 

20  268*270 

The  elasticity  of  hydrogen  therefore  increases  even  more  rapidly  than  the 
pressure ; with  the  other  gases  the  elasticity  does  not  quite  keep  pace  with  it. 
It  would  seem  from  these  experiments  as  if  there  were  more  probability  of 
liquefying  oxygen  than  nitrogen,  and  both  these  than  hydrogen. 
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Pig.  8.  to  the  pressure  and  will  be  condensed  into  a smaller  space, 
while  its  elasticity  will  be  proportionately  increased ; but 
the  instant  that  the  pressure  is  discontinued,  the  piston 
will  rise  up  again,  aud  occupy  its  first  position  midway 
between  the  two  ends  of  the  cylinder. 

(29)  Air-Pump. — Advantage  is  taken  of  this  elasticity 
and  expansibility  of  gases  in  the  construction  of  the  air- 
pump,  an  instrument  designed  for  the  removal  of  air  from 
closed  vessels.  The  principle  of  its  construction  may  be 
explained  in  the  following  manner  : — 

Suppose  that  a metallic  cylinder,  accurately  bored,  be 
fitted  with  a piston  similar  to  that  shown  in  fig.  8,  but 
provided  in  addition  with  a small  opening,  covered  by  a 
flap  or  valve  of  oiled  silk,  which  opens  upwards  or 
outwards  (fig.  9)  : on  forcing  the  piston  downwards  the 
compressed  air  will  escape  through  the  valve,  but  on 
attempting  to  withdraw  the  piston  no  air  will  be  able  to 
re-enter  the  cylinder,  and  a resistance  will  be  experienced,  owing 
to  the"  pressure  on  the  upper  surface  of  the  piston  occasioned  by 
the  elasticity  of  the  external  air.  If  the  cylinder  be  provided  with  a 
second  valve  at  the  bottom,  opening  in  the  same  direction 
■riG'  as  that  in  the  piston,  this  valve  will,  on  thrusting  down 
the  piston,  be  closed  by  the  elasticity  of  the  included  air, 
while  the  upper  valve  will  be  opened;  on  withdrawing  the 
piston  the  effect  is  reversed,  the  lower  valve  rises,  and  the 
air  enters,  while  the  valve  iu  the  piston  is  firmly  closed. 
Such  an  arrangement  constitutes  the  exhausting  syringe 
or  air-pump  in  its  simplest  form.  In  the  usual  and  more 
convenient  form  of  the  air-pump  (fig.  10),  a brass  tube 
passes  from  the  bottom  of  the  syringe  and  terminates  in 
the  centre  of  a disk  of  brass  or  of  glass,  ground  accurately 
fiat : the  vessel  from  which  the  air  is  to  be  exhausted  also 
has  its  edge  ground  truly,  and  it  is  inverted  upon  the 
plate.  On  elevating  the  piston,  the  elasticity  of  the 
air  within  the  vessel  or  receiver  raises  the  lower  valve, 
and  the  dilated  air  enters  the  vacuum  produced  in  the 
lower  part  of  the  cylinder  by  withdrawing  the  piston ; 
the  air  thus  admitted,  again  raises  the  valve  of  the  piston, 
when  the  latter  is  so  far  depressed  as  to  rcuder  the  elas- 
ticity of  the  air  beneath  it  greater  than  that  of  the  atmosphere : 
the  same  action  goes  on  wfith  every  successive  motion  of  the 
piston,  until  the  elasticity  of  the  air  within  becomes  so  much 
diminished  as  to  be  insufficient  to  raise  the  lowrer  valve. 
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For  convenience,  two  of 
these  exhausting  syringes 
are  often  combined  in  the 
air-pump,  and  are  made  to 
work  alternately  by  a rack 
and  pinion. 

(30)  Air-Pump  with  Single 
Barrel.  — A more  complete  va- 
cuum may  be  obtained  with  a 
pump  of  simpler  construction,  but 
the  labour  of  using  it  is  conside- 
rably greater.  The  difference  be- 
tween this  form  of  the  instrument 
and  the  one  just  described  will  be 
readily  understood  with  the  assist- 
ance of  fig.  II.  This  pump  con- 
sists of  a single  barrel,  within  which 

a solid  plunger, a, moves  air-tight.  The  plunger  is  connected  with  a 
smooth  solid  rod,  R,  which  also  works  air-tight  through  a stuffing- 
box,  s,  at  the  top  of  the  barrel.  In  this  stuffing-box  is  a conical 
metallic  plug,  or  valve,  v,  opening  upwards  and  projecting  a little 
way  below  the  under  surface  of  the  stuffing-box,  which  is  ground 
flat.  The  communication,  p,  between  the  plate  of  the  pump  and 
the  barrel,  is  made  at  a sufficient  distance  from  the  bottom  to 
allow  the  plunger  to  pass  completely  beyond  it.  In  order  to  use 
the  instrument,  the. plunger  is  carried  down  to  the  bottom  of  the 
barrel,  the  receiver  is  then  attached  to  the  plate,  and  the  piston 
raised.  In  rising,  the  air  contained  in  the  barrel  is  expelled 
through  the  valve  in  the  stuffing-box,  and  bubbles  up  through  the 
oil  placed  there  to  keep  the  joints  air-tight.  When  the  piston 
now  descends,  a complete  vacuum  is  formed  above  it,  until  it 
passes  below  the  aperture  which  leads  to  the  receiver  ; the  air  then 
rushes  in  above  the  piston ; this  portion  is  in  turn  expelled  by 
raising  the  piston  again ; and  the  exhaustion  may  in  this  way  be  carried  on  till  it 
becomes  almost  complete,  because  the  valve  is  now  raised  not  simply  by  the 
elasticity  of  the  air  confined  between  it  and  the  piston,  but  it  is  pushed  up  by  the 
upper  surface  of  the  piston  itself,  and  the  last  bubble  of  air  is  displaced  by  a drop 
of  oil  which  flows  past  the  valve  and  thus  effects  its  expulsion. 

(31)  Elastic  Force  of  Air. — The  increase  in  bulk  of  the  en- 
closed air,  and  consequent  decrease  in  its  elasticity,  may  be  illus- 
trated by  inserting  a tube,  blown  into  a bulb  at  one  end,  full  of 
air,  and  with  its  open  mouth  downwards  in  a vessel  containing 
water,  which  is  placed  under  the  receiver  of  the  pump.  With  each 
movement  of  the  piston,  the  air  in  the  bulb  expands,  while  a portion 
of  it  in  the  act  of  expanding  escapes,  and  bubbles  up  through  the 
water.  An  amusing  variation  of  this  experiment  may  be  made  by 
placing  a number  of  shrivelled  apples  in  the  receiver,  and  then 
working  the  pump.  The  apples  contain  air  in  their  pores,  which 
is  prevented  from  escaping  by  the  rind ; on  working  the  pump  the 
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diminished  pressure  causes  this  imprisoned  air  to  expand  ; in  con- 
sequence, the  apples  swell  up,  and  regain  their  fresh  and  plump 
appearance.  The  illusion  vanishes  the  moment  the  atmospheric 
air  is  readmitted,  because  the  pressure  of  the  external  air  reduces 
that  in  the  apples  to  its  former  hulk.  The 
elastic  force  thus  exhibited  is  very  considerable, 
as  may  be  shown  by  the  following  experiment. 
Take  a thin  vessel,  such  as  a light  flask,  and  seal 
it  up  full  of  air;  now  if  the  air  be  exhausted 
from  a receiver  placed  over  it,  the  flask  will  be 
burst  into  fragments.  The  powerful  pressure 
which  air  exerts  against  the  internal  surface  of 
the  vessels  in  which  it  is  contained,  may  also 
be  exhibited  by  allowing  a weight  of  several 
pounds  to  rest  upon  a bladder  placed  under  the 
receiver  of  the  air-pump ; on  exhausting  the  air 
from  the  receiver,  the  air  in  the  bladder  expands, 
and  lifts  the  weight. 

(32)  Condensing  Syringe. — If  the  valves  in 
the  syringe  be  made  to  open  in  the  direction 
opposite  to  those  of  the  air-pump,  the  instru- 
ment constitutes  the  condensing  syringe.  By 
attaching  it  to  a reservoir  capable  of  resisting 
the  pressure,  as  shown  in  fig.  12,  air  may  be 
compressed  without  difficulty,  and  stored  up  as 
a mechanical  power ; the  elasticity  of  air  so  com- 
pressed is  capable  of  being  brought  suddenly 
into  exercise,  and  thus  a force  of  great  intensity 
may  be  applied.  Instances  of  this  kind  are 
furnished  in  the  compressed  air-fountain, 
and  in  the  common  forcing  pump,  one  variety  of  which  consti- 
tutes that  invaluable  machine,  the  fire-engine.  A still  more 
striking  illustration  is  seen  in  the  air-gun,  where  the  power  of 
compressed  air  is  made  to  execute  the  office  of  ordinary  gun- 
powder, a substance  which  may  be  regarded  as  a magazine  of 
condensed  air  which  can  be  brought  into  action  at  will. 

(33)  Weight  of  the  Air. — By  means  of  the  air-pump  it  is 
easy  to  show  by  direct  experiment,  that  air,  in  common  with 
every  form  of  matter,  has  weight,  and  even  to  measure  its  weight. 
For  this  purpose  a well-shaped  globular  flask,  f,  fig.  13,  furnished 
with  a small  stop-cock,  is  screwed  to  the  plate  of  the  pump,  and 
the  air  is  exhausted.  I11  this  state  it  is  transferred  to  a good 
balance  and  accurately  counterpoised ; it  is  then  attached  to  a 


Fig.  12. 
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graduated  jar,  g,  filled  with  air,  also  pro- 
vided with  a stop-cock,  and  standing  over 
water ; the  moment  that,  by  opening  the 
stop-cocks,  a communication  is  made  be- 
tween the  jar  and  the  flask,  the  air  rushes 
into  the  exhausted  vessel.  The  amount 
that  thus  enters  is  read  off  by  noticing 
the  level  of  the  water  befoi’e  the  stop- 
cocks are  opened,  and  then  estimating  its 
rise  afterwards  by  the  marks  on  the  side 
of  the  jar.  On  transferring  the  flask  back 
to  the  balance,  it  will  be  found  to  have 
increased  in  weight  several  grains. 

Minute  attention  to  a variety  of  cir- 
cumstances is  required  to  ensure  a correct 
result  in  this  experiment.  It  is  by  expe- 
riments conducted  on  this  principle  that 
the  average  weight  of  the  air  has  been 
well  ascertained  (146). 

According  to  Prout,  100  cubic  inches 
of  air  at  a temperature  of  6o°  F., 
when  the  column  of  mercury  in  the  barometer  stands  at  30 
inches,  weigh  31*0117  grains.  Regnault  found  that  1 litre 
of  air  at  o°  C.,  weighed  (barometer  76omra*,  also  at  o°  C.) 
1*293187  grammes.  This,  if  reduced  to  the  English  standards, 
would  make  the  weight  of  100  cubic  inches  of  air  amount  to 
30*9 35  grains,*  or  13  cubic  feet  of  air  would  weigh  about  1 lb. 

We  may  form  some  notion  of  the  actual  weight  of  the  air,  by 
calculating  the  quantity  contained  in  a given  space.  Take,  for 
example,  a room  10  metres  square,  and  5 metres  in  height, 
offering  a cubic  content  of  500  cubic  metres : since  a litre  of  air 


Fig.  13. 


* According  to  Regnault,  the  specific  gravity  of  mercury  at  o°  C.  is  13*596, 
water  at  40  C.  being  taken  as  1 ; consequently  the  relative  weights  of  equal 
measures  of  air,  water,  and  mercury  will  be — 

Air  at  o°  C.  Water  at  40  C.  Mercury  at  o°  C. 

1 •*  773S  ■ 1 °5 13\5 

under  a barometric  pressure  of  76omm*,  or  29*922  English  inches  at  o°  C. 
Calculating  these  values  all  at  the  temperature  of  6o°  F.,  and  at  the  barometric 
pressure  of  30  inches,  the  mercurial  column  being  also  at  6o°  F.,  and  allowing 
for  the  relative  expansion  of  water  and  mercury  by  heat,  the  proportions  will  be 
the  following — 

Air,  Water,  Mercury, 

1 : 8168  : 11058 
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weighs  r 293187  grammes,  a cubic  metre,  or  1000  litres,  will 
weigh  i '293 1 87  kilogrammes,  and  500  cub.  metres  of  air  will  weigh 
646  kilos.  Such  a room  in  English  measures  would  he  about  323- 
feet  square,  and  1 63-  feet  high,  with  a cubic  content  of  18147  cub. 
feet,  and  the  air  that  it  contains  would  weigh  about  1396  lb.,  or 
nearly  12-j-  cwt. 


It  is  obvious  that  if,  in  the  experiment  with 
the  flask,  just  described,  the  graduated  jar  had 
contained  any  other  gas  instead  of  atmospheric 
air,  it  would  be  possible  to  ascertain  the  weight 
of  a given  quantity  of  such  gas;  and  by  com- 
paring this  weight  with  that  of  an  equal  bulk 
of  air,  to  ascertain  its  density  approximatively. 

(34)  Household  Pump. — The  pressure  of  the 
air  is  the  powrer  which  raises  water  in  the  bore 
of  an  ordinary  pump.  The  construction  of  this 
very  useful  machine  will  be  at  once  understood 
from  the  description  of  the  air-pump  which  has 
been  already  given ; the  arrangement  of  the 
valves  being  similar.  Suppose  that  at  first 
there  is  no  water  in  the  body  of  the  pump. 
On  depressing  the  piston-rod  (fig.  14),  air 
escapes  through  the  upper  valve,  a,  and  on 
raising  it  again,  a fresh  portion  enters  from  the 
pipe  attached  below  the  second  valve,  b.  The 
■weight  of  the  atmosphere  upon  the  surface  of 
• the  water  in  the  well  forces  up  a portion  of 
this  liquid  till  it  reaches  a height  at  which  the 
weight  of  the  column  raised  compensates  for 
ggagg  the  diminished  elasticity  of  the  air  in  the 
barrel ; on  again  depressing  and  raising  the 
piston  several  times  successively,  the  whole  of 
the  air  at  length  has  its  place  supplied  by  the 
water  thus  raised  from  the  well  below,  the  pressure  of  the  atmo- 
sphere being  removed  from  the  surface  of  that  part  of  the  water 
contained  in  the  pipe  beneath  the  valves.  It  is  manifest,  how- 
ever, that  there  must  be  a limit  in  the  height  to  which  water  can 
be  raised  in  this  way.  As  soon  as  the  column  of  water  in  the 
pump  above  the  level  of  that  in  the  well  is  long  enough  to  balance 
the  weight  of  a similar  column  of  air  extending  to  the  upper  limits 
of  the  atmosphere,  the  water  will  rise  no  higher.  Such  a column 
of  water  is  about  33  feet,  or  nearly  io-6  metres  in  height.  If  a 
tube  40  feet  (or  nearly  12  metres)  long  be  closed  at  its  upper  end, 
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filled  with  water,  and  then  placed  mouth  downwards  in  a vessel 
of  water,  the  water  in  the  tube  will  fall  till  it  stands  about  io 
metres  above  the  level  of  that  in  the  cistern.  Such  a tube, 
forming,  in  fact,  a water  barometer,  was  placed  by  the  late  Pro- 
fessor Daniell  in  the  hall  of  the  Boyal  Society.  It  is  very 
sensitive  to  changes  in  the  pressure  of  the  atmosphere,  the 
column  during  a gale  of  wind  rising  and  falling  visibly  in  the 
tube. 

(35)  Pressure  Gauge  and  Barometer. — If  the  tube  were  filled 
with  a liquid  heavier  than  water,  a proportionately  shorter  column 
of  it  would  be  sustained  by  the  pressure  of  the  air,  the  length  of 
the  column  being  inversely  proportioned  to  the  specific  gravity  of 
the  two  liquids.  Now  as  mercury  is  rather  more  than.  13  times 
as  heavy  as  water,  this  fluid  metal  will  rise  to  a height  only  about 
T'T  as  great  as  that  of  water,  or  to  a height  of  about  30  inches  (762 
millimetres)  instead  of  icr6  metres.  This  result  is  easily 
verified ; for  if  a glass  tube  about  one  metre  in  length,  and  closed 
at  one  extremity,  be  completely  filled  with  mercury,  the  aperture 
closed  with  the  finger,  and  it  be  placed  mouth  downwards  in  a 
basin  of  mercury, — on  removing  the  finger,  the  column  of  fluid 
metal  will  partially  descend,  and  leave  a void  space  of  240  or 
230  millimetres  (about  10  inches)  in  length  in  the  upper  part  of 
the  tube.  But  the  most  complete  demonstration  that  the  mercury 
is  sustained  solely  by  the  pressure  of  the  air  upon  that  in  the 
basin,  is  furnished  by  placing  the  whole  apparatus  under  the 
receiver  connected  with  the  air-pump  : as  the  air  is  exhausted, 
and  consequently  the  pressure  is  diminished,  the  column  sinks ; 
but  it  recovers  its  former  level  on  readmitting  the  air  from  without. 
A tube,  or  air-gauge,  acting  on  this  principle,  is  usually  attached 
to  every  air-pump,  as  a couvenient  means  of  judging  of  the 
perfection  of  the  vacuum.  If  it  were  possible  wholly  to  exhaust 
the  air  from  the  receiver,  the  mercury  would  rise  in  such  a gauge 
(which  is  simply  a tube  open  at  top  into  the  receiver,  and  dipping 
below  into  a basin  of  mercury)  until  it  stood  at  the  same  level 
as  in  the  barometer  at  the  time  of  the  experiment : but  this  result 
is  never  attained  in  practice ; the  elasticity  of  the  portion  of  air 
remaining  in  the  receiver  always  depresses  the  metal  nearly  a 
millimetre  in  the  gauge  below  this  point.  By  means  of  the 
gauge,  the  density  of  the  air  still  remaining  in  the  receiver  is 
readily  ascertained,  for  the  density  is  always  exactly  proportioned 
to  the  pressure.  Suppose,  then,  the  gauge  showed  a residual 
pressure  of  2 millimetres,  the  remaining  air  would  have  only  -^-0 
of  the  density  that  it  possessed  at  the  commencement,  if  the 
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Fig.  15. 


Fig.  16. 


atmospheric  pressure  shown  by  the  barometer 
at  the  time  were  equal  to  a column  of  760 
millimetres  in  height. 

Regnault  employs  a gauge,  at  the  side  of 
which  an  ordinary  mercurial  barometer  plunging 
into  the  same  cistern  is  placed  (fig.  15),  so  that 
the  difference  in  height  between  the  two  columns 
of  mercury  may  be  read  off  with  great  accuracy 
by  means  of  a graduated  scale  and  verniers,  v,v* 

A simple  pressure  gauge  or  manometer 
(from  fiavoq,  rare)  for  estimating  the  rarity  or 
condensation  of  air  in  a confined  space,  is  made 
by  bending  a tube  into  the  form  shown  in  fig. 
16,  and  pouring  water  into  the  bend;  the  ap- 
paratus is  attached  at  a to  the  air  vessel,  the 
other  limb,  b,  being  open  to  the  atmosphere ; 
by  the  difference  of  level,  the  elasticity  of  the 
gas  under  experiment  can  be  accurately  esti- 
mated by  a scale  placed  between  the  tubes. 
Where  the  pressures  are  considerable,  mercury 
is  used  instead  of  water.  A pressure  gauge  of 
this  simple  description  is  in  constant  requisi- 
tion in  coal-gas  works  for  estimating  the  pres- 
sure in  the  gasometer,  in  the  street  mains,  or 
at  any  part  of  the  services. 

A simple  inverted  tube  when  filled  with 
mercury,  with  due  precautions  to  exclude  every 
particle  of  air,  andfurnislied  with  accurate  means 
of  measuring  the  height  of  the  column  above  the 
level  of  the  mercury  in  the  cistern,  constitutes 
one  of  the  most  indispensable  philosophical  in- 
struments— the  barometer  (from  /3diooc,aweight, 
and  utrpov,  a measure).  The  diameter  of  the 
tube  is  of  little  consequence  ; but  a tube  of  from 
8 to  13  millimetres  (J-  or  i an  inch)  wide, 
or  wider,  is  preferable  to  one  of  smaller  bore. 
A slight  fixed  correction  for  capillarity,  vary- 
ing with  the  diameter  of  the  tube,  is  required 
for  each  instrument.  In  the  best  instruments 
of  this  description  the  whole  scale  is  moveable 
by  a rack  and  pinion,  p (fig.  17),  and  can  be 


* The  difference  in  height  may  be  still  more  accurately  read  off,  without  the 
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adjusted  so  that  its  lower  extremity,  which  for 
convenience  of  observation  is  made  to  termi- 
nate in  a fine  steel  point  e,  can  be  brought  to 
coincide  exactly  with  the  surface  of  the  mercury 
in  the  cistern : unless  this  contrivance  were 
adopted,  it  would  not  be  possible  to  measure 
accurately  the  height  of  the  column  of  metal, 
because  the  level  of  the  mercury  in  the  cistern 
is  continually  undergoing  slight  variations  : as 
the  metal  rises  in  the  tube  it  falls  in  the  cistern, 
and  vice  versa  : part  of  the  cistern  is  constructed 
of  glass,  to  allow  the  point  of  the  scale  to  be 
seen.  The  height  of  the  mercurial  column 
above  the  level  of  the  mercury  in  the  cistern, 
when  the  instrument  has  been  placed  in  a truly 
vertical  position,  is  read  off  at  the  top  by  a 
vernier  v,  which  estimates  differences  of  a 
tenth  of  a millimetre.  The  barometer  has 
been  constructed  in  a great  variety  of  forms, 
but  the  simple  inverted  tube  is  the  best  for 
ordinary  purposes.* * 

(36)  The  Syphon,  which  is  another  instru- 
ment in  frequent  use  in  the  laboratory,  de- 
pends for  its  operation  partly  upon  the  principle 
of  atmospheric  pressure.  The  syphon  is  a 
bent  tube,  by  means  of  which  liquids  may 
be  lifted  above  the  level  at  which  they 
stand,  provided  that  they  are  ultimately  transferred  to  a lower 
level.  Suppose  that  it  be  desired  to  draw  off  a liquid  without 
disturbing  a powder  which  has  settled  down  to  the  bottom 
of  a vessel;  a bent  tube  or  syphon  (s,  fig.  18),  one  limb  of  which 
is  longer  than  the  other,  is  filled  with  water,  and  closed  by 
placing  the  finger  at  the  end  of  the  longer  limb ; the  instru- 


employment  of  verniers,  by  using  an  instrument  called  a cathetometer  (from 
KaOtTOs,  a perpendicular),  which  consists  of  a telescope  of  short  focus,  furnished 
with  a spirit-ievel,  by  which  its  horizontality  may  be  secured.  Upon  a gra- 
duated scale,  which  is  placed  truly  vertical,  the  telescope  slides  up  and  down,  and 
is  raised  or  lowered  until  its  cross-wires  coincide  with  the  level  of  the  mercury. 
With  an  instrument  upon  this  principle  properly  constructed,  differences  in  per- 
pendicular height  in  the  mercurial  columns  may  be  determined  with  minute  pre- 
cision. It  is  the  method  uniformly  adopted  by  Regnault. 

* A table,  giving  the  values  of  the  barometric  pressure  in  millimetres, 
expressed  in  the  corresponding  number  of  English  inches,  will  be  found  at  the 
end  of  this  volume. 
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Fig.  18. 


ment  is  then  inverted,  and  the 
short  limb  is  plunged  rapidly  into 
the  liquid  to  be  decanted.  On  re- 
moving the  finger  from  the  longer 
limb,  the  liquid  flows,  and  will  con- 
tinue to  do  so  as  long  as  the  shorter 
limb  remains  below  the  surface  of 
the  liquid  in  the  vessel.  If  the 
vessel  v,  however,  be  raised  until 
the  longer  limb  of  the  syphon  is 
immersed  in  the  liquid  that  has 
run  oyer,  and  the  liquid  stands 
at  the  same  level  in  both  vessels. 


no  further  flow  will  take  place ; if  v be  again  depressed,  the 
flow  through  the  syphon  will  again  be  renewed.  "When,  as 
was  effected  by  the  expedient  of  raising  the  lower  vessel  till 
the  liquid  stood  at  the  same  level  in  both,  the  acting  limbs  of 
the  syphon  are  of  equal  length,  the  column  of  liquid  in  each  has 
the  same  perpendicular  height,  and  the  downward  pressure  of  each 
column  will  be  the  same : neither  column  will  preponderate  over 
the  other  : but  if  the  vertical  column  of  liquid  be  longer  on  one  side 
than  on  the  other,  this  longer  column  will  necessarily  press  down- 
wards with  more  force  on  that  side  than  the  column  in  the  shorter 
limb  presses  in  the  opposite  direction ; the  atmospheric  pressure, 
however,  is  equal  on  both  sides  ; the  heavier  column  therefore  runs 
out  of  the  tube,  drawing  with  it  the  liquid  in  the  shorter  limb,  and 
the  place  of  this  liquid  is  supplied  by  a fresh  portion  from  the 
vessel,  owing  to  the  pressure  of  the  atmosphere  which  drives  it  up 
into  the  space  that  would  otherwise  become  empty. 

(37)  Downward  Pressure  of  the  Atmosphere . — From  what  has 
been  already  stated,  it  must  be  obvious  that  we  are  living  at  the 
bottom  of  a vast  aerial  ocean,  and  subject  to  the  pressure  of  the 
superincumbent  mass, — a pressure  which  amounts  to  about  15 
pounds  upon  every  square  inch  of  surface,  and  as  has  been  estimated, 
to  about  14  or  15  tons  upon  the  surface  of  the  body  of  a man  of 
average  stature.* 

The  existence  of  this  downward  pressure  of  the  air  is  a matter 
of  the  highest  importauce  to  us.  It  admits  of  proof  by  experiment 


* Every  square  centimetre  supports  an  atmospheric  pressure  amounting  to 
a little  more  than  1 kilogramme,  or  more  exactly  1*033  kilog.,  when  the 
barometer  stands  at  76o,u,n-,  and  the  surface  of  a mail’s  body  would  sustain 
an  average  pressure  of  about  17500  kilogrammes. 
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in  a variety  of  ways.  The  receiver  of  the  air-pump  may  at  first 
be  lifted  from  the  brass  plate  without  difficulty,  but  after  a few 
strokes  of  the  pump  in  the  ordinary  process  of  exhausting,  it  be- 
comes fixed  by  the  pressure  of  the  superincumbent  air,  uncom- 
pensated by  that  within  the  vessel.  It  is  for  this  reason  that  an 
arched  form  is  given  to  the  external  surface  of  vessels  designed  to 
bear  exhaustion.  If  the  hand  be  placed  over  the  mouth  of  a 
receiver  having  at  the  top  an  opening  of  2 or  3 inches  (6  or  8 
centimetres)  in  diameter,  a very  partial  removal  of  the  air  will 
make  this  pressure  painfully  sensible ; and  if  a piece  of  bladder  be 
moistened  and  securely  tied  over  the  opening  and  then  left  to  dry, 
its  surface  will,  when  a portion  of  the  enclosed  air  is  removed, 
become  very  tense  and  concave,  and  if  the  exhaustion  be  carried 
far  enough,  it  will  suddenly  burst  with  a loud  report. 

But  the  question  will  naturally  arise,  how  is  it,  that  if  our 
bodies  are  subjected  to  the  enormous  pressure  above  indicated,  we 
are  not  only  able  to  support  it  without  being  crushed  or  rooted  to 
the  earth,  but  are  even  insensible  of  its  existence.  The  reason  is, 
that  the  pressure  is  equal  in  all  directions.  The  air  upon  the 
eartlv’s  surface  being  compressed  by  that  above  it,  acquires  an 
elasticity  sufficient  exactly  to  counterpoise  that  pressure,  and  it 
presses  laterally  and  upwards,  with  a force  exactly  equal  to  that 
with  which  it  is  compressed.  A very  simple  experiment  will  suffice 
to  demonstrate  the  upward  pressure.  Take  a glass  jar  with  a 
smooth  edge  (a  common  wine-glass  will  do),  fill  it  with  water,  close 
the  mouth  Avith  a card  or  with  a bit  of  paper,  retain  the  card  in 
its  place  with  the  hand,  and  turn  the  jar  mouth  downwards ; the 
hand  may  be  removed,  the  card  Avill  remain  supported,  and  the 
water  will  not  escape.  Indeed,  we  might  thus  support  a column 
of  water  10  metres  long  (but  not  longer),  as  that  would  just  balance 
the  pressure  of  a column  of  air  of  equal  diameter.  It  is  this 
upward  pressure,  exerted  by  the  portion  of  the  air  that  is  dissolved 
in  our  blood,  and  that  pervades  every  tissue  of  our  frame,  which 
renders  us  unconscious  of  the  atmospheric  pressure.  If  the  pres- 
sure upon  the  surface  of  the  body  be  decreased,  as  by  ascending 
a lofty  mountain,  great  inconvenience  is  often  experienced ; bleed- 
ing at  the  nose,  and  other  unpleasant  symptoms  sometimes  arising, 
from  the  expansion  of  the  air  within  the  body  Avhcn  the  external 
pressure  is  removed.  Blood  fioAvs  in  the  operation  of  cupping, 
because  the  atmospheric  pressure  is  partially  removed  over  the 
wounds  inflicted  by  the  lancets. 

(38)  Pneumatic  Trough. — Among  the  many  useful  contrivances 
depending  on  the  pressure  of  the  air,  is  a simple  but  valuable 
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apparatus  of  Priestley's,  called  the  pneumatic  trough,  which  enables 
us  to  confine  air  and  gases  in  vessels,  and  to  decant  them  from 
one  to  another  with  as  much  ease  as  liquids  may  be  managed 
and  poured. 

The  pneumatic  trough 
Fig*  19.  consists  of  a vessel  con- 

taining water,  fig.  19, 
across  which,  at  the 
depth  of  from  5 to  8 
centimetres  from  the 
top,  a ledge  or  shelf  is 
placed ; the  jars  des- 
tined to  receive  the  gas 
are  filled  with  water, 
and  placed  with  their 
mouths  downwards  upon 
the  shelf,  which  is  kept 
about  an  inch  (2  or  3 cen- 
timetres) under  water  : 
into  these  j ars  the  gas  is  al- 
lowed to  bubble  up,  and  it 
may  be  transferred  from 
one  jar  to  another  by  an 
inverted  pouring.  When 
a jar  has  been  filled,  or 
partially  filled  with  gas, 
Fig.  20.  it  may  be  readily  removed  from 

place  to  place  by  sliding  under  its 
open  mouth,  while  still  immersed 
in  water,  a plate  or  shallow  tray, 
containing  water,  on  which  it  may 
be  lifted  out  of  the  pneumatic 
trough  as  at  b. 

(39)  The  Gas-holder. — When 
large  quantities  of  gas  are  to  be 
stored  up,  a different  apparatus, 
the  gas-holder,  is  employed,  and  in 
this  instrument  also,  advantage  is 
taken  of  the  downward  pressure  of 
the  atmosphere.  The  gas-holder 
is  represented  in  fig.  20.  It  con- 
sists of  a cylinder,  B,  surmounted 
by  a tray,  a,  for  holding  water ; 
this  tray  communicates  with  the 
cylinder  by  means  of  two  pipes 
provided  with  stop-cocks;  one  of 
these  pipes,  f,  proceeds  nearly  to  the  bottom  of  the  cylinder,  B,  and  is  open 
at  both  extremities;  the  other  pipe,  e,  only  just  enters  the  top  of  the  lower 
cavity : at  the  lower  part  of  the  cylinder  is  a short,  wide  pipe,  c,  passing 
obliquely  upwards,  and  furnished  with  a plug,  by  which  it  can  be  closed 
at  pleasure.  A third  stop-cock  is  introduced  at  the  upper  part  of  the  cylinder  at 
g,  to  which  a flexible  tube  may  be  attached  for  the  convenience  of  transfemng 
the  gas.  Now  suppose  the  gas-holder  to  be  full  of  atmospheric  air,  and  to  be 
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wanted  for  use ; the  pipe  c at  the  bottom  is  closed,  water  is  poured  into  the  tray, 
and  both  stop-cocks  in  the  vertical  pipes  are  opened : the  water  descends  through 
the  longer  pipe,  f,  whilst  the  air  escapes  in  bubbles  through  the  shorter  one  e ; 
when  b is  completely  full,  the  stop-cocks  are  closed,  and  the  plug  at  the  bottom 
removed ; no  water  escapes,  owing  to  the  pressure  of  the  atmosphere  upon  the 
surface  of  the  liquid  in  the  wide  tube  c,  the  water  being  retained  just  as  in  the 
ordinary  bird-fountain.  The  neck  of  the  retort  fi,  or  other  vessel  for  producing 
the  gas,  is  introduced  completely  within  the  cylinder,  and  the  water  is  displaced 
by  the  gas  which  rises  and  accumulates  in  the  upper  part,  whilst  the  water  runs 
off  into  a vessel  placed  below.  The  progress  of  the  experiment  may  be  watched 
by  means  of  the  glass  tube,  d,  which  is  open  both  at  top  and  bottom  into  the 
cylinder,  B ; the  level  of  the  water  within  the  instrument  is  thus  always  ex- 
hibited. In  order  to  use  the  gas  stored  up,  the  plug  is  replaced  at  c,  and  the 
stop-cock  in  the  long  pipe  opened  to  allow  the  column  of  water  to  exert  its  pres- 
sure on  the  gas,  which  escapes  on  cautiously  turning  the  stop-cock  e,  and  may 
either  be  received  in  a jar  placed  in  the  tray  over  the  short  tube,  e,  or  it  may  be 
conveyed  away  through  a flexible  tube  attached  to  the  stop-cock  g. 


(40)  Water  dissolves  all  gases  ; Fig.  21. 

some  in  small  quantities,  and  others 
with  very  great  avidity;  the  latter 
of  course  cannot  be  collected  over 
water.  Indeed,  in  all  cases  where 
great  accuracy  is  requisite,  some 
other  liquid  must  be  substituted  in 
the  trough  and  jars  for  water. 

Mercury  is  the  fluid  which  offers 
fewest  inconveniences,  and  it  is 
usually  employed  for  this  purpose  in  a trough,  the  form  of  which 
is  seen  in  fig.  21. 

(41)  Correction  of  Gases  for  Pressure. — The  foregoing  mode 
of  collecting  gases  over  mercury  leads  us  to  consider  a correction 
of  great  importance  in  cases  where  an  accurate  measurement  of 
the  bulk  of  a gas  is  requisite.  In  all  cases  a portion  of  air  or  gas 
which  communicates  Avith  the  atmosphere  either  through  the  walls 
of  a flexible  bag  or  bladder,  or  that  is  confined  over  water  or 
mercury,  is  subject  to  the  pressure  of  the  atmosphere,  transmitted 
to  it  either  through  the  flexible  material,  or  through  the  interposed 
portion  of  liquid.  If,  in  the  pneumatic  trough,  the  liquid  within 
and  without  the  jar  stand  at  the  same  level,  the  pressure  upon  the 
included  gas  will  be  exactly  that  due  to  the  atmosphere  at  the 
time;  if,  however,  the  liquid  Avithin  stand  higher  than  that  in  the 
bath,  the  gas  Avill  be  subjected  to  a pressure  less  than  that  of  the 
atmosphere  at  the  time,  by  the  amount  necessary  to  support  the 
column  of  liquid  above  the  outer  level  of  that  in  the  bath. 

Observation  has  shoAvn  that  the  pressure  of  the  atmosphere  at 
the  same  spot  is  liable,  from  different  causes,  to  continual  variation. 


60 


CORRECTION  OF  GASES  FOR  PRESSURE. 


The  average  pressure  at  the  sea-level  is  equivalent  to  that  of  a 
column  of  mercury  j6omm'  (or  29^92  inches)  in  height;  but  in  this 
climate  it  is  sometimes  so  much  diminished  as  to  support  a column 
of  only  about  7 iomm- ; at  other  times  the  pressure  will  be  equivalent 
to  nearly  78omm-  of  mercury.  Now  the  same  quantity  of  gas  will, 
under  these  different  circumstances,  sometimes  occupy  a bulk  con- 
siderably greater,  at  others  considerably  less,  than  the  average. 

It  is  necessary,  therefore,  in  all  experiments  upon  the  weight 
or  bulk  of  gases,  to  observe  the  height  of  the  barometric  column, 
as  this  gives  the  pressure  to  which  the  gas  is  at  the  same  time 
subjected.  This,  however,  is  true  only  when  the  liquid  in  the 
bath,  and  that  in  the  jar,  are  on  the  same  level.  In  practice  it  is 
rarely  possible  to  make  them  rigidly  so.  The  liquid  generally 
stands  highest  in  the  jar.  Supposing  the  gas  to  have  been  col- 
lected over  mercury,  in  order  to  allow  for  the  dilatation  occa- 
sioned by  this  inequality  of  level,  the  difference  of  the  two  levels 
must  be  accurately  measured,  and  the  measurement  so  obtained 
must  be  subtracted  from  the  height  of  the  mercurial  column  in 
the  barometer  at  the  time.  A similar  correction  is  required  if 
the  gas  be  standing  over  water,  but  it  is  smaller  in  amount,  a 
column  of  water  of  13 '56  centimetres  in  height  being  equivalent 
to  1 centimetre  of  mercury.  When  the  necessary  measurements 
have  been  made,  a simple  calculation  shows  the  bulk  that  any 
gas  would  have  occupied,  assuming  it  to  have  been  measured 
under  a barometric  pressure  of  760  millimetres.* 

Suppose  that  having  measured  50  cubic  centimetres  of  oxygen 
standing  over  mercury,  the  level  of  the  metal  in  the  jar  being 
25™“'  pigiier  than  that  in  the  bath,  the  barometer  at  the  time 
standing  at  740mm‘,  it  is  desired  to  ascertain  what  bulk  the  gas 
would  occupy  under  a pressure  of  760“™'  By  Boyle's  law  (27) 
the  bulk  of  a gas  is  inversely  as  the  pressure  to  which  it  is  sub- 
jected. Therefore — 

* In  this  country  the  standard  or  normal  pressure  to  which  gases  are  cor- 
rected, has  been  generally  that  of  a column  of  mercury  30  inches  in  height; 
the  French  standard  being  that  of  a column  of  mercury  760  millimetres  (or 
29^922  English  inches)  in  height:  consequently  100  cubic  inches,  measured 
under  the  English  standard  pressure  of  30  inches,  would,  under  the  French 
standard,  fill  a space  of  ioo'26i  cubic  inches. 

Strictly  speaking,  however,  the  observations  should  be  reduced  to  the 
pressure  of  a column  of  mercury  29^922  inches  in  height  at  320  F.  Such  a 
column,  owing  to  the  expansion  of  mercury  by  heat,  would  be  increased  -3-5-31 
of  its  length,  at  the  mean  temperature  of  6o°  F.,  and  consequently  would  then 
measure  30'oo6  inches:  and  under  this  pressure  too  cubic  inches  of  any  gas, 
measured  at  a barometric  pressure  of  30  inches,  would  be  reduced  to  99 '98  cubic 
inches,  a difference  so  trifling  that  it  may  almost  always  be  neglected. 
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Standard  pressure. 
76omm'  : 


5° 


Corrected  vol. 

x ( = 47'°3 
cub.  centim.) 


Observed  pressure.  Observed  vol. 
r tnm.  Qr  \ 

740-25  ) 

Or,  putting  the  whole  into  a general  form  : — 

If  Fbe  the  corrected  volume  of  the  gas,  V'  the  observed  volume, 
H the  standard  height  of  the  barometer,  H'  the  observed  height  at 
the  time  of  the  experiment,,  h the  difference  of  level  in  the 
mercurial  bath ; then 

y_  V'  (g  ~ ft) 

H 


In  estimating  the  weight  from  the  bulk  of  a gas,  it  is  necessary 
to  make  a further  correction  for  the  temperature  ( 144),  as  well  as  for 
the  state  of  moisture  or  dryness  which  it  may  possess  at  the  time. 

(42)  Density  of  the  Atmosphere  at  Different  Heights. — A 
remarkable  consequence  of  the  law  of  elasticity  in  gases  is  exhi- 
bited in  the  increasing  rarefaction  of  the  atmosphere  in  ascending 
from  the  surface  of  the  earth.  The  air  is  subject  to  a pressure 
which  decreases  gradually  with  the  progressive  elevation  above  the 
sea-level.  This  will  be  evident  if  we  consider  the  atmosphere  to 
be  composed  of  a series  of  layers  or  strata : the  lowest  layer  sup- 
ports the  pressure  of  the  entire  super-incumbent  mass ; the  one 
next  above  this  supports  the  pressure  of  all  but  the  lowest ; the 
third  that  of  all  but  the  two  lower  ones,  and  so  in  succession.  In 
consequence  of  Boyle’s  law — viz.,  that  the  bulk  of  elastic  fluids 
is  inversely  as  the  pressure,  it  is  found  that  if  the  air  be  examined 
at  a series  of  heights,  increasing  according  to  the  terms  of  an 
arithmetical  progression,  the  density  of  the  air  decreases  accord- 
ing to  the  terms  of  a geometrical  progression.  In  the  following 
table  the  heights  above  the  surface  are  taken  in  arithmetical 
progression,  increasing  regularly  by  distances  of  3 '4  miles ; the 
bulk  of  equal  weights  of  air  at  these  successive  heights  increases 
in  geometrical  progression,  the  volume  being  doubled  for  each 
step  in  the  ascent ; while  the  density,  and  the  corresponding 
height  of  the  barometer,  decrease  in  the  same  geometric  ratio, 
being  at  each  successive  elevation  exactly  half  what  they  were  at 
the  preceding  one  : — 


Density  of  the  Air  at  increasing  Altitudes. 


Miles  above 

Bulk  of  equal 

Bpnsifv 

Height  of  Barometer. 

the  Sea. 

weight  of  Air. 

Inches. 

mm. 

O 

— I — 

I 

— 

30,00 

760 

3'4 

— 2 — 

1 

2 

— 

I3'°° 

38° 

68  * 

— 4 ~ 

A 

% 

— 

7 '5° 

190 

10*2 

— 8 — 

1 

8 

— 

315 

93 

136 

— 16  — 

JL 

1 0 

— 

1-87 

47*5 

170 

— 32  — 

1 

32 

— 

°93 

23‘7 
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Fig.  22. 


The  annexed  diagram  (fig.  22), 
slightly  altered  from  one  in  Tomlin- 
son's Treatise  on  Pneumatics,  is  sup- 
posed to  represent  a vertical  section 
of  the  atmosphere ; the  left-hand 
column  shows  the  height  in  miles 
above  or  below  the  sea-level ; the 
right-handcolumnthe  corresponding 
heights  of  the  barometer  in  inches  ; 
Abdicates  the  altitude  of  the  highest 
peaks  of  the  Himalaya;  b the  al- 
titude of  7087  metres,  or  23,018 
feet,  the  height  attained  in  a bal- 
loon by  Gay-Lussac  (17  Sept., 
1 804) ; c Bolcoath  mine,  Cornwall, 
260  fathoms,  or  439  metres ; d the 
deepest  sea  sounding  yet  obtained, 
7706  fathoms,  or  8f-  miles,  (Capt. 
Denham)  H.M.  ship  Herald,  Oct.  20, 
1852,  lat.  36°  49'  S.,  Ion.  370  6'  W.* 
It  is  obvious  that  a knowledge 
of  the  law  of  the  decrease  of  density 
in  the  atmosphere  furnishes  the 
means  of  ascertaining  the  height  of 
mountains  by  the  employment  of 
the  barometer. 

Young  has  calculated  that  if  the  air 
continued  to  diminish  indefinitely  in  density, 
according  to  Boyle’s  law,  1 cubic  inch 
(i6'38  cub.  centim.)  of  air  of  the  mean 
density  of  that  at  the  surface  of  the  earth 
would,  at  a distance  of  4000  miles  from  the 
earth’s  surface  (or  at  a distance  equal  to 
the  earth’s  radius),  fill  a sphere  the  diameter 
of  which  is  equal  to  that  of  the  orbit  of 
Saturn ; and,  on  the  other  hand,  if  a mine 
could  be  dug  46  miles  deep  into  the  earth, 
the  air  at  the  bottom  would  be  as  dense  as 
quicksilver. 


* This  very  deep  sounding,  however,  according  to  subsequent  careful  ob- 
servations by  American  navigators,  appears  to  be  greatly  in  excess  of  the 
truth : the  line  was  probably  dragged  by  strong  currents  so  as  to  have  deceived 
the  observer.  The  deepest  soundings  which  appear  to  be  worthy  of  confidence 
were  obtained  to  the  southward  of  the  great  banks  of  Newfoundland,  and  do 
not  exceed  4$  miles,  or  about  7620  metres  (25,000  feet). 
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The  observations  of  astronomers  upon  the  amount  of  refraction  experienced 
by  the  light  of  the  heavenly  bodies  in  traversing  the  atmosphere,  however,  led 
Wollaston  to  consider  it  to  be  probable  that  there  is  a limit  to  the  upper  surface 
of  our  atmosphere,  as  definite  as  that  of  the  waters  of  the  ocean,  the  repulsive 
force  of  the  particles  being  at  length  exactly  balanced  by  their  gravitation  towards 
the  earth. 


§ II.  Cohesion. 

(43)  In  the  case  of  gases  the  predominance  of  elasticity  is  the 
leading  characteristic ; in  the  case  of  solids  the  opposite  power  of 
cohesion  is  that  which  first  demands  attention.  Cohesion  is  the 
force  which  binds  together  the  same  kind  of  particles  into  one  mass. 
It  is  this  force  which  retains  a bar  of  iron,  a block  of  wood,  or  a 
lump  of  ice,  in  a single  piece. 

It  is  obvious  that  the  cohesion  of  different  bodies  varies  greatly.  Cohesion, 
however,  appears  to  be  uniform  between  particles  of  the  same  kind  placed 
under  circumstances  similar  as  to  temperature  and  structure.  Owing  to  the 
difficulty  of  securing  uniformity  in  texture  and  freedom  from  flaws,  even  in  the 
most  compact  substances,  such  as  the  metals,  it  is  difficult  to  estimate  the  co- 
efficient of  cohesion  in  any  material  with  precision  ; although  the  general  fact 
that  iron  is  much  tougher  than  copper,  and  copper  than  lead,  is  at  once  recognized. 
Two  methods  have  been  generally  used  to  determine  the  cohesive  power  of  solids ; 
the  first  consists  in  estimating  the  weight  required  to  stretch  rods  of  a given 
diameter  of  the  substance  under  examination,  until  they  give  way ; the  second,  in 
finding  the  amount  of  force  required  to  crush  a cube  of  the  substance  of  given 
dimensions. 

The  strength  of  materials,  all-important  as  it  is  to  the  engineer 
and  to  the  architect,  has  little  to  do  with  chemistry,  although  varia- 
tions in  cohesion  and  aggregation  of  the  same  substance  exercise 
a marked  influence  on  the  rapidity  of  many  chemical  actions. 
Gunpowder,  for  example,  is  reduced  to  grains  in  order  that  each 
portion  may  ignite  quickly,  and  contribute  its  expansive  force  to 
act  upon  the  bullet ; but  the  very  same  material,  before  it  has  been 
granulated,  and  whilst  in  the  form  of  hard  compact  masses,  as  it 
comes  from  the  press,  burns  comparatively  slowly,  like  a fuse,  or 
a portfire. 

(44)  Reunion  of  Divided  Solids  by  Cohesion. — Particles  of  a 
similar  nature  will,  under  the  influence  of  cohesion,  reunite,  after 
complete  separation,  if  brought  sufficiently  near  to  each  other. 
This  is  shown  on  pressing  together  two  clean,  smooth,  and  freshly- 
cut  surfaces  of  lead ; they  will  cohere,  and  a force  of  some  pounds 
will  be  required  to  separate  them.  In  the  same  way,  too,  perfectly 
polished  plates  of  glass  cohere,  sometimes  so  completely  that  they 
may  be  cut  and  worked  as  a single  piece.  This  has  not  unfre- 
quently  happened  in  plate-glass  manufactories. 

Recording  to  the  proportion  that  cohesion  bears  to  other  forces 
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which,  like  heat  and  elasticity,  tend  to  separate  the  particles  of 
matter  from  each  other,  the  body  assumes  the  solid,  the  liquid,  or 
the  aeriform  state.  Considerable  differences  in  physical  properties 
are  produced  both  in  solids  and  in  liquids  by  variations  in  the 
degree  of  cohesion  existing  among  their  particles. 

(45)  Cohesion  of  Solids. — In  solids,  these  variations  give  rise 
to  differences  in  hardness,  elasticity,  brittleness,  malleability,  and 
ductility. 

The  hardness  of  a body  is  measured  by  its  power  of  scratching 
other  substances,  and  it  consists  in  the  degree  of  resistance  which 
the  particles  offer  to  the  slightest  change  of  relative  position.  To 
the  mineralogist,  the  variations  in  the  degree  of  hardness  presented 
by  different  crystallized  bodies,  often  furnish  a valuable  physical 
sign  by  which  one  mineral  may  be  discriminated  from  others  which 
resemble  it.  For  the  purpose  of  facilitating  such  comparisons, 
Mohs  selected  ten  well-known  minerals,  which  are  enumerated  in 
the  following  table,  each  succeeding  one  being  harder  than  the 
one  which  precedes  it : thus  arranged,  they  constitute  what  he  terms 
a Scale  of  Hardness,  which  has  been  generally  adopted.  In  the 
examples  selected,  each  mineral  is  scratched  by  the  one  that  follows 
it,  and  the  hardness  of  any  mineral  may  be  determined  by  refe- 
rence to  the  types  thus  chosen.  Suppose,  for  example,  a body 
neither  to  scratch  nor  to  be  scratched  by  fiuor  spar — its  hardness 
is  said  to  be  4 : if  it  should  scratch  fiuor  spar,  but  not  apatite,  its 
hardness  is  between  4 and  5 ; the  degrees  of  hardness  being 
numbered  from  1 to  10.  The  figures  on  the  right  indicate  the 
number  of  minerals  known  of  the  same,  or  approximatively  the 
same  degree  of  hardness,  as  the  substance  opposite  to  which  they 
stand : — 


Scale  of  Hardness  of  Minerals. 


1 Talc 23 

2 Compact  gypsum,  or  rock  salt  . 90 

3 Calc  spar  (any  cleavable  variety)  7 1 

4 Fluor  spar 53 

5 Apatite  (crystallized)  ....  43 


6 Felspar  (any  cleavable  variety) . 26 


7 Limpid  quartz 26 

8 Topaz 5 

9 Sapphire,  or  corundum  . . . 1 

10  Diamond 1 


The  cause  of  the  varieties  of  hardness  observed  in  different 
bodies  is  not  well  understood.  Even  in  the  same  substance,  trifling 
variations  in  the  external  circumstances  to  which  the  body  is  sub- 
jected often  produce  extraordinary  differences  in  the  degree  of  hard- 
ness which  it  exhibits.  A piece  of  steel  cooled  slowly  from  a red 
heat  is  comparatively  soft ; it  may  be  cut  with  a file ; and  under 
strong  pressure,  it  will  even  take  impressions  from  a die ; whilst 
the  same  piece  of  steel,  if  heated  to  redness,  and  suddenly 
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cooled,  becomes  as  brittle  as  glass,  and  nearly  as  bard  as  the 
diamond. 

Brittleness  is  exhibited  by  bodies  the  particles  of  'which  resist 
displacement  with  regard  to  each  other,  except  within  extremely 
narrow  limits.  It  is  generally  observed  in  hard  and  elastic  sub- 
stances. 

Malleability  and  ductility,  or  the  property  of  extending  under 
the  hammer,  and  of  fitness  for  drawing  into  wire,  are  the 
opposite  of  brittleness,  the  molecules  of  the  solid  admitting  of  very 
considerable  relative  displacement  without  losing  their  cohesion. 
These  modifications  of  cohesion  are  exhibited  only  by  the  metals, 
and  by  a few  only  of  them. 

(46)  Cohesion  of  Liquids. — In  liquids,  notwithstanding  the 
facility  with  wffiich  their  particles  slide  one  over  the  other,  and  the 
unlimited  freedom  of  motion  of  each  molecule  within  the  mass  of 
liquid,  a very  appreciable  amount  of  cohesion  still  exists,  and  is 
displayed  in  the  rounded  form  assumed  by  every  detached  drop. 
This  same  form  of  cohesion  is  also  beautifully  shown  in  the  case 
of  two  liquids  which  do  not  dissolve  each  other,  but  which  have 
precisely  the  same  specific  gravity,  as  is  the  case  with  oil  and  spirit 
of  wine  of  a certain  degree  of  dilution : if  a little  oil  be  poured 
into  such  diluted  spirit,  it  remains  suspended  within  it  in  the  form 
of  a perfectly  spherical  mass.  In  the  drops  of  dew  which  fringe 
every  leaf  in  a fine  summer  morning,  we  have  an  admirable  natural 
illustration  of  this  fact.  A striking  exemplification  of  cohesion  in 
the  particles  of  liquids  is  also  afforded  by  blowing  a large  soap- 
bubble  upon  the  end  of  a glass  tube : upon  presenting  the  open 
end  of  the  tube  to  a lighted  taper,  whilst  the  bubble  is  still  attached 
at  the  other  end,  the  contraction  of  the  film  expels  the  air  with 
sufficient  force  to  extinguish  the  taper. 

The  researches  of 

Donny  (Ann.  de  Chim.  Fig.  23. 

III.  xvi.  167)  have 
added  many  curious 
facts  to  our  knowledge 
of  the  cohesion  of  li- 
quids. The  following 
form  of  one  of  his  ex- 
periments may  be  cited 
as  an  illustration  : — A 
tube,  a,  fig.  23,  about 
1 metre  or  40  inches 
long,  and  or  I 

inch  in  diameter,  is  bent  at  its  middle  to  an  angle  of  about  60°  ; it  is  sealed  at 
one  end,  and  filled  with  distilled  water,  which,  when  the  tube  is  closed,  is  to 
occupy  about  two-thirds  of  its  capacity  ; the  water  is  thoroughly  boiled  for  an 

1 F 
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hour,  and  the  tube  is  then  hermetically  closed  whilst  boiling.  In  this  condition 
the  tube  contains  only  water  and  the  vapour  of  water.  After  it  has  been  care- 
fully reversed,  as  at  a,  it  may  be  brought  into  the  position  represented  at  B,  and 
the  water  will  nevertheless  be  supported  above  the  level  of  the  liquid  in  the 
other  limb  by  adhesion  to  the  surface  of  the  glass,  and  by  the  cohesion  among 
its  own  particles.  If  now  the  tube  be  inclined  in  such  a manner  that  a minute 
bubble  of  aqueous  vapour  is  made  to  pass  up  into  the  full  limb,  the  column  of 
water,  having  its  continuity  broken  at  one  point,  immediately  falls,  and  the 
level  of  the  liquid  in  both  limbs  becomes  the  same. 

Even  amongst  liquids,  considerable  differences  are  observed  in 
tlie  degree  in  which  the  cohesive  force  is  exhibited.  Limpid  liquids 
are  those  which,  like  ether  or  spirit  of  wine,  display  great  mobility 
of  their  particles ; bubbles  produced  in  such  liquids  by  agitation, 
rise  quickly  to  the  surface,  break  and  disappear.  In  oil,  syrup, 
and  gum-water,  the  particles  move  sluggishly ; such  liquids  are 
termed  viscous.  The  viscosity  of  liquids  presents  a certain  analogy 
with  the  malleability  of  solids.  In  a few  instances,  whilst  the 
solid  is  melting  under  the  influence  of  heat,  a viscous  state  is 
observed  intermediate  between  the  hardness  of  solids  and  the  per- 
fect mobility  of  liquids.  Melted  sugar,  or  barley-sugar,  is  a case 
in  point.  The  occurrence  of  viscosity,  as  an  intermediate  state,  is 
rare,  except  in  the  case  of  a mixture  of  two  substances,  one  of 
which  melts  at  a temperature  a little  higher  than  the  other.  Glass, 
which  is  a mixture  of  several  silicates  of  different  degrees  of  fusi- 
bility, offers  a striking  example  of  this  kind ; indeed  to  this  con- 
dition it  owes  the  plastic  properties  by  which  it  is  rendered  capable 
of  adaptation  to  the  multifarious  purposes  to  which  it  is  now 
applied.  Other  bodies,  such  as  the  different  varieties  of  wax  and 
fat,  soften,  without  being  actually  viscous,  before  they  finally  melt. 
A true  chemical  compound  passes  at  once  from  the  solid  to  the 
liquid  form,  as  when  ice,  for  example,  by  fusion,  becomes  water. 
A few  of  the  simple  bodies,  however,  present  some  remarkable 
cases  of  the  occurrence  of  viscosity  preceding  fusion ; such,  for 
instance,  as  phosphorus,  and  those  metals  which,  like  iron  and 
potassium,  admit  of  being  ‘ welded/  a process  in  which  two  pieces 
of  the  metal  are  united  into  one  mass  by  hammering  or  pressing 
them  together  whilst  they  are  in  the  soft  condition  which  is  ob- 
served before  fusion. 

(47)  Influence  of  Heat  on  Cohesion. — All  analogy  leads  to  the 
conclusion  that  cohesion  would  be  entirely  destroyed  in  every  ele- 
mcntary  body  by  a sufficient  elevation  of  its  temperature  ; though 
there  arc  some  bodies  which  have  not  as  yet  been  liquefied,  and 
many  which  have  not  been  converted  into  vapour.  The  three 
conditions  in  which  the  samc  chcmical  compound  may  exist,  exem- 
plified by  ice,  water,  and  steam,  according  to  the  degree  of  heat  to 
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which  it  is  exposed,  are  shown  by  a vast  number  of  other  bodies. 
Gold  itself  has  been  first  melted  and  then  volatilized  by  the  intense 
heat  of  the  sun’s  rays,  concentrated  by  a burning  lens.  On  the 
other  hand,  by  a sufficient  reduction  of  temperature,  united  with 
a certain  degree  of  pressure,  a number  of  gases  have  been  reduced, 
first  to  the  liquid,  and  several  even  to  the  solid  condition.  The  force 
of  cohesion,  like  that  of  heat,  is  therefore  universal.  If  the  repul- 
sion exerted  by  heat  could  be  carried  sufficiently  far,  there  is 
reason  to  believe,  that  every  known  substance,  not  actually  decom- 
posable by  heat,  might  be  made  to  appear  as  a gas  ; and,  by  a 
reduction  of  temperature  sufficient  to  allow  cohesion  to  exert  its 
sway,  every  known  gaseous  substance  would  probably  exist  in  the 
solid  state. 

In  gases,  cohesion  appears  to  be  entirely  overcome,  and  it  does 
not  exert  itself  sensibly,  except  in  cases  where  the  gas  is  approach- 
ing the  point  at  which,  by  pressure,  or  cold,  it  assumes  the  liquid 
form  (Note,  § 27  and  197). 


§ III.  Adhesion — diffusion  of  liquids  and  gases. 

(48)  Adhesion. — Analogous  to  cohesion,  or  the  power  which 
holds  similar  particles  together,  is  that  of  adhesion,  which  is  exerted 
between  the  particles  of  dissimilar  kinds  of  matter.  It  not  un- 
frequently  rises  high  enough  to  destroy  cohesion,  as  when  sugar  or 
salt  becomes  dissolved  in  water.  A rod  of  glass  or  of  wood  dipped 
into  water  or  oil  comes  out  wetted  under  the  influence  of  this  force. 
It  is  exerted  between  different  bodies  with  very  different  degrees  of 
intensity,  as  may  be  illustrated  by  the  following  experiment  : — 
Take  two  glass  dishes,  sift  over  the  bottom  of  one  a layer  of  lycopodium  or 
of  finely-powdered  resin,  and  over  the  other  a layer  of  powdered  glass  : if  a little 
water  be  sprinkled  upon  each,  the  drops  of  water  in  the  dish  of  resin  will  be 
covered  by  a thin  film  of  the  powder,  and  when  the  dish  is  inclined  will  roll  about 
like  shot,  the  cohesion  of  the  particles  of  the  liquid  predominating  over  their  ad- 
hesion to  those  of  the  solid  : whilst  on  the  powdered  glass,  from  the  superior  ad- 
hesion of  glass  to  water,  the  drops  sink  in  and  are  absorbed. 

If  the  solid  becomes  wetted,  a certain  preponderance  of  the  force 
of  adhesion  over  tlie  cohesion  of  the  particles  is  obviously  neces- 
sary 3 for  if  the  cohesive  exceeds  the  adhesive  power,  as  when  glass 
or  iron  is  plunged  into  mercury,  the  solid  is  not  wetted.  Extra- 
neous circumstances,  however,  greatly  modify  the  exertion  of  this 
force.  If  a film  of  air,  of  oil,  or  of  any  foreign  matter,  be  diffused 
over  the  surface  of  the  solid,  it  is  no  longer  the  surface  of  the  solid 
and  the  liquid  which  arc  concerned,  but  the  liquid  and  the  surface 
of  air  or  of  oil  with  which  the  solid  is  covered.  A clean  glass  is 
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immediately  wetted  with  water,  but  if  the  slightest  film  of  grease 
exist  upon  its  surface,  the  water  runs  off  almost  entirely. 

Adhesion  gives  rise  to  a variety  of  important  phenomena ; it 
is  mainly  concerned  in  the  production  of  capillary  action,  of  solu- 
tion, and  of  the  diffusion  of  liquids ; it  is  also  exerted  in  osmosis, 
and  less  directly  in  the  process  of  the  intermixture  and  diffusion 
of  gases.  In  this  chapter  some  remarks  will  therefore  be  made 
upon  each  of  these  subjects  in  succession.  Adhesion  is  the  more 
especially  worthy  of  attentive  study  by  the  chemist,  because  in  its 
manifestations  it  is  more  nearly  allied  than  any  other  force  to 
chemical  attraction. 

Adhesion  is  exerted  between  bodies  of  all  kinds,  and  when  it 
occurs  between  solids,  it  is  the  principal  cause  of  that  resistance 
to  motion  which  is  termed  friction.  As  a general  rule,  friction  is 
greater  between  similar  kinds  of  matter,  less  between  those  which 
differ  in  nature.  An  iron  axle  moving  in  an  iron  socket  expe- 
riences under  similar  circumstances  a greater  amount  of  friction 
than  if  revolving  in  a brass  socket ; and  the  interposition  of  a 
substance  like  plumbago  or  grease,  the  particles  of  which  have 
but  very  little  cohesion,  is  a familiar  mode  of  reducing  the 
amount  of  friction  in  machinery. 

Few  substances  admit  of  a greater  variety  of  useful  applications  from  their 
faculty  of  adhesion  than  caoutchouc  ; its  perfect  adhesion  to  glass  adapts  it  ad- 
mirably for  stoppers,  and  enables  the  chemist  to  employ  it  for  air-tight  and 
flexible  joints.  This  property  of  adhesion  to  the  bodies  which  it  touches,  further 
fits  it  for  bands  for  driving  machinery,  and  for  numberless  other  purposes. 

(49)  Cements. — The  entire  value  of  cements  depends  upon  the 
operation  of  the  force  of  adhesion ; and  in  the  variety  of  cements 
rendered  necessary  by  the  variety  of  materials  to  be  united,  we 
have  additional  proof  that  adhesion  is  exerted  between  different 
kinds  of  matter  with  very  varying  degrees  of  force.  Glue  or 
gum  may  be  used  for  joining  pieces  of  pasteboard  or  wood,  while 
it  totally  fails  as  a cement  for  glass  or  china,  either  of  which 
needs  some  resinous  material  to  unite  its  fragments ; whilst  for 
the  union  of  marble,  stone,  or  brickwork  with  each  other,  the  use 
of  mortar  or  some  calcareous  cement  is  required.  The  thinner 
the  layer  of  cement,  the  more  perfectly  does  it  perform  its  task, 
as  it  more  rapidly  and  completely  adapts  itself  to  changes  of  tem- 
perature, which,  by  causing  it  to  expand  unequally,  would  destroy 
the  cohesion  of  its  own  particles  if  a thick  mass  were  employed. 

Cements  of  various  kinds  are  in  continual  requisition  in  the  laboratory. 
Well-boiled  paste  applied  on  thin  paper  forms  an  excellent  covering  for  corks  and 
other  joints  which  are  liable  to  be  porous  ; it  must  be  allowed  to  become  nearly 
dry  before  it  is  used.  Plaster  of  Paris  made  into  a paste,  not  too  stiff,  may  often 
be  used ; when  dry  it  may  be  washed  over  with  oil  to  make  it  air-tight.  Strips 
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of  well-soaked  bladder  may  sometimes  be  employed  advantageously  ; they  form  a 
firm  joint  when  dry : but  for  most  purposes  where  a temporary  joint  only  is  re- 
quired, nothing  is  so  convenient  as  a strip  of  sheet  caoutchouc  softened  at  the  fire, 
and  bound  round  the  parts  to  be  connected  ; when  softened  thus,  it  usually  ad- 
heres perfectly  without  even  requiring  to  be  tied.  When  the  joint  is  intended  to 
be  permanent,  as,  for  example,  when  a brass  cap  is  to  be  attached  to  the  neck  of 
an  air-jar,  a resinous  cement,  consisting  of  5 parts  of  resin,  1 of  yellow  wax,  and 
1 of  finely-powdered  Venetian  red,  forms  a convenient  mixture : the  resin  and 
wax  are  melted  together  and  incorporated  with  the  Venetian  red  by  stirring. 
Before  applying  it,  both  the  glass  and  the  metallic  cap  which  are  to  be  connected 
together  must  be  warmed  just  sufficiently  to  melt  the  cement.  When  the  joints 
are  required  to  resist  a considerable  pressure  without  leaking,  a mixture  of  equal 
parts  of  red  and  white  lead  ground  into  a paste  with  linseed  oil,  worked  up  with 
fibres  of  tow,  and  packed  tightly  into  the  joint,  sets  firmly,  and  is  not  liable  to 
crack. 

It  not  unfrequently  happens  that  the  force  of  adhesion  between  a cement  and  the 
bodies  which  it  unites,  surpasses  the  cohesion  of  the  particles  which  compose  the 
bodies  themselves : from  this  cause  we  often  see  a film  of  wood  split  off,  ad- 
hering to  the  surface  of  the  glue,  when  a fracture  occurs  near  one  of  these  joinings. 
The  feat  of  splitting  a bank-note  into  two  laminae,  which  excited  so  much  astonish- 
ment, was  accomplished  by  cementing  it  firmly  between  two  flat  surfaces,  and 
afterwards  separating  them ; the  cohesion  of  the  paper  being  feebler  than  the 
adhesion  to  the  cement,  the  paper  was  split  through  the  middle.  This  method 
of  splitting  paper  had,  however,  been  long  known  to  the  buhl-cutter  and  in- 
layer. 

(50)  Capillary  Action. — The  existence  of  adhesion  between 
solids  and  liquids  is  so  well  knowrn  as  to  need  no  further  illustra- 
tion ; but  it  produces  many  very  important  results,  some  of  which 
must  be  noticed. 

It  is  to  the  adjustment  of  the  forces  of  adhesion  and  cohesion 
between  solids  and  liquids  under  the  simultaneous  influence  of 
gravity,  that  the  important  phenomenon  called  capillary  attraction 
is  due.  If  a perfectly  clean  glass  tube,  with  a fine  bore,  and  open 
at  both  ends,  be  plunged  into  water,  or  into  any  liquid  capable  of 
wetting  it,  the  liquid  will  be  found  to  rise  in  the  tube  conside- 
rably above  the  level  of  its  surface  in  the  vessel ; and  the  finer  the 
tube  the  higher  does  the  liquid  rise.  The  surface  of  the  liquid 
will  also  be  seen  where  it  approaches  the  outside  of  the  tube,  or 
the  side  of  the  ves-  pIG  24. 

sel  containing  it,  to 
stand  above  the 
general  level  (fig.  24 
a)  . The  phenome- 
non may  also  be  ex- 
amined by  placing 
vertically  in  a shal- 
low vessel  containing 
a little  coloured  liquid,  two  plates  of  glass  with  parallel  faces, 
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which  are  in  contact  by  two  of  their  vertical  edges,  and  slightly 
separated  at  the  opposite  edges.  The  liquid  will  rise  between 
the  glass  plates,  the  height  of  the  column  being  inversely  as  its 
distance  from  the  angle  of  contact  between  the  plates.  The 
upper  boundary  of  the  liquid  will  consequently  describe  a hyper- 
bolic curve  (fig.  24  b).  The  cause  of  the  rise  of  the  liquid  is  the 
adhesion  between  its  particles  and  those  of  the  glass ; the  limits 
to  that  rise  are  the  action  of  gravity,  and  the  force  of  cohesion 
amongst  the  liquid  particles.  As  the  action  of  gravity  is  equal 
under  ordinary  circumstances  upon  all  the  particles  of  the  liquid, 
it  reduces  the  liquid  surface  to  a uniform  level.  When  a tube  is 
introduced,  the  uniformity  of  this  action  is  interfered  with,  as  the 
following  considerations  will  show : — the  particles  in  immediate 
contact  with  the  side  of  the  tube  are  partially  supported  by  adhe- 
sion to  its  surface ; they  therefore  gravitate  downwards  with  a 
diminished  force,  and  a longer  column  becomes  necessary  in  order 
to  compensate  for  this  diminution  of  downward  pressure.  Now 
let  us  conceive  the  particles  of  the  elevated  column  of  liquid  to 
be  arranged  as  a series  of  contiguous  concentric  cylinders : the 
particles  of  the  outermost  cylinder  are  sustained  laterally  by  ad- 
hesion to  the  tube,  those  of  the  next  cylinder  are  hung  on  to 
these,  if  the  expression  may  be  allowed,  and  supported  solely  by 
cohesion  with  their  fellows ; those  of  the  third  cylinder  are  hung 
on  to  the  particles  of  the  second,  and  so  on,  till  we  reach  the 
central  rod  of  particles.  The  surface  of  the  liquid  is  in  conse- 
quence necessarily  curved ; — the  outer  cylinder,  or  the  portion  of 
liquid  in  contact  with  the  tube  standing  at  the  highest  point. 
Now  since  adhesion  is  confined  to  the  superficial  layer,  and, 
between  the  same  substances,  is,  cceteris  paribus,  constant  in 
quantity  for  an  equal  extent  of  surface,  the  wider  the  tube  the 
shorter  will  be  the  column  sustained,  as  the  contents  of  the  column 
raised  by  cohesion  increase  more  rapidly  than  the  surface  of  the 
cylinder.  The  height  of  the  column  is  found  to  be  inversely  as 
the  diameter  of  the  tube. 

(51)  Variations  in  Capillarity. — The  elevation  of  the  column  of  liquid  in 
tubes  of  equal  diameter  varies  with  the  nature  of  the  liquid,  the  variation 
depending  partly  on  the  difference  of  cohesion  between  the  particles  of  the  liquid, 
partly  upon  the  difference  of  adhesion  between  the  liquid  and  the  glass.  In 
consequence  of  the  decrease  of  both  these  forces  by  heat,  the  height  of  the 
column  diminishes  as  the  temperature  rises. 

The  following  table  from  the  experiments  of  Frankenheim  shows  the  height 
at  which  the  different  liquids  enumerated  stand,  at  o°  C.  in  a tube  1 millimetre 
in  diameter,  (about  of  an  inch,)  with  the  coefficient  of  correction  for  tempe- 
rature, which  multiplied  by  t,  the  number  of  degrees  centigrade  above  o°  C., 
gives  the  amount  to  he  deducted  in  millimetres  from  the  number  in  column  3, 
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in  order  to  find  the  height  of  the  capillary  column  at  the  temperature  re- 
quired : — 


Capillary  Elevation  of  Liquids  in  Glass , at  o°  C. 


Liquid  used. 

Specific 
gravity  at 
o°  C. 

Height  in 
millimetres 
of  the 
capillary 
column. 

Height  of 
the  column 
in 

thousandths 
of  an  inch. 

Coefficient 
for  correction  for 
Temperature. 

Water  

1 '0000 

604 

, — 0-02875^ 

Acetic  Acid  

1 "0522 

8-510 

355 

— 00097^ 

Sulphuric  Acid 

1 ’8400 

8-400 

33 1 

— j 0-0153*!+ 

— ( 0 000094^ 

Oil  of  Lemons 

0-8380 

7*23 

285 

— 0-0174^ 

Oil  of  Turpentine  ... 

0-8902 

6-76 

266 

— 0-0167 1 

Alcohol  (dilute) 

0-9274 

6-41 

242 

0*01 202 

Alcohol  

0820S 

6-05 

238 

_ j o-oii62+ 

( 0-00005 1 f 

Ether  

0-7370 

5'4° 

213 

— 0-02542 

Carbonic  Disulphide  . 

1-2900 

5-10 

201 

— o"oioi2 

(52)  Capillary  Depression  of  Mercury. — In  liquids,  such,  as 
mercury,  where  the  force  of  cohesion  preponderates  over  their 
tendency  to  adhere  to  the  sides  of  the  tube,  the  capillary  action 
is  reversed ; the  surface  becomes  convex  instead  of  concave,  and 
the  height  of  the  column  within  the  tube  is  depressed  below  the 
general  level.  In  a mass  of  liquid,  each  particle  is  maintained  in 
its  place  by  the  mutual  attraction  of  all  the  surrounding  ones  ; 
but  if  a column  be  isolated  from  the  mass  of  liquid  by  the  inter- 
position of  the  walls  of  the  tube,  the  sides  of  which  exert  little  or 

I no  equivalent  adhesive  force,  the  cohesion  of  the  mass  below  draws 
down  the  upper  particles,  and  produces  a depression  of  the  column. 
This  depression  of  mercury  in  glass  renders  a certain  correction 
necessary  in  reading  off  the  height  of  the  mercurial  column  in  the 
barometer,  which  always  stands  a little  lower  than  the  elevation 
due  to  the  atmospheric  pressure.  The  narrower  the  bore  of  the 
tube  the  greater  is  the  depression.  Experiment  has  shown  that 
this  capillary  depression  is  nearly  one-half  less  in  tubes  that  have 
had  the  mercury  boiled  within  them,  than  in  unboiled  tubes,  as 
the  process  of  boiling  expels  the  film  of  air,  which  adheres  to  the 
glass  in  unboiled  tubes.  By  employing  a tube  of  16  or  20  milli- 
metres in  the  bore,  this  correction  becomes  so  trifling  that  it  may 
be  neglected.  In  a tube  of  d"1"1-  (i  inch)  in  diameter  in  which  the 
mercury  has  been  boiled,  the  depression  is  ri7imm',  while  with 
a similar  tube  of  I3mm-  in  diameter  it  is  only  0-223““-  The 

! capillary  depression  of  mercury  is  slightly  increased  by  elevation 
of  temperature. 
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In  reading  off  the  level  of  mercury  in  a barometer,  or  in  a 
graduated  jar  used  for  the  measurement  of  gases,  the  height  of  the 
pIG.  2g  metal  should  be  taken  from  the 

convexity  of  the  curve ; but  in 
estimating  the  volume  of  a liquid 
which  wets  the  surface  of  the  glass 
the  determination  should  always 
be  made  from  the  bottom  of  the 
curve.  The  lines  a a,  b b,  fig.  25, 
indicate  the  points  in  the  two  cases.* 
(53)  Importance  of  Capillary  Actions. — Capillary  action  plays 
an  important  part  in  the  operations  of  nature,  and  in  a variety 
of  ways  has  been  rendered  subservient  to  the  wants  of  man.  A 
familiar  illustration  of  its  employment  is  seen  in  the  wicks  of 
lamps  and  candles,  which,  being  composed  of  a bundle  of  fibrous 
materials,  furnish  hair-like  channels  by  which  the  oil  or  melted 
combustible  is  elevated  to  the  flame,  and  supplied  as  fast  as  it  is 
consumed.  Capillary  action  influences  the  circulation  of  the 
liquids  in  the  porous  tissues  of  organized  beings,  and  it  is  the 
principal  mode  in  which  water,  with  the  various  substances  which 
it  holds  in  solution,  is  supplied  to  the  roots  of  growing  plants. 
By  its  means,  during  the  droughts  of  summer,  fresh  supplies  of 
moisture  are  raised  towards  the  surface,  for  the  maintenance  of 
vegetable  life  ; and  in  the  same  way,  when  during  winter  the  surface 
is  hard  bound  by  a long  dry  frost,  water  is  constantly  finding  its 
way  from  beneath,  is  solidified  upon  the  surface,  and  remains  stored 
up  until  a thaw  ensues ; when  this  occurs,  the  accumulated  mois- 
ture mellows  the  soil  and  produces  the  well-known  soft  and  plasliy 
state  of  the  ground  which  follows  long-continued  frosts,  and  which 
extends  deeper,  the  longer  the  duration  of  the  freezing  tempera- 
ture, although  neither  snow  nor  rain  may  have  fallen.  Few  persons 
are  aware  of  the  immense  force  which  may  be  developed  by  capil- 
lary action ; if  a plug  of  dried  wood  be  fitted  into  a strong  glass 
tube,  and  the  end  of  the  plug  be  immersed  in  water,  the  wood 
becomes  swelled  by  the  imbibition  of  liquid  owing  to  capillary 
action,  and  the  tube  is  split.  In  some  parts  of  Germany  this  force 
is  turned  to  account  in  splitting  millstones  from  the  rock : holes 
are  bored  into  its  substance  in  the  direction  in  which  it  is  to  be 
split,  and  into  these  holes  wedges  of  dry  wood  arc  driven  tightly  ■ 


'*  In  accurate  observations  on  the  volume  of  gases  confined  over  mercury, 
it  becomes  necessary  to  estimate  the  amount  of  error  which  is  thus  intro- 
duced. 
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■when  exposed  to  moisture  they  swell,  and  large  blocks  of  stone 
are  thus  detached  with  little  labour  or  expense. 

A curious  illustration  of  the  action  of  the  combined  forces  of  cohesion  and 
adhesion,  in  overcoming  the  force  of  gravity,  is  afforded  by  the  following  experi- 
ment : — Procure  a small  cylinder  of  fine  copper-wire  gauze,  about  8 centimetres  or 
3 inches  high,  and  jj  centimetres  wide,  closed  also  above  and  below  with  the  same 
material,  and  furnished  with  a stout  wire  to  serve  as  a handle : plunge  it  under 
water;  considerable  difficulty  will  be  experienced  in  expelling  the  air,  owing  to 
the  formation  of  a film  of  moisture  over  its  surface,  which,  by  the  cohesion  of 
the  liquid  particles  composing  it  and  by  its  adhesion  to  the  wire  gauze,  prevents 
the  escape  of  the  air;  when  about  half  filled  with  water,  lift  the  cylinder  out  of 
the  liquid — the  liquid  will  be  securely  retained : water  may  even  be  allowed 
to  fall  in  a gentle  stream  upon  the  top  of  the  gauze,  when  it  will  pass  through 
and  run  out  below,  without,  however,  affecting  the  quantity  of  liquid  within ; 
but  by  giving  the  handle  a slight  jerk,  the  film  of  liquid  which  supported  the 
pressure  of  the  atmosphere  will  be  broken,  and  the  water  will  then  immediately 
escape. 

(54)  Influence  of  Surface  on  Adhesion. — Since  adhesion  takes 
place  solely  between  the  surface  of  bodies,  it  is  evident  that  any 
circumstance  which  increases  the  extent  of  that  surface  must 
materially  facilitate  the  exertion  of  this  force.  Minute  subdivision, 
by  thus  increasing  the  extent  of  surface,  greatly  exalts  the  effect 
of  adhesion : — for  example,  a cube  of  1 centimetre  in  the  side 
exposes  a surface  of  6 square  centimetres ; i.e.,  there  is  a square 
centimetre  upon  each  of  its  6 faces  ; if  this  cube  be  subdivided 
into  a number  of  smaller  cubes,  each  of  which  is  only  — J-q  of  a 
centimetre  in  the  side,  it  would  furnish  1,000,000  of  these  minute 
cubes.  Now  as  each  little  cube  has  6 sides,  the  surface  which 
it  will  expose  is  0 g 0 0 of  a square  centimetre,  or  10000  of  them 
will  expose  6 square  centimetres ; that  is,  as  much  surface  as  a 
solid  cube  of  a centimetre  in  the  side : the  1 ,000,000  cubes  will 
consequently  expose  100  times  as  great  a surface,  or  600  square 
centimetres.  The  force  of  adhesion,  therefore,  by  such  a sub- 
division, should  be  increased  somewhat  in  this  proportion. 

The  influence  of  this  kind  of  subdivision  in  exalting  the  effect 
of  adhesion  is  strikingly  exhibited  in  the  case  of  charcoal.  The 
structure  of  the  wood  from  which  the  charcoal  is  procured  is 
cellular : when  heated  in  vessels  from  which  air  is  excluded,  the 
volatile  constituents  of  the  wood  are  expelled ; and  the  charcoal, 
which  does  not  fuse,  remains  behind  in  a very  porous  condition, 
retaining  the  form  of  the  wood  which  furnished  it.  Mitscherlich 
has  calculated  that  the  cells  of  which  a cubic  inch  of  box-wood 
is  formed  expose  a surface  of  not  less  than  73  square  feet. 

Adhesion  occurs  between  charcoal  and  other  bodies  with 
degrees  of  force  that  vary  very  much.  For  many  colouring  matters 
of  vegetable  and  animal  origin  this  adhesion  is  extremely  energetic ; 
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so  that  if  these  bodies  be  dissolved  in  any  liquid  and  agitated  with 
charcoal,  nearly  the  whole  of  the  colouring  matter  will  be  retained 
by  the  charcoal;  and  on  separating  the  latter  by  filtration,  the 
liquid  will  run  through  colourless.  Ordinary  vinegar  and  port- 
wine  may  thus  be  obtained  in  a colourless  condition.  Advantage 
is  taken  of  this  fact  in  the  refining  of  sugar,  in  which  process  the 
syrups  are  deprived  of  colour  by  filtration  through  a column  of 
charcoal  30  or  40  feet  (13  metres  or  more)  in  thickness.  The 
species  of  charcoal  which  is  most  extensively  employed  for 
this  purpose  is  that  obtained  by  burning  bones  in  closed  vessels  ; 
and  it  is  hence  termed  bone  black,  or  ivory  black,  or  frequently 
animal  charcoal.  The  charcoal  is  in  this  case  in  a state  of  extreme 
subdivision ; it  does  not  constitute  above  a tenth  or  a twelfth  of 
the  weight  of  the  mass ; the  remainder  consists  of  earthy  matters, 
chiefly  calcic  phosphate  and  carbonate.  When  bone  black  has 
been  used  for  filtering  liquids,  and  has  ceased  to  take  up  any 
more  colouring  matter,  it  is  thrown  aside  and  allowed  to  ferment : 
if  then  it  be  well  washed,  and  re-burned,  it  may  be  used  again 
with  nearly  equal  effect.  Other  animal  matters,  especially  dried 
blood,  furnish,  when  calcined  and  well  washed,  a charcoal  which 
is  still  more  efficacious.  The  addition  of  potassic  carbonate  to 
the  mass  before  calcination,  still  further  increases  the  decolorizing 
power. 

Many  other  matters  besides  those  possessed  of  colouring  pro- 
perties have  likewise  this  peculiarity  of  adhering  strongly  to  char- 
coal. Graham  has  shown  that  metallic  oxides  in  solution  in 
potash  or  ammonia,  arsenious  acid  in  water,  and  bodies  generally 
of  feeble  solubility,  possess  this  property;  a variety  of  vegetable 
matters,  and  especially  the  bitter  principles,  are  thus  affected. 
If  porter  be  agitated  with  charcoal  and  filtered,  it  will  not  only 
be  deprived  of  colour,  but  also  of  much  of  its  bitterness.  It  was 
formerly  the  practice,  after  the  active  principles  of  medicinal 
plants  had  been  separated  from  the  woody  fibre  and  most  of  the 
extraneous  matters  with  which  they  are  associated,  to  free  them 
from  the  colouring  matters  with  which  they  were  contaminated, 
by  digestion  with  animal  charcoal;  so  large  a proportion  of  the 
active  principles  themselves,  however,  was  found  to  be  retained 
by  the  charcoal,  that  the  plan  was  abandoned.  In  consequence 
of  this  property,  animal  charcoal  has  been  administered  with  good 
effect  in  some  instances  of  poisoning  with  vegetable  matters : in 
such  cases  it  can  never  be  unsafe,  and  may  often  be  of  great 
value.  I have  found  that  very  dilute  aqueous  solutions  of  salts 
of  lead  arc  decomposed  by  filtration  through  a column  of  animal 
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charcoal : plumbic  nitrate,  acetate,  and  chloride  each  part  with  their 
metallic  base,  which  is  retained  by  the  charcoal,  probably  as  a 
basic  salt ; whilst  free  nitric,  acetic,  or  hydrochloric  acid  is 
found  in  the  filtered  liquid. 

Many  finely-divided  substances  besides  charcoal,  such  as 
hydrated  ferric  oxide,  hydrated  alumina,  hydrated  antimonious 
sulphide,  hydrated  bone  phosphate  (tricalcic  diphosphate,  Ca3P308), 
as  well  as  plumbic  iodide  and  sulphide  when  freshly  precipitated, 
also  exert  powerful  decolorizing  actions.  The  decolorizing  power 
varies  for  each  substance  with  the  nature  of  the  colouring  prin- 
ciple : thus  tincture  of  litmus  yields  its  colouring  matter  more 
readily  to  calcic  phosphate,  and  to  hydrated  ferric  oxide,  than  it 
does  to  animal  charcoal  freed  from  bone  phosphate  by  the  action 
of  acids.  On  the  other  hand,  the  coloiu’ing  matter  of  red  wine 
and  of  molasses  is  more  readily  absorbed  by  animal  charcoal  than 
it  is  by  hydrated  calcic  phosphate,  or  ferric  oxide.  (Filhol,  Ann.  de 
Chimie,  III.  xxxv.  208.) 

(55)  Solution. — Adhesion  is  frequently  manifested  between 
solids  and  liquids  with  sufficient  force  to  overcome  the  power  of 
cohesion,  and  the  substance  is  then  said  to  become  dissolved,  or  to 
undergo  solution.  In  this  manner  sugar  or  salt  is  dissolved  by 
water,  camphor  or  rosin  by  spirit  of  -wine,  lead  or  silver  by  mer- 
cury. Anything  that  weakens  the  force  of  cohesion  in  the  solid 
favours  solution.  For  instance,  if  the  substance  be  powdered,  it 
becomes  dissolved  more  quickly,  both  from  the  larger  extent  of 
surface  which  it  exposes,  and  from  the  partial  destruction  of 
cohesion.  In  the  same  way,  heat,  by  increasing  the  distance 
between  the  particles  of  the  solid,  lessens  its  cohesion,  and  pro- 
bably thus  contributes  so  powerfully  to  assist  in  producing  solution. 
If  a solid  body  be  introduced  in  successive  portions  into  a quantity 
of  a liquid  capable  of  dissolving  it,  the  first  portions  disappear 
rapidly,  and  as  each  succeeding  quantity  is  added,  it  is  dissolved 
more  slowly,  until  at  length  a point  is  reached  at  which  it  is  no 
longer  dissolved.  When  this  occurs,  the  force  of  cohesion  balances 
that  of  adhesion,  and  the  liquid  is  said  to  be  saturated.  It  is 
important  to  remark,  that  in  cases  of  simple  solution,  the  pro- 
perties both  of  the  solid  and  of  the  liquid  are  retained.  Syrup, 
for  instance,  retains  the  sweetness  of  the  sugar  and  the  liquid 
form  of  water.  So,  when  camphor  is  dissolved  in  spirit  of  wine, 
the  resulting  tincture  partakes  of  the  properties  of  both,  having 
the  smell  and  taste  both  of  camphor  and  of  spirit.  Solution  is, 
in  this  respect,  distinguished  broadly  from  those  cases  in  which  a 
solid  disappears  under  the  influence  of  a liquid  owing  to  the 
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exertion  of  a chemical  force  between  the  particles  of  the  two  bodies ; 
as  when  copper  is  dissolved  by  nitric  acid,  or  iron  by  sulphuric 
acid.  Solution  usually  occurs  more  readily  when  the  solvent 
and  the  body  dissolved  present  some  general  resemblance  in  pro- 
perties : for  example,  mercury  dissolves  many  of  the  metals, 
alcohol  dissolves  resins,  oils  dissolve  fatty  bodies  and  each  other. 
Merc  solution  is  attended  by  depression  of  temperature,  but  where 
the  formation  of  a hydrate  (or  definite  chemical  compound  with 
water)  occurs,  elevation  of  temperature  is  produced,  a circum- 
stance which,  as  Graham  remarks,  indicates  an  essential  difference 
between  solution  and  chemical  combination.  In  cases  of  che- 
mical action,  on  the  other  hand,  that  action  is  most  energetic 
between  bodies  the  properties  of  which  are  most  widely  different ; 
the  metals,  for  example,  are  dissolved  by  acids,  oils  by  the 
alkalies,  and  silica,  if  melted  with  potash  or  soda,  becomes  soluble 
in  water.  The  extent  to  which  different  solids  are  dissolved  by 
the  same  liquid  varies  almost  indefinitely.  In  water,  baric 
sulphate  is  almost  absolutely  insoluble ; calcic  sulphate  or  gypsum 
is  soluble  in  the  proportion  of  about  i part  in  700  of  water ; 
potassic  sulphate  in  about  1 part  in  16;  while  magnesic  sulphate 
may  be  dissolved  to  the  extent  of  1 parts  of  the  crystals  in  3 of 
water.  It  should  be  observed  that  water,  after  it  has  been 
saturated  with  one  salt,  will  still  continue  freely  to  dissolve  others. 

Many  substances  in  which  the  cohesion  amongst  their  particles 
is  weak  are  extensively  soluble  in  water,  though  they  have  but 
little  adhesion  to  it.  Such  substances  will  often  be  displaced  by 
adding  a solution  of  another  body  which  adheres  more  strongly  to 
water.  Prussian  blue,  for  example,  is  dissolved  by  distilled  water 
which  has  been  acidulated  with  oxalic  acid ; but  it  is  precipitated 
by  adding  a solution  of  common  salt,  or  of  sodic  sulphate,  and 
the  blue  compound  subsides  on  standing,  leaving  a clear  colourless 
liquid  above  it. 

Although  in  the  majority  of  instances  the  solubility  of  a sub- 
stance is  increased  by  heat,  it  is  not  uniformly  so.  Lime  and 
several  of  its  salts  offer  remarkable  exceptions.  Water  just  above 
the  freezing  point  dissolves  nearly  twice  as  much  lime  as  it  docs 
when  boiling ; so  that  if  water,  saturated  with  lime  in  the  cold,  be 
heated,  it  becomes  milky,  and  recovers  its  transparency  as  it  cools. 
Calcic  sulphate  is  also  slightly  more  soluble  in  water  at  about 
ioo°  F.  (38°  C.)  than  it  is  in  boiling  water.  A compound  of  lime 
and  sugar,  very  soluble  in  cold  water,  is  separated  from  the  solution 
almost  completely,  if  heated  to  boiling.  13ut  the  most  remarkable 
case  of  the  kind  occurs  in  sodic  sulphate : this  salt  (the  Glauber’s 
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salt  of  commerce)  when  crystallized  requires  about  io  times  its 
weight  of  ice-cold  water  for  solution,  and  its  solubility  increases 
rapidly  as  the  temperature  rises,  until  it  reaches  330  C.  (9i°‘4  F.) : 
from  this  point  until  the  solution  boils,  the  solubility,  decreases ; so 
that  when  a portion  of  the  liquid  saturated  at  330  is  heated  more 
strongly  without  allowing  the  water  to  evaporate,  hard  gritty 
crystals  are  deposited,  and  the  liquid  when  it  boils  retains  only 
about  four-fifths  of  the  quantity  which  was  dissolved  at  330.  Sodic 
seleniate  exhibits  the  same  peculiarity ; so  also  does  ferrous  sul- 
phate, although  in  a less  degree.  These  anomalous  results  may 
be  partly  explained  by  the  consideration,  that  heat  diminishes  the 
force  of  adhesion  as  well  as  that  of  cohesion  : generally  speaking, 
cohesion  is  the  more  rapidly  diminished  of  the  two,  although  not 
uniformly  so ; and  in  the  cases  of  which  we  are  now  speaking,  it 
would  appear  that  the  adhesion  to  water  decreases  in  a greater 
ratio  than  the  cohesion  of  the  saline  particles.  An  important  ob- 
servation in  relation  to  this  subject  has  been  made  upon  the  com- 
position of  the  salts  just  mentioned,  which  have  been  found  to 
undergo  a change  at  a temperature  below  that  of  boiling  water : 
at  the  temperature  of  the  air,  these  salts  contain  a certain  quan- 
tity of  water,  known  as  water  of  crystallization  : but  this  water  is 
either  wholly  or  partially  expelled  from  the  crystals  at  a boiling 
heat.  The  hard  crystals  of  sodic  sulphate  which  are  deposited 
during  the  heating  of  the  saturated  solution  contain  no  water. 
The  supersaturation  of  saline  solutions  has  been  made  the  subject 
of  an  elaborate  series  of  researches  by  Lowel,  as  well  as  by  Gernez 
and  Jeannel.  In  the  course  of  these  inquiries,  it  appeared  that  in 
many  instances  a salt  which  ordinarily  crystallizes  with  a large  pro- 
portion of  water  may  be  obtained  in  two  or  more  different  crystal- 
line forms,  in  each  of  which  it  is  generally  united  with  a different 
quantity  of  water  of  crystallization.  Sodic  sulphate,  for  example, 
may  be  obtained  in  three  different  forms — viz.,  i,  the  anhydrous 
salt  (Na2S04) ; 2,  a hydrate  with  7 PI20 ; and  3,  a hydrate  with 
10  11,0.  Each  of  these  varieties  has  its  specific  solubility,  which 
differs  from  the  solubility  of  the  other  varieties  of  the  same  salt. 
It  is,  therefore,  possible  to  have  two  or  more  solutions  of  the 
same  salt  at  the  same  temperature,  each  of  which  shall  be  satu- 
rated, and  yet  each  of  which  shall  contain,  in  equal  weights, 
different  quantities  of  the  salt,  when  reduced  to  its  anhydrous 
condition — the  variation  depending  upon  differences  in  the  mole- 
cular constitution  of  the  salt.  Sodic  carbonate  (Na2CO;j),  besides 
its  ordinary  form  with  10  11,0,  crystallizes  in  two  different  forms, 
each  of  which,  singular  to  say,  contains  7 11,0 ; but  the  solu- 
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bility  of  these  two  varieties  is  different ; and  a similar  observation 
lias  been  made  in  the  case  of  magnesic,  zincic,  ferrous,  and 
cupric  sulphates,  and  a few  other  salts.  Salts  which  do  not  yield 
hydrated  crystals  never  furnish  supersaturated  solutions.* 


Diffusion  of  Liquids. 

(56)  Adhesion  between  Liquids. — In  the  majority  of  instances 
adhesion  between  dissimilar  liquids  is  very  perfect ; and,  from  the 
complete  mobility  of  the  particles,  the  two  liquids  become  perfectly 
incorporated.  A drop  of  alcohol  or  of  oil  of  vitriol  may  be  per- 
fectly mixed  with  a quart  or  any  other  quantity  of  water;  or  a 
drop  of  water  with  a quart  of  alcohol  or  of  oil  of  vitriol.  There 
are  instances,  however,  in  which  this  perfect  solution  does  not 
take  place : the  cohesion  of  the  particles  of  the  two  liquids  may, 
at  a certain  point,  balance  their  adhesion  for  each  other,  and 
they  will  become  mutually  saturated.  For  this  reason,  when 
ether  is  mixed  with  water  by  agitation,  the  greater  part  will  sepa- 
rate on  allowing  the  mixture  to  repose : the  ether  will  have  dis- 
solved an  eighth  or  a tenth  of  its  bulk  of  water,  and  the  water 
will  have  taken  up  about  an  equal  proportion  of  ether.  In  a 
similar  way  the  essential  oils  are  soluble  only  to  a very  small 
extent  in  water ; oil  of  peppermint,  for  instance,  if  agitated  with 
water,  and  then  left  to  rest,  will,  for  the  most  part,  separate, 
although  a sufficient  quantity  -null  have  been  dissolved  to  commu- 
nicate the  flavour  and  odour  of  the  essence  to  the  water.  In 
other  instances,  the  separation  of  the  two  liquids,  as  when  oil  and 
water  are  mingled,  appears  to  be  complete. 

When  chloroform  is  dropped  into  distilled  water  it  sinks  gradually,  and  the 
drops  preserve  their  rounded  outline : but  if  a drop  or  two  of  an  alkaline  solu- 
tion he  added,  the  surface  of  the  chloroform  becomes  flattened ; and  it  resumes 
its  rounded  character  on  again  adding  a few  drops  of  an  acid.  This  experiment 
shows  what  slight  circumstances  may  modify  the  cohesive  powers  of  a liquid, 
and  its  degree  of  adhesion  to  others ; the  adhesion  of  water  to  chloroform  being 


* Gernez  enumerates  about  24  other  salts  in  addition  to  those  mentioned 
above,  as  being  able  to  furnish  supersaturated  solutions.  Among  these  he 
includes  potash  and  ammonia  alum,  and  several  double  sulphates,  sodic  and 
ammonic  phosphates  : ammonic,  strontic,  and  uranic  nitrates ; sodic,  zincic,  and 
plumbic  acetates ; potassic  arseniate,  ammonic  oxalate,  as  well  as  sodic  borate, 
hyposulphite  and  citrate ; together  with  citric  and  tartaric  acids. 

Such  supersaturated  solutions  crystallize  at  once  on  the  addition  of  a crystal 
of  the  salt  itself,  and  often  by  contact  with  a glass  or  metallic  rod,  possibly 
owing  to  the  action  of  the  film  of  air  which  adheres  to  their  surface.  By  a 
sufficient  reduction  of  temperature,  all  these  supersaturated  solutions  crystallize, 
some  requiring  a much  lower  temperature  than  others. 
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increased  by  the  addition  of  an  alkali,  and  being  again  diminished  by  neutralizing 
the  alkali. 

Cohesion  Figures. — A curious  illustration  of  the  struggle  between  the 
forces  of  cohesion  and  adhesion  is  exhibited  in  the  phenomena  of  cohesion  figures, 
to  which  attention  has  been  drawn  by  Tomlinson.  (Phil.  Mag.  Oct.  1861,  p. 
249,  and  March,  1862,  p.  186.)  These  phenomena  may  be  best  examined  by 
allowing  a drop  of  some  liquid  sparingly  soluble  in  water,  such  as  kreasote,  or 
one  of  the  essential  oils,  to  be  deposited  gently  upon  the  surface  of  clean  water 
in  a wide  glass  vessel  perfectly  free  from  grease  :*  the  adhesion  of  the  drop  to  the 
surface  of  the  water  will  cause  it  to  spread  out  into  a film,  but  the  cohesion  of  the 
particles  composing  the  drop  immediately  produces  a reaction ; if  oil  of  lavender 
be  used,  the  film  opens  in  a number  of  places,  producing  a worm-eaten  pattern, 
resembling  that  shown  in  fig.  2 6.  The  arms  of  this  figure  tend  to  gather 

themselves  up  into  separate  smaller  drops,  the  adhesion  of  the  water  spreads 
them  out  again,  then  the  cohesion  of  the  oil  reacts  against  this,  and  soon  pre- 
vails ; the  consequence  being  the  speedy  formation  of  the  original  drop  into  a 
number  of  discs,  with  sharp,  well-defined  outlines  and  convex  surfaces.  This 
action  is  often  so  rapid  that  it  requires  a quick  eye  to  follow  all  the  changes. 

Now  it  appears  that  every  liquid  has  its  own  peculiar  figure,  by  which  it, 
indeed,  may  often  be  easily  distinguished  from  other  liquids.  These  figures  are 


Fig.  27. 


usually  more  or  less  permanent,  according  as  the  liquid  under  trial  is  'less  or 
more  soluble  in  water.  The  more  soluble  the  liquid,  the  more  quickly  does  the 
figure  disappear.  The  figure  of  kreasote  will  last  for  five  minutes ; that  of  ether, 
or  of  alcohol,  but  for  the  fraction  of  a second.  These  figures  are  often  extremely 
beautiful;  they  are  usually  altered  when  two  liquids  are  mingled  with  each 


* The  best  way  to  secure  this  is  to  rinse  out  a glass,  to  ordinary  appearance 
clean,  with  a few  drops  of  oil  of  vitriol,  or  with  a strong  solution  of  caustic 
potash,  which  must  be  allowed  to  flow  over  the  entire  surface,  then  to  wash  the 
glass  out  with  abundance  of  clean  water,  not  touching  the  inside  either  with  the 
fingers  or  a cloth. 
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other ; and,  in  many  cases,  a practised  eye  can,  by  the  form  of  the  figure  pro- 
duced, detect  with  certainty  the  nature  of  the  substance  which  lias  been  added  to 
the  original  liquid.  Indeed,  it  appears  to  be  very  probable  that  this  fact  may 
be  extensively  useful,  as  affording  a rapid  means  of  judging  approximative^  of 
the  purity  of  such  bodies  as  the  essential  oils,  many  of  which  are  often  largely 
adulterated  with  the  fixed  oils,  or  still  more  often  with  oil  of  turpentine.  Fig.  27 


shows  the  appearance  exhibited  by  kreasote  ; fig-  28,  of  pure  ether;  fig.  29,  of 
alcohol.  Indeed,  the  films  of  fixed  oils  also  have  characters  perfectly  distin- 
guishable. Sperm,  fig.  30,  and  colza,  fig.  31,  each  have  their  own  cohesion 
figures ; and  Tomlinson  considers  that  it  would  be  easy  for  any  one  to  detect  a 
mixture  of  the  two  by  the  appearance  of  the  film  produced  by  a drop  of  such  a 
mixture,  the  result  being  such  as  is  shown  in  fig.  32. 


Fig.  31. 


Fig-  33-  (58)  Diffusion  of  Liquids. — If  two  liquids  sus- 

ceptible of  permanent  admixture  with  each  other, 
but  of  different  densities,  be  placed  in  the  same 
vessel,  they  will  gradually  become  intermixed  : — 
if,  for  instance,  a tall  jar  be  filled  with  the  blue  in- 
fusion of  litmus  for  about  two-thirds  of  its  capa- 
city, and  by  means  of  a long  funnel,  as  shown  in 
fig.  33,  a quantity  of  oil  of  vitriol  be  cautiously 
poured  in,  so  as  to  occupy  the  lower  portion  of 
the  jar,  it  will  be  found,  after  the  lapse  of  two  or 
three  days,  that  the  acid  has  become  diffused 
through  the  liquid,  which  will  consequently  have 
assumed  a red  colour  throughout.  If  watched  at 

intervals,  the  progress  of  the  mixture  may  be 
traced  by  the  gradual  change  of  colour  from  below  upwards. 
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Graham  in  his  researches  upon  this  subject  employed  a very 
simple  apparatus  (fig.  34) , for  measuring  the  rate  at  which  the 
diffusion  takes  place.  His  experiments  were  JFig.  34. 
performed  principally  upon  solutions  of  saline 
bodies,  which  were  allowed  to  diffuse  into 
water.  A number  of  small  phials  of  equal 
capacity  (about  nq0-0-  or  4 oz.  each),  were 
prepared,  with  the  necks  ground  to  a uniform 
aperture  of  3i‘5mm‘  or  1^24  inches  in  dia- 
meter ; into  these  phials  the  solutions  for  ex- 
periment were  poured,  to  within  13™“-  or 
half  an  inch  of  the  top  ; the  phials  were  then 
filled  up  with  pure  water.  Thus  charged,  each 
phial  was  closed  by  a glass  plate,  and  placed  in  a cylindrical  vessel 
containing  about  20  oz.  (o ‘367  litre)  of  distilled  water,  the  mouth 
of  the  solution  phial  being  at  least  25mm‘  below  the  surface  of 
the  water  in  the  exterior  vessel.  The  glass  plate  was  then  cau- 
tiously removed.  The  apparatus  was  afterwards  set  aside  in  an 
undisturbed  place,  and  maintained  at  a steady  temperature  for 
several  days.  After  a sufficient  lapse  of  time,  the  mouth  of  the 
solution  phial  was  again  closed  with  a plate-  of  glass,  and  the 
vessel  withdrawn  from  the  larger  jar.  The  water  in  the  outer 
jar  was  evaporated,  and  the  salt  that  had  passed  into  it  was  easily 
determined  by  weight.  (Phil.  Trans.  1850,  pp.  1 and  805.)  This 
plan  of  procedure  is  distinguished  by  the  term  phial- diffusion. 


In  his  more  recent  experiments  Graham  adopted  the  method  of  jar-diffu- 
sion : — In  these  a cylindrical  jar  of  about  13  centimetres  in  height  and  10  centi- 
metres in  width  was  employed ; o'/  litre  of  distilled  water  was  placed  in  the  jar, 
and  then  by  means  of  a pipette  terminating  in  a very  fine  capillary  tube,  o'i  litre 
of  the  solution  for  diffusion  was  added  slowly,  so  as  to  form  a stratum  at  the 
bottom  of  the  jar.  The  jar  was  then  set  aside  for  some  days  in  an  apartment 
maintained  at  a constant  temperature.  At  the  end  of  the  time  the  rate  of  dif- 
fusion was  ascertained  by  drawing  off  successive  layers  of  the  liquid  in  the  jar  by 
means  of  a fine  syphon.  The  open  end  of  the  short  limb  of  the  syphon  was  kept 
in  contact  with  the  surface  of  the  fluid,  and  successive  measures  of  50  cub.  centim. 
(or  -jL  of  the  whole  contents  of  the  jar)  were  drawn  off  into  separate  vessels  and 
evaporated  or  analysed.  In  this  way  the  amount  of  diffusion  into  each  successive 
layer  of  liquid  was  ascertained. 

(59)  Laws  of  Diffusion  of  Liquids. — From  experiments  con- 
ducted upon  this  principle  several  important  conclusions  have 
been  deduced : — 

i.  It  is  found  that  by  employing  solutions  of  the  same  sub- 
stance, but  of  different  degrees  of  strength,  the  quantities  of  the 
substance  diffused  in  equal  times  ar e,  cceteris  paribus,  proportioned 
to  the  quantity  in  the  solution.  For  example,  four  different  solu- 

1 G 


82 


DIFFUSION  OF  LIQUIDS. 


tions  of  common  salt,  in  water,  were  prepared,  containing  respec- 
tively, i,  2,  3,  and  4 parts  of  salt  to  100  parts  of  Mater.  In 
eight  days’  time  the  quantities  diffused  were,  in  the  first  solution, 
278  grains ; in  the  second,  5-54  grains,  or  just  double  the  amount ; 
in  the  third,  8*37  grains,  or  three  times  the  quantity;  and  in  the 
fourth,  1 i'ii  grains,  or  almost  exactly  four  times  the  amount 
diffused  from  the  first  solution. 

ii.  No  direct  relation  is  observable  between  the  specific  gravity 
of  a solution  and  its  diffusibility,  but  the  quantities  of  the  sub- 
stance diffused  from  solutions  containing  equal  weights  of  different 
bodies  vary  with  the  nature  of  the  substance,  as  will  be  seen  by 
reference  to  the  following  table.  The  solutions  in  each  case  con- 
tained 20  parts  of  the  solid,  dissolved  in  100  parts  of  water,  and 
were  exposed  for  eight  days  at  a temperature  of  160  C. 


Diffusibility  of  Solids  in  Solution. 


Substances  used. 

Sp.  gr.  of  solution  IVeight  in  grains 
at  160  C.  or  6o° F.j  diffused. 

Sodic  Chloride 

IU265 

58-68 

Magnesic  Sulphate 

1-185 

2742 

Sodic  Nitrate 

1-I20 

5r56 

Sulphuric  Acid  

rio8 

69-32 

Sugar  Candy 

1*070 

2674 

Barley  Sugar 

ro66 

26-21 

Starch  Sugar 

ro6i 

26-94 

Treacle  (of  Cane  Sugar) 

1-069 

32‘55 

Gum  Arabic  

ro6o 

i3'24 

Albumin 

ro53 

3-08 

The  extreme  slowness  with  which  albumin  becomes  diffused  is 
remarkable  ; and  is  no  doubt  connected  with  its  functions  in  the 
animal  system,  where  it  is  present  so  abundantly  in  the  serum  of 
the  blood  and  in  other  important  liquids. 

On  comparing  together  the  times  in  which  different  sub- 
stances are  diffused  in  equal  quantities,  some  remarkable  nume- 
rical relations  were  discovered,  and  a close  parallelism  was 
observed  to  hold  between  the  phenomena  of  liquid  diffusion  and 
those  which  accompany  the  diffusion  of  gases  (67). 

It  has  been  found  that  saline  substances  may  be  arranged 
in  groups,  the  members  of  each  group  being  equi-diffusive,  and 
the  rates  of  diffusion  in  each  group  being  connected  with  the 
rate  of  diffusion  of  the  other  groups  by  a simple  numerical 
relation.  Equi-diffusive  groups  coincide  in  many  cases  with  iso- 
morphous  groups,  but  are  often  more  comprehensive.  The  rela- 
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tions  of  the  most  important  of  these  equi-diffusive  groups  may 
be  pointed  out,  as  follows': — 

The  first  group  contains  hydrochloric,  hydriodic,  and  hydro- 
bromic  acids ; perhaps  also  nitric  acid.  These  acids  are  the 
most  diffusible  substances  known.  The  second  group  contains 
potfissic  hydrate,  and  probably  ammonia.  The  third  group, 
nitrates  of  potassium  and  ammonium,  chloride,  bromide,  iodide, 
and  chlorate  of  potassium,  and  chloride  of  ammonium.  The 
fourth,  sodic  nitrate,  chloride,  bromide,  and  iodide.  The  fifth, 
potassic  sulphate,  carbonate,  and  ferrocyanide,  as  well  as  ammo- 
nium sulphate;  probably  also  the  normal  and  acid  chromate, 
acid  carbonate,  acetate  and  ferricyanide  of  potassium.  The 
sixth  group  contains  sodic  sulphate  and  carbonate ; and  the 
seventh,  magnesic  and  zincic  sulphates.  The  nitrates  of  barium, 
strontium,  and  calcium  also  form  an  equi-diffusive  group. 

On  comparing  together  the  squares  of  the  times  in  which 
equal  quantities  of  these  different  salts  are  diffused,  these  numbers 
exhibit  a very  interesting  proportion  to  each  other,  which  is 
illustrated  by  the  following  table.  In  the  first  column  of  figures 
the  relative  diffusibility  of  the  different  groups  is  given  as  com- 
pared with  the  hydrochloric  acid  group ; the  second  shows  the 
times  required  for  the  diffusion  of  equal  weights  of  the  individuals 
composing  each  group;  and  in  the  third  is  shown  the  ratio  of 
the  squares  of  those  times  of  equal  diffusion. 


Ratio  of  Liquid  Diffusion. 


Groups. 

Rate  of 
Diffusion. 

Times  of  equal 
Diffusion. 

Ratio  of 
Squares  of  times 
of  — Diffusion. 

I . Hydrochloric  Acid 

rooo 

1*000 

I 

2.  Potassic  Hydrate  

o*8oo 

1*250 

1*62 

3.  Potassic  Nitrate  

0-565 

I-770 

3’24 

4.  Sodic  Nitrate  ... 

0462 

2154 

4'75 

5.  Potassic  Sulphate  

0*400 

2-500 

6*25 

6.  Sodic  Sulphate 

0*326 

3*067 

9 

7.  Magnesic  Sulphate 

0*200 

5*000 

25 

It  has  been  observed  that  in  the  case  of  gases  (67),  the 
squares  of  the  times  required  for  the  diffusion  of  equal  volumes 
are  to  one  another  in  the  inverse  ratio  of  their  densities.  And 
hence  it  has  been  inferred  by  analogy  that  the  molecules  of  these 
salts  as  they  exist  in  solution,  possess  densities  which  are  to 
each  other  as  the  squares  of  their  times  of  equal  diffusion : that, 
for  example,  the  solution  densities  of  hydrochloric  acid,  potassic 
hydrate,  and  potassic  nitrate,  are  as  1 : 1-62  : 3‘24. 
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All  experiments  on  the  diffusion  of  liquids  proceed  with 
greater  regularity  in  dilute  solutions : as  the  liquid  approaches 
the  point  of  saturation  the  uniformity  of  action  is  interfered 
with;  by  the  tendency  to  cohesion  of  the  particles  of  the  solid. 

iii.  The  quantity  of  any  substance  diffused  from  a solution  of 
uniform  strength  increases  as  the  temperature  rises  : for  example, 
the  rate  of  diffusion  of  hydrochloric  acid  increases  as  follows  : — 


F. 

Diffusion  at  6o° 

c. 

15°‘5  • 

. . = i 

O 

O 

CO 

270  . 

• • = 1-3545 

IOO° 

38°  . 

C* 

co 

M 

II 

120° 

49°  • 

. . = 2‘  l8l2 

Graham  supposed  from  his  early  experiments  that  the  ratio  of 
diffusion  between  different  bodies,  if  compared  at  the  same  tem- 
perature, remains  constant,  whatever  the  temperature  at  which 
the  comparison  is  made ; but  subsequent  experiments  have  led 
him  to  the  conclusion,  that  the  more  highly  diffusive  the  substance, 
the  less  does  it  gain  in  diffusiveness  by  rise  of  temperature. 

iv.  It  is  found  that  if  two  substances  which  do  not  combine 
chemically,  and  which  possess  different  degrees  of  diffusiveness, 
be  mixed  in  solution,  and  be  placed  in  a diffusion  cell,  they  may 
be  partially  separated  by  the  process  of  diffusion,  the  more  diffu- 
sible one  passing  out  the  more  rapidly ; the  salt  which  is  least 
soluble  having,  however,  its  diffusiveness  somewhat  reduced  in 
proportion  to  the  other.  Upon  this  fact  Graham  observes,  * The 
mode  in  which  the  soil  of  the  earth  is  moistened  by  rain  is 
peculiarly  favourable  to  separations  by  diffusion.  The  soluble 
salts  of  the  soil  may  be  supposed  to  be  carried  down  together, 
to  a certain  depth,  by  the  first  portion  of  rain  which  falls,  while 
they  afterwards  find  an  atmosphere  of  nearly  pure  water  in  the 
moisture  which  falls  last,  and  occupies  the  surface  stratum  of  the 
soil;  diffusion  of  the  salts  upwards,  with  its  separations  and 
decompositions,  must  necessarily  ensue.  The  salts  of  potash  aud 
ammonia,  which  are  most  required  for  vegetation,  possess  the 
highest  diflusibility,  and  will  rise  first.  The  pre-eminent  diffu- 
sibility  of  the  alkaline  hydrates  may  also  be  called  into  action  in 
the  soil  by  hydrate  of  lime,  particularly  as  quicklime  is  applied 
as  a top-dressing  to  grass  lands/ 

In  some  cases  even  chemical  decomposition  may  be  effected 
by  the  process  of  liquid  diffusion.  Thus,  if  a solution  of  ordinary 
alum  (which  is  a compound  of  potassic  and  aluminic  sulphates  in 
fixed  proportions)  be  placed  so  as  to  become  diffused  into  water, 
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the  potassic  sulphate  will  pass  out  more  rapidly  in  proportion  to 
tlie  quantity  present  than  the  aluminic  sulphate. 

v.  Provided  that  the  liquids  be  dilute,  it  appears  that  one 
substance  will  become  diffused  into  water  already  containing 
another  body  in  solution,  just  as  into  pure  water ; but  the  rate  is 
materially  reduced  if  a portion  of  the  diffusing  substance  be 
already  present  in  the  liquid  atmosphere. 

In  comparing  Avith  these  the  phenomena  of  gaseous  diffusion 
(67),  it  will  be  seen  how  closely  all  these  points  coincide  in  the 
two  cases. 

(60)  Osmose. — Intimately  connected  with  the  process  of  liquid 
diffusion  are  the  changes  which  occur  when  the  two  liquids  are 
separated  by  the  intervention  of  a poi’ous  diaphragm.  The  phe- 
nomena here  are,  however,  more  complicated,  from  the  part 
exercised  upon  the  result  by  the  adhesion  of  the  two  liquids 
to  the  material  of  the  diaphragm.  The  process  of  mixture  will  go 
on  in  this  case  notwithstanding  the  direct  opposition  of  gravitation. 

The  following  experiment  exhibits  this  fact  in  a striking  pIG_  ^5. 
manner  : — Provide  a funnel,  or  a small  jar  (fig.  35),  open  at  top 
and  bottom,  and  furnished  with  a long,  narrow  stem ; over  the 
open  mouth  of  the  jar  tie  a piece  of  moistened  bladder ; fill  the 
jar  and  a portion  of  the  stem  with  spirit  of  wine  (or  with  a 
solution  of  sugar  in  water),  then  place  the  jar,  with  its  broad  end 
downwards,  in  a shallow  vessel  containing  water,  noting  the 
height  at  which  the  spirit  or  the  solution  stands  in  the  stem. 

In  the  course  of  a few  hours  the  column  of  liquid  will  be  found 
to  have  increased  in  height,  and  if  sufficient  time  be  allowed,  it 
will  have  risen  to  the  top  of  the  tube,  and  will  at  length  over- 
flow. This  phenomenon  has  been  explained  in  the  following 
manner : — 

Owing  to  its  greater  adhesion  to  water  than  to 
spirit,  the  bladder  is  easily  moistened  by  the  water 
in  contact  with  its  lower  surface,  whilst  the 
spirit  above  wets  the  bladder  with  difficulty;  the 
water  rises  into  the  bladder  by  capillary  attraction,  and  fills 
its  pores ; it  thus  reaches  the  upper  surface,  where  it  comes  into 
contact  with  the  spirit ; a true  liquid  diffusion  of  the  water 
through  the  spirit  then  commences  (owing  to  the  adhesion  be- 
tween the  two  liquids)  ; a fresh  portion  of  water  rises  from  below 
into  the  pores  of  the  bladder  to  supply  the  place  of  that  which 
has  been  removed,  and  thus  the  liquid  within  the  funnel  is  con- 
stantly increasing  in  bulk,  until  at  length,  even  in  opposition  to 
gravity,  the  liquid  overflows  ; this  flowing  in  of  the  liquid  was 
termed  by  Dutrochet,  who  first  particularly  examined  it,  endos- 
mosis  (from  iVSov,  inwards,  and  wagog,  impulse).  At  the  same 
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time  that  this  action  proceeds  from  without  inwards,  a very 
small  quantity  of  spirit  is  passing  out  by  a similar  process  into 
the  water  below,  and  this  flowing  out  of  the  vessel  is  designated 
exosmosis.  Upon  this  view  the  conditions  essential  to  the  phe- 
nomenon are  the  more  complete  adhesion  of  the  bladder  to  one 
liquid  than  to  the  other,  and  the  existence  of  a certain  degree  of 
adhesion  between  the  two  liquids.  Whenever  these  conditions 
are  realized,  no  matter  what  the  liquids  may  be,  the  liquid  which 
most  freely  wets  the  membrane  passes  out  more  rapidly  than  the 
other  passes  in.  If  a film  of  collodion,  which  is  more  easily 
wetted  by  alcohol  than  by  water,  be  substituted  for  the  bladder 
in  the  foregoing  experiment,  the  direction  of  the  osmose  will  be 
reversed,  and  the  alcohol  will  pass  into  the  water  more  rapidly 
than  the  water  into  the  alcohol. 

The  foregoing  explanation,  although  it  is  probably  true  for 
the  particular  experiment  with  alcohol  and  water,  is  however  in- 
adequate to  explain  the  phenomenon  generally,  which  is  one  of 
continual  occurrence,  and  is  of  importance,  especially  when 
viewed  in  its  physiological  bearings : the  investigations  of 
Graham  (Phil.  Trans.  1854,  p.  177)  have  also  proved  it  to 
possess  considerable  interest  in  a purely  chemical  sense. 

(61)  Conditions  of  Osmose. — The  osmometer  used  in 
Fig.  36.  these  experiments  is  represented  in  fig.  36.  It  consists  of  a 
hell-jar,  a,  of  a capacity  of  5 or  6 ounces  (from  130  to  200 
cub.  centimetres),  over  the  open  mouth  of  which  a plate  of 
perforated  zinc  is  placed,  and  over  this  is  securely  tied  a piece 
of  fresh  ox-bladder  with  the  muscular  coat  removed,  or  else 
an  artificial  membrane  formed  by  calico  soaked  in  white  of 
egg  and  dipped  into  boiling  water  to  coagulate  it ; to  the 
upper  aperture  of  the  bell-jar,  a tube,  one-tenth  of  the 
diameter  of  the  lower  opening  of  the  jar,  is  fitted.  This  tube 
is  open  at  both  ends,  and  is  graduated  into  millimetres.  A 
rise  or  fall  of  liquid  in  the  narrow  tube  amounting  to  100 
millimetres  therefore  represents  the  entrance  or  removal  of  a 
stratum  of  liquid  of  1 millimetre  in  thickness  over  the  whole 
surface  of  the  membrane.  In  using  the  instrument,  the 
membrane  is  well  macerated  in  pure  water,  and  the  saline 
solution  introduced  into  the  jar,  A,  until  it  stands  at  a fixed  mark  in  the  narrow 
tube.  The  apparatus  is  then  placed  on  a tripod  stand  in  a tall  cylindrical  jar, 
B,  and  distilled  water  poured  in  until  it  stands  exactly  at  the  level  of  the  liquid 
in  the  tube.  During  the  whole  experiment  this  level  is  carefully  maintained,  by 
the  addition  or  removal  of  water  in  the  outer  jar,  as  circumstances  require. 

The  principal  points  which  were  ascertained  by  experiments 
conducted  in  this  way  were  the  following : — 

i.  Neutral  organic  substances,  sach  as  urea,  gum  arabic,  sugar 
of  milk,  gelatin,  and  salicin,  exercise  little  or  no  osmotic  action. 

ii.  Strictly  neutral  salts,  such  as  magncsic  sulphate,  sodic 
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chloride,  and  baric  chloride,  exercise  no  peculiar  osmotic  power, 
but  appear  to  follow  nearly  the  same  rate  of  diffusion  as  that 
which  is  observed  when  no  porous  partition  is  used. 

iii.  Alkaline  solutions,  and  especially  the  solutions  of  the 
potassic  and  sodic  carbonates,  on  the  contrary,  produce  endosmosis 
to  a most  remarkable  extent.  This  effect  is  observed  even  in  so- 
lutions which  contain  not  more  than  i part  of  the  salt  to  1000  of 
water.  Indeed,  it  was  found  generally  that  these  osmotic  pheno- 
mena were  most  strongly  developed  in  dilute  solutions,  such,  for 
instance,  as  did  not  contain  more  than  i per  cent,  of  the  salt.  In 
these  experiments  a large  bulk  of  water  entered  the  osmometer, 
whilst  only  a very  small  portion  of  the  alkaline  salt  escaped  into 
the  water  of  the  outer  jar.  For  example,  in  5 hours,  when  a 
solution  of  potassic  carbonate  containing  1 part  of  the  salt  in 
1000  of  water  was  placed  in  the  osmometer,  the  liquid  in  the 
stem  of  the  instrument  rose  through  192  divisions;  and  for  each 
milligramme  of  potassic  carbonate  that  became  diffused  into  the 
outer  cylinder,  upwards  of  550  mgrms.  of  water  entered  the 
osmometer;  but  when  a solution  which  contained  1 per  cent,  of 
potassic  carbonate  was  used,  not  much  more  than  63  mgrms.  of 
water  entered  the  instrument  for  each  milligramme  of  carbonate 
that  became  diffused  into  the  outer  cylinder.  When  the  liquid 
rises  in  the  osmometer,  Graham  distinguishes  it  as  positive  osmose. 

iv.  On  the  other  hand,  dilute  acids,  and  solutions  of  acid  salts 
generally,  produce  a current  in  the  opposite  direction ; consequently 
the  column  falls  in  the  stem  of  the  osmometer.  This  effect  is 
distinguished  as  negative  osmose. 

Salts  which  admit  of  division  into  a basic  salt  and  free  acid 
exhibit  osmotic  properties  in  a high  degree.  This  is  well  seen  in 
the  case  of  aluminic  acetate,  plumbic  nitrate,  zincic  chloride,  and 
the  chromic  and  ferric  salts.  The  acid  travels  outwards  by  diffu- 
sion, and  the  inner  surface  of  the  membrane  is  left  in  a basic 
condition,  whilst  the  outer  surface  is  acid — conditions  highly 
favourable  to  rapid  positive  osmose. 

v.  In  every  instance  in  which  osmotic  action  is  observed  (ex- 
cept in  the  cases  of  alcohol  and  cane  sugar),  a chemical  action  on 
the  material  of  the  septum,  whether  it  consists  of  bladder  or  of 
earthenware,  invariably  occurs ; and  it  is  remarkable,  that  if  porous 
materials,  not  susceptible  of  decomposition  by  the  liquids,  be  made 
use  of  as  a partition,  the  osmotic  phenomena  become  insignificant: — 
for  instance,  a plug  of  gypsum,  of  washed  unbaked  clay,  of  tanned 
leather,  or  of  compressed  charcoal,  although  sufficiently  porous, 
gives  rise  to  little  or  no  osmotic  action.  To  induce  osmose  under 
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tlie  most  favourable  circumstances,  the  chemical  action  on  the 
septum  must  he  different  on  the  two  sides,  not  only  in  degree, 
hut  also  in  kind;  such  as  is  produced  by  the  presence  of  acid 
upon  one  surface,  and  of  alkali  on  the  other,  and  the  septum 
itself  must  belong  to  the  class  of  colloids  (62).  These  circum- 
stances are  especially  interesting  from  their  chemical  bearings,  as 
is  also  the  next  point,  which  is  no  doubt  connected  with  the 
influence  of  the  colloid  employed  as  the  septum. 

vi.  Two  salts,  when  mixed,  often  have  an  osmotic  action  very 
different  from  that  which  they  exercise  separately.  For  example, 
perfectly  neutral  potassic  sulphate  has  a feeble  positive  osmose, 
represented  by  a rise  of  20mm'  in  5 hours.  The  addition  of  1 
part  of  potassic  carbonate  to  10,000  of  the  solution  raised 
it  to  nearly  iooram-  in  5 hours,  whilst  an  equally  minute  trace  of 
hydrochloric  acid  stopped  the  osmose  almost  entirely.  Similar 
results  were  obtained  with  sodic  sulphate.  Sodic  chloride,  on 
the  other  hand,  exhibits  a remarkable  power  of  reducing  osmotic 
action  in  other  salts.  The  osmose  of  a solution  of  sodic  carbonate, 
containing  ToVu  of  the  carbonate,  was  reduced  from  179™™'  to 
32™“-,  by  the  addition  of  1 per  cent,  of  sodic  chloride.  From 
other  experiments,  it  appears  further  that  two  different  saline 
solutions,  one  placed  in  the  osmometer,  the  other  in  the  outer  jar, 
each  solution  holding  equal  weights  of  the  different  salts  dissolved 
in  the  same  bulk  of  water,  may  also  give  rise  to  osmotic  action, 
when  separated  by  a suitable  porous  partition. 

Liebig  has  shown  that  the  mechanical  force  of  the  osmotic 
current  maybe  measured  by  the  following  simple  means  : — Let  the 
open  extremity  of  the  shorter  limb  of  a glass  tube  bent  into  the  form 
of  a syphon  be  closed  by  a piece  of  bladder,  pour  a little  mercury 
into  the  bend  of  the  tube,  and  fill  the  shorter  limb  with  the  saline 
liquid  under  experiment ; immerse  the  bend  of  the  tube  and  the 
membrane  in  water,  leaving  the  extremity  of  the  longer  limb  open  : 
as  the  water  enters  the  tube,  the  mercury  will  be  raised  in  the  longer 
limb,  and,  when  the  column  reaches  a certain  height,  the  two  liquids 
will  intermix  without  change  of  volume.  The  length  of  the  column 
which  has  been  raised  above  the  level  of  the  surface  of  the  mer- 
cury in  the  shorter  limb  must  be  measured,  and  when  compared  with 
the  length  of  the  column  obtained  with  other  liquids  under  similar 
circumstances,  it  affords  a comparative  measure  of  the  osmotic  force 
for  each.  Osmotic  action  thus  offers  an  interesting  case  of  the 
direct  conversion  of  chemical  attraction  (on  the  septum),  into  motive 
power,  the  extent  of  which  admits  of  ready  numerical  expression. 

Osmotic  phenomena  are  constantly  going  011  both  in  plants  and 
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in  animals ; for  in  tlieir  tissues,  liquids  of  very  different  natures, 
sometimes  acid,  still  more  often  alkaline,  are  circulating  through 
vessels  necessarily  constructed  of  flexible  and  porous  materials ; and 
in  the  economy  both  of  the  vegetable  and  of  the  animal  creation 
such  actions  arc  of  the  highest  importance  to  the  due  performance 
of  the  vital  functions.  In  fact,  we  as  yet  know  not  how  intimately 
the  entire  processes  of  absorption,  nutrition,  and  secretion  are 
connected  with  the  operations  of  liquid  diffusion  and  of  endosmosis. 

(62)  Dialysis — Crystalloids  and  Colloids. — In  a subsequent 
memoir  (Phil.  Trans.  1861,  p.  183),  Graham  has  pursued  the  subject 
of  liquid  diffusion,  and  applied  the  process  to  the  purposes  of  che- 
mical analysis.  The  most  remarkable  conclusion  at  which  he 
arrives  in  this  memoir  is  that  all  bodies  are  chemically  referable 
to  one  or  other  of  two  great  classes,  which  he  distinguishes  as 
crystalloids  and  colloids.  Bodies  susceptible  of  crystallization,  or 
crystalloids,  form  a solution  generally  free  from  viscosity,  and 
they  are  always  sapid ; they  are  especially  endowed  with  the  ten- 
dency to  diffusion  through  a porous  septum : whilst  the  colloids, 
or  jelly-like  substances  (from  koWx],  glue),  such  as  gum,  starch, 
dextrin,  tannin,  gelatin,  albumin,  and  caramel,  are  characterized 
by  a remarkable  sluggishness  and  indisposition  to  diffusion  or  to 
crystallization;  when  pure,  they  are  also  tasteless  or  nearly  so. 

Magnesic  sulphate,  for  instance,  one  of  the  least  diffusible 
crystalline  bodies,  has  a diffusibility  7 times  as  great  as  that  of 
albumin,  and  14  times  as  great  as  that  of  caramel,  if  compared 
by  determining  the  relative  weights  which  are  diffused  in  equal 
times  under  similar  circumstances. 

If  we  compare  together  the  times  required  for  the  diffusion  of 
equal  weights  of  different  substances,  calling  the  time  of  hydro- 
chloric acid,  the  most  diffusible  of  known  bodies,  unity,  the  following 
table  may  be  formed  of 

Approximative  Times  of  Equal  Diffusion. 


Hydrochloric  acid 1 

Sodic  chloride 2'33 

Cane-sugar 7 

Magnesic  sulphate 7 

Albumin 49 

Caramel 98 


In  making  these  experiments,  some  insoluble  colloid,  such  as 
a sheet  of  the  paper  modified  by  sulphuric  acid,  which  is  well 
known  under  the  name  of  ‘ parchment  paper/  is  employed  as  a 
septum  through  which  the  diffusion  may  take  place.  A ready 
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dialysis  (from  chd,  asunder,  \vcnc,  separation),  or  separation  of 
crystalloid  and  colloid  bodies,  may  be  effected  in  tbe  following 
manner : — Prepare  a shallow  tray  by  stretching  a sheet  of  parch- 
ment paper  over  one  side  of  a hoop  of  gutta  percha ; place  the 
mixture  for  experiment  in  the  tray,  and  then  float  it  in  a shallow 
dish  of  pure  water,  the  bulk  of  the  water  being  from  4 to  i o times 
that  of  the  mixture.  In  the  course  of  24  or  48  hours,  the  sepa- 
ration will  have  taken  place  more  or  less  completely.  In  this  way 
a solution  of  arsenious  acid,  for  instance,  after  admixture  with 
various  articles  of  food,  readily  diffuses  out.  If  the  diffusate  be 
evaporated  down  to  a small  bulk,  the  arsenious  acid  may  be  ob- 
tained nearly  free  from  organic  matter,  and  sufficiently  pure  to 
yield  a yellow  precipitate  with  sulphuretted  hydrogen. 

The  process  of  dialysis  has  already  received  important  appli- 
cations both  in  pharmacy  and  in  the  laboratory.  In  the  exami- 
nation of  organic  mixtures  for  poisons,  it  affords  a simple  method 
of  separating  almost  all  crystalline  bodies,  such  as  the  mineral 
poisons  and  the  vegetable  alkaloids,  from  the  mass  of  organic  fluids 
without  introducing  any  extraneous  substance,  thus  leaving  the 
mixture  perfectly  fit  for  other  modes  of  examination. 

Many  colloidal  bodies  of  organic  origin,  such  as  gum,  albumin, 
or  caramel,  may  in  a similar  way  be  freed  from  saline  impurities, 
which  it  is  very  difficult,  if  not  impossible,  to  remove  by  other 
means.  Diffusion,  indeed,  takes  place  very  perfectly  from  solid 
hydrated  colloids ; this  may  be  shown  in  a striking  manner  by  the 
following  experiment : — 

Let  10  parts  of  common  salt  and  2 of  gelose,  or  Japanese  gelatin,  be 
dissolved  in  hot  water,  which  must  be  added  till  it  forms  100  parts  of  solution. 
If  this  be  poured  into  a glass  jar,  it  will  set,  on  cooling,  into  a firm  jelly ; now 
pour  upon  this  Joo  parts  of  a similar  solution  of  gelose,  but  containing  no  sodic 
chloride ; this  also  will  set  into  solid  jelly.  In  an  experiment  made  in  this  way, 
the  whole  was  left  undisturbed  for  eight  days,  and  the  result  was  compared  with 
a similar  experiment,  in  which  diffusion  of  the  salt  was  allowed  to  take  place  into 
an  upper  stratum  of  water  instead  of  one  of  gelose.  The  rate  of  diffusion  was 
found  to  be  nearly  the  same  in  the  two  cases,  but  rather  the  more  rapid  in  the 
case  of  the  solid  jelly.  This  process  may  be  watched  very  readily  by  substituting  a 
coloured  salt,  such  as  cupric  sulphate,  or  potassic  dichromate,  for  the  sodic  chloride. 

Grabam  has  suggested  tbe  following  explauation  of  tbe  process 
of  dialysis : — Tbe  water  in  tbe  colloidal  septum  is  not  directly 
available  as  a medium  for  diffusion,  being  in  a state  of  true  chemical 
combination,  feeble  though  it  be.  Soluble  crystalloids,  however, 
can  separate  water,  molecule  after  molecule,  from  the  hydrated 
colloid  constituting  the  septum ; the  crystalloid  in  this  manner 
obtains  the  liquid  medium  required  for  its  diffusion,  and  thus 
makes  its  way  through  the  gelatinous  septum. 
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Graham  indeed  supposes  that  the  coats  of  the  stomach  dialyse 
the  food  during  digestion,  absorbing  the  crystalloids  and  rejecting 
all  the  colloids,  an  action  favoured  by  the  thick  coating  of  mucus 
which  generally  lines  the  stomach.  This  suggestion  probably 
requires  some  limitation  ; otherwise  starch,  gelatin,  and  other  col- 
loids, unless  previously  converted  into  crystalloids,  would  be  wholly 
unabsorbed  after  they  have  been  swallowed.  The  process  of  dialysis, 
though  most  commonly  exhibited  in  animal  and  vegetable  textures, 
is  not  confined  to  them.  For  example,  the  cementation  of  iron,  or 
the  process  of  its  slow  carburation  during  its  conversion  into  steel, 
is  supposed  to  be  due  to  colloid  diffusion,  the  pasty  condition  to 
which  iron  is  reducible  at  a certain  elevation  of  temperature  being 
referred  by  Graham  to  its  assumption  of  the  colloidal  form. 

Colloid  bodies  do  not  necessarily  belong  to  the  organic  king- 
dom, though  they  are  most  frequently  met  with  dmongst  its  con- 
stituents ; and  owing  to  their  tendency  to  undergo  slow  but 
perpetual  molecular  change,  together  with  their  peculiar  relations 
to  water,  they  seem  to  be  especially  suited  to  form  the  plastic 
materials  required  for  building  up  the  tissues  of  the  living  organism. 

Indeed,  the  crystalloid  appears  to  be  the  static,  whilst  the  col- 
loid is  the  dynamic  condition  of  a body ; and  the  usual  tendency 
of  the  colloid  is  gradually  to  approach  the  crystalloid  form. 

The  chemistry  of  a body  in  the  colloid  condition  is  very  dif- 
ferent from  that  of  the  same  body  in  its  crystalloid  form.  Hydrated 
or  gelatinous  silicic  acid,  soluble  alumina,  a particular  soluble  form 
of  hydrated  ferric  oxide,  and  of  chromic  oxide,  are  instanced  by 
Graham  as  belonging  to  the  class  of  inorganic  colloids.  Each 
of  them,  in  this  state,  possesses  properties  quite  different  from 
those  which  it  exhibits  in  its  ordinary  or  crystalline  form.  Some 
colloids  are  soluble  in  water,  as  gelatin  and  gum  arabic ; some 
are  insoluble,  like  gum  tragacanth  : some  form  solid  compounds 
with  water,  as  for  example,  gelatin  and  tragacanth  ; whilst  others, 
like  tannic  acid,  do  not.  In  colloids  water  of  gelatinization 
appears  to  represent  in  some  measure  the  water  of  crystallization 
in  crystalloids.  Colloids,  though  often  largely  soluble,  are  held 
in  solution  by  a very  feeble  force.  Fluid  colloids  appear  always 
to  have  a gelatinous  or  pectous  condition,  and  they  easily  pass 
from  the  liquid  to  the  gelatinous  state. 

The  combining  proportion  of  colloids  is  generally  high,  although 
the  ratio  between  the  elements  of  the  substance  may  be  simple, 
and  it  seems  not  to  be  improbable  that  the  grouping  together  of 
a number  of  crystalloid  molecules  may  be  one  of  the  essential 
requisites  for  the  development  of  the  colloid  condition. 
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(63)  Flow  of  Liquids  through  Capillary  Tubes. — An  interesting  and  close 
connexion  exists  between  the  subjects  which  have  just  been  considered  and  liquid 
transpiration , or  the  flow  of  liquids  through  capillary  tubes.  The  most  exten- 
sive and  complete  set  of  experiments  hitherto  made  upon  this  branch  of  research 
is  due  to  Poiseuille.  (Ann.  de  Chimie,  III.  xxi.  7 6. ) 

Fig.  37  will  explain  the  method  of  conducting 
Fig.  37.  these  experiments : a is  a hollow  conical  metallic  vessel, 
which  can  be  attached  by  a screw  joint  to  a capacious 
receiver  of  condensed  air,  the  exact  pressure  of  which 
can  be  regulated  by  means  of  a gauge  attached  to  it ; B is 
a glass  globe,  of  about  half  a cubic  inch  (8C-C‘)  in  capa- 
city, which  contains  the  liquid  under  experiment ; it  is 
connected  with  the  metallic  vessel,  a,  by  a glass  tube 
of  narrow  bore.  A similar  tube  proceeds  from  the 
lower  part  of  the  globe,  and  to  this  is  attached  the 
capillary  tube  c,  the  diameter  and  length  of  which  are 
carefully  determined.  The  object  of  the  little  bulb,  d, 
is  merely  to  enable  the  observer  accurately  to  define 
the  termination  of  the  capillary  tube.  G is  a vessel 
which  is  filled  with  water,  provided  with  an  accurate 
thermometer,  for  observing  and  regulating  the  tem- 
perature. When  an  experiment  is  to  be  made,  the 
end  of  the  capillary,  c,  is  introduced  into  the  liquid,  and 
the  globe,  B,  is  filled  by  attaching  it  to  an  exhausting 
syringe.  When  the  liquid  has  risen  a little  above  the  line  e,  the  syringe  is 
detached,  and  the  apparatus  connected  with  the  vessel  of  condensed  air.  The 
pressure  of  this  confined  air  continues  without  appreciable  change  during  the  ex- 
periment. By  opening  a stop-cock,  the  condensed  air  exerts  its  force  upon  the 
liquid,  which  is  expelled  through  the  capillary  tube,  c,  and  the  column  descends 
in  the  tube,  e f.  By  means  of  a stop-watch,  the  time  at  which  it  reaches  the 
line,  e,  is  exactly  noted,  and  the  time  is  again  observed  when  the  globe  has 
become  emptied,  and  the  liquid  has  reached  the  lower  liney.  The  object  of  the 
conical  metallic  vessel,  a,  is  to  act  as  a trap  or  lodging  place  for  any  particles  of 
dust  that  might  be  suspended  in  the  compressed  air,  and  which,  by  obstructing 
the  capillary  tube,  would  mar  the  result. 

From  the  inquiries  of  Poiseuille,  it  appears  that  when  a tube  exceeds  a certain 
length  (which  is  greater  as  the  diameter  increases),  the  following  laws  regulate 
the  rate  of  efflux  of  the  liquid : — 1.  That  the  flow  increases  directly  as  the  pressure ; 
so  that,  with  a double  pressure,  double  the  amount  of  liquid  is  discharged  in 
equal  times.  2.  That  with  tubes  of  equal  diameter  and  under  equal  pressures, 
the  quantities  discharged  in  equal  times  are  inversely  as  the  length  of  the  tube : 
if  from  a tube  1 decimetre  in  length,  10  grammes  escape  in  five  minutes,  from  a 
similar  tube,  4 decimetres  long,  only  3 grammes  would  flow'  out  in  the  same  time. 
3.  That  in  tubes  of  equal  lengths,  but  of  different  diameters,  the  flow  is  as  the 
fourth  powers  of  the  diameters;  for  example,  if  tubes,  one  of  cq  millimetre, 
another  of  o’ 2 millimetre  in  diameter,  be  compared  together,  the  efflux  from  the 
larger  tube  would  be  1 6 times  as  great  as  from  the  smaller,  being  in  the  proportion 
of  2 4 : 41,  or  as  1 : 1 6,  although  the  diameter  of  the  tube  is  only  twice  as  great. 

To  the  chemist,  however,  the  most  interesting  part  of  these  experiments  is 
that  which  displays  the  effect  produced  by  varying  the  kind  of  body  which  is 
allowed  to  flow  through  the  capillary  tube.  The  material  of  which  the  tube  itself 
is  made  does  not  appear  to  influence  the  result ; but  the  nature  of  the  solution 
employed  exercises  the  most  marked  effect.  The  liquids  used  U'ere,  in  most 
cases,  solutions  in  water  of  various  bodies,  especially  of  salts.  In  the  majority 
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of  instances  the  flow  of  the  solution  was  slower  than  that  of  distilled  water. 
All  the  alkalies  occasioned  this  retardation.  In  a few  cases  no  sensible  effect 
was  produced.  Thus,  neither  argentic  nitrate,  corrosive  sublimate,  sodic  iodide, 
ferrous  iodide,  nitric,  hydriodic,  bromic,  nor  hydrobromic  acid  seemed  to  have  any 
influence ; whilst  the  hydrosulphuric  and  hydrocyanic  acids,  and  a few  of  the  salts 
of  potassium  and  ammonium — viz.,  the  nitrates  and  chlorides  of  potassium  and  am- 
monium, the  iodide,  bromide,  and  cyanide  of  potassium — increased  the  rapidity  of 
the  flow : but  it  is  remarkable  that  concentrated  solutions  of  potassic  iodide  above  a 
temperature  of  6o°  C.,  and  of  potassic  nitrate  above  40°  C.,  actually  flow  more 
slowly  than  distilled  water  does.  Strict  attention  to  the  temperature  at  which 
these  comparisons  are  made  is  absolutely  necessary,  for  both  with  water  and  with 
dilute  solutions  generally,  a slight  elevation  of  temperature  produces  a great  in- 
crease in  the  rapidity  of  efflux.  Water,  for  instance,  at  450  C.,  escaped  through 
the  same  tube  with  a rapidity  2 ^ times  as  great  as  it  did  at  50  C. 

Hitherto  no  connexion  has  been  traced  between  the  rate  of  efflux  of  the 
liquid  and  its  density,  capillarity,  or  fluidity.  The  capillarity  of  alcohol,  as 
well  as  its  density,  increases  in  proportion  as  it  is  diluted  with  water,  while  its 
fluidity  diminishes ; but  experiment  has  proved  that  a mixture  of  equal  parts  of 
spirit  of  wine  and  water  flows  out  with  considerably  less  than  half  the  rapidity 
of  pure  alcohol,  and  with  less  than  one-third  of  that  of  distilled  water.  The  dilu- 
tion of  alcohol,  therefore,  to  a certain  point,  retards  its  efflux,  and  beyond  that 
point  increases  it : the  minimum  rate  of  efflux  corresponds  with  that  particular 
mixture  of  alcohol  and  water,  which  is  attended  with  the  maximum  of  contrac- 
tion after  admixture  of  the  two  liquids.  The  degree  of  solubility  of  a body  in 
water  appears  to  exercise  but  a secondary  influence  on  the  phenomenon.  Poiseuille 
shows  it  to  be  highly  probable  that  the  various  solutions,  when  introduced  into 
the  blood  of  a living  animal,  provided  that  they  do  not  cause  the  serum  to 
coagulate,  produce  effects  of  acceleration  or  retardation  on  the  capillary  circula- 
tion, corresponding  with  those  which  are  observed  with  the  same  liquids  in 
capillary  tubes  of  glass.  He  has  proved  this  to  be  the  case  by  direct  experiment 
with  potassic  iodide  when  injected  into  the  veins  of  the  horse ; and  has  shown 
that  when  various  salts  are  mingled  with  serum,  and  the  liquids  are  allowed  to 
flow  out  through  small  tubes,  retardation  or  acceleration  occurs,  as  in  the  cor- 
responding cases  with  their  aqueous  solutions. 


Efflux  of  Liquids  through  Fine  Tubes. 


Temperature  S2°'i6  F.  (ii°‘2  C.) 

S3°'43  F. 
(n°  9 C.) 

53°'24  F. 
(n°-8C.) 

Distilled  Water 

575"-8 

56  5" '° 

566"-2 

Nitrate. 

Sulphate. 

Phos- 

phate. 

Araeniate. 

Car- 

bonate. 

Chloride. 

Oxalate. 

Potassium 

564" '5 

578"*9 

583"*4 

583"*3 

588"-3 

560" -8 

57 1"*1 

Ammonium  ... 

5°9'4 

582-0 

590*2 

588-0 

... 

560-9 

574*2 

Sodium 

575*9 

590*3 

588-6 

592*5 

5^9*4 

578*4 

Lead  

577*8 

Strontium 

578-8 

Calcium 

581-2 

• •• 

• •• 

• •• 

... 

57i*2 

Magnesium  ... 

583*2 

59°*5 

... 

... 

... 

574*9 

Alum  

... 

592*4 

Tartar  Emetic,  581*2 
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Distilled  water 

...  575"-8 

Arsenious  acid 

...  5786 

Phosphoric  acid 

...  582-8 

Oxalic  acid  ... 

...  582-9 

Acetic  acid  ... 

...  5%5'5 

Citric  acid 

...  586-0 

Arsenic  acid 

586"’3 

Sulphuric  acid  ... 

589-6 

Pure  serum,  Ox  ... 

1048-5 

Madeira  wine 

II34'1 

Sparkling  Sillery 

1462-8 

Jamaica  rum 

i83i*9 

The  preceding  table  contains  several  of  Poiseuille’s  results,  numerically  ex- 
pressed. The  solutions  employed  contained  i per  cent,  of  the  various  substances 
mentioned,  except  in  the  case  of  the  last  four  liquids.  They  were  exposed  to  a 
pressure  equal  to  that  of  a column  of  water  i metre  (39-37  inches)  in  height,  at 
the  temperature  of  1 1°'2  C.,  unless  otherwise  noted ; and  escaped  through  a tube 
6 4 millimetres  in  length,  and  0-24946™“'  in  diameter.  The  numbers  in  the 
table  indicate  the  time  occupied  in  seconds,  for  the  efflux  of  equal  bulks  of  the 
liquids  used — viz.,  6'6  cubic  centimetres. 

The  observation  of  Poiseuille,  that  diluted  alcohol  has  a point  of  maximum 
retardation  coincident  with  the  degree  of  dilution  at  which  the  greatest  condensa- 
tion of  the  mixed  liquids  occurs,  or  at  a point  in  which  i atom  of  alcohol  and  3 
atoms  of  water  (C„HcO,  3 H20)  are  present  in  mixture,  served  as  a starting-point 
to  Graham  for  a new  inquiry.  [Phil.  Trans.  1861,  p.  373.)  The  rate  of  tran- 
spiration he  has  proved  to  be,  in  certain  cases,  connected  with  chemical  composition. 
The  3 -atom  hydrate  of  methylic  alcohol,  although  not  distinguished  by  any  par- 
ticular degree  of  condensation  in  volume,  exhibits  a peculiarity  in  its  tran- 
spiration-rate similar  to  that  of  dilute  vinic  alcohol.  The  acids,  also,  in  many 
cases,  exhibit  a characteristic  retardation  of  transpiration  at  a particular  degree  of 
hydration. 

As  a result  of  his  inquiries,  Graham  also  concludes  that  as  far  as  his  ob- 
servations upon  different  alcohols,  ethers,  and  acids,  extend,  the  order  of  succession 
of  individual  substances  in  any  homologous  series  would  be  indicated  by  the  de- 
gree of  transpirability  of  these  substances  as  clearly  as  it  is  by  their  comparative 
volatility. 

The  following  table  contains  a resume  of  some  of  the  more  interesting  results 
obtained  by  Graham  upon  this  subject.  The  transpiration  time  of  water  at  the 
particular  temperature  employed  is,  in  all  cases,  taken  as  the  unit  of  comparison  : — 


Liquid  (undiluted). 

Transpira- 

bility. 

Degree  of 
Hydration. 

Transpira- 

bilitj. 

Water 

I ’OOOO 

Methylic  Alcohol,  CH40  

0-6300 

+ 3 Hs0 

1*8021 

Yinic  Alcohol,  C2H60  

I-I950 

+ 3 H-0 

2-7872 

Amylic  Alcohol,  C511120  

36490 

Ethyl  Formiate 

05 1 10 

Ethyl  Acetate  

°'S53° 

Ethyl  Butyrate 

0-750° 

Ethyl  Yalerate 

0*8270 

Acetic  Acid  (HCoH302)  

1-2801 

+ h2o 

2-7400 

Butyric  Acid  (IIC4H-02)  

1-5650 

+ h2o 

3-2790 

Valeric  Acid  (HC.H.fo,)  

2-155° 

+ h2o 

3's39° 

Nitric  Acid  (HN03) 

0-9899 

+ ii  H.,0 

2-1034 

Sulphuric  Acid  (II2S04)  

21-6514 

+ h2o 

23-7706 

Acetone  (C3H60)  

0-4010 

+ 6H.0 

1-6040 

In  hydrated  substances,  the  extent  to  which  transpiration  is  affected  by  the 
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annexation  of  water,  is  by  no  means  in  proportion  to  the  intensity  of  combination. 
In  sulphuric  acid,  for  instance,  the  maximum  transpiration  time  occurs  with  the 
hydrate  (H„S04,H20),  in  acetic  acid  with  the  compound  (1IC„1I30„,Ho0),  in  nitric 
acid  with  (2  HN03,  3 H20),  and  in  alcohol  with  the  hydrate  (C2H60,  3 H„0). 

(64)  Adhesion  of  Gases  to  Liquids. — The  adhesion  of  gases 
to  liquids,  although  not  quite  so  evident  as  that  of  solids  to 
liquids,  is  yet  attended  with  results  almost  equally  important. 
It  is  exemplified  in  the  pouring  of  liquids  from  one  vessel  to 
another,  by  the  bubbles  which  are  carried  down  with  the  de- 
scending stream,  and  which  rise  and  break  upon  the  surface  of 
the  liquid. 

Adhesion,  however,  produces  in  the  effects  of  solution  which 
attend  the  mutual  action  of  gases  and  liquids,  results  which  are 
far  more  general  in  their  operation.  All  gaseous  bodies  are  in  a 
greater  or  less  degree  soluble  in  water  : some,  as  hydrochloric  acid 
and  ammonia,  being  absorbed  by  it  with  extreme  rapidity,  the 
liquid  taking  up  400  or  6 00  times  its  bulk  of  the  gas ; in  other 
instances,  as  occurs  with  carbonic  anhydride,  water  takes  up  a 
volume  equal  to  its  own ; whilst  in  the  case  of  nitrogen,  oxygen, 
and  hydrogen,  it  does  not  take  up  much  more  than  from  a 
twentieth  to  a fiftieth  of  its  bulk.  As  the  elasticity  of  the  gas  is 
the  power  which  is  here  opposed  to  adhesion,  and  which  at  length 
limits  the  quantity  dissolved,  it  is  found  that  the  solubility  of 
each  gas  is  greater,  the  lower  the  temperature,  and  the  greater  the 
pressure  exerted  upon  the  surface  of  the  liquid.  Dr.  Henry  found 
that  at  any  given  temperature,  the  volume  of  any  gas  which  was  ab- 
sorbed was  uniform,  whatever  might  be  the  pressure  ; consequently 
that  the  weight  of  any  given  gas  absorbed  by  a given  volume  of 
any  liquid  at  a fixed  temperature  increased  directly  with  the 
pressure.  If  the  pressure  be  uniform,  the  quantity  of  any  given 
gas  absorbed  by  a given  liquid  is  also  uniform  for  each  tempera- 
ture ; and  the  numerical  expression  of  the  solubility  of  each  gas  in 
such  liquids  is  termed  its  coefficient  of  absorption,  or  of  solubility, 
at  the  particular  temperature  and  pressure ; the  volume  of  the  gas 
absorbed  being  in  all  cases  calculated  for  o°  C.,  under  a pressure 
of  76omm'  of  mercury.  For  instance,  1 volume  of  water,  at 
o°  C.,  and  under  a barometric  pressure  of  dissolves 

0-041 14  of  its  volume  of  oxygen  ; and  this  fraction  represents  the 
coefficient  of  absorption  of  oxygen  at  that  temperature  and 
pressure.  All  water  contains  a certain  small  proportion  of 
air  in  solution,  in  consequence  of  the  solubility  of  the  gases  of 
which  the  atmosphere  consists  ; and  if  placed  in  a vessel  under 
the  air-pump,  so  as  to  remove  the  atmospheric  pressure  from  its 
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surface,  the  dissolved  gases  rise  through  the  liquid  in  minute 
hubbies.  Small  as  is  the  quantity  of  oxygen  thus  taken  up  by 
water  from  the  atmosphere,  it  is  the  means  of  maintaining  the 
life  of  all  aquatic  plants  and  animals  ; if  the  air  he  expelled  from 
water  hy  boiling,  and  it  he  covered  with  a layer  of  oil  to  prevent 
it  from  again  absorbing  air,  fish  or  any  aquatic  animals  placed  in 
such  water  quickly  perish.  Even  the  life  of  the  superior  animals  is 
dependent  upon  the  solubility  of  oxygen  in  the  fluid  which  moistens 
the  air-tubes  of  the  lungs,  in  consequence  of  which  this  gas  is 
absorbed  into  the  mass  of  the  blood  as  it  circulates  through  the 
pulmonary  vessels. 

If  a mixture  of  two  or  more  gases  he  placed  in  contact  with 
a liquid,  a portion  of  each  gas  will  be  dissolved,  and  the  amount 
of  each  so  dissolved  will  be  proportioned  to  the  relative  volume 
of  each  gas  in  the  mixture  multiplied  into  its  coefficient  of  solu- 
bility at  the  observed  temperature  and  pressure  : — For  instance,  if 
it  be  assumed  in  round  numbers,  that  atmospheric  air  contains  one- 
fifth  of  its  hulk  of  oxygen,  and  four-fifths  of  its  hulk  of  nitrogen, 
the  amount  of  each  of  these  gases  which  water  should  absorb  from 
the  air  at  a temperature  of  150  C.  under  a pressure  of  760“™-, 
may  be  calculated  in  the  following  manner.  The  coefficient  of 
absorption  for  oxygen  at  150  C.  is  0*02989,  that  of  nitrogen  is 
0*01478  : — 

-i-  0*02989  = 0*00597  proportion  of  oxygen  dissolved. 

| 0*01478  = 0*01182  proportion  of  nitrogen  dissolved. 

0*01779  proportion  of  air  dissolved. 

The  proportion  of  nitrogen  thus  required  hy  calculation  is  rather 
less  than  double  that  of  the  oxygen,  or  66  *i  : 33*9,  a proportion 
which  agrees  almost  exactly  with  the  results  of  experiment. 

When  water  saturated  with  one  gas  is  brought  into  contact 
with  another  gas,  the  second  gas  will  gradually  expel  the  first,  and 
if  the  quantity  of  this  new  gas  he  very  large,  it  may  displace  the 
first  altogether.  Hence  it  is  impossible  to  preserve  gases  in  a 
pure  condition  over  water.  Every  gas  is  to  a certain  extent 
soluble  in  water,  and  this  solution  is  perpetually  giving  out  its 
gas  into  the  atmosphere,  and  absorbing  oxygen  and  nitrogen  from 
the  air,  so  that  these  gases  become  diffused  slowly  into  the  jar 
which  confines  the  gas  under  experiment.  A jar  of  hydrogen 
confined  over  water  in  the  pneumatic  trough  will  thus  in  a few 
days  become  contaminated  with  atmospheric  air,  although  it  may 
have  experienced  little  apparent  change  in  bulk. 
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From  the  experiments  of  Bunsen,  of  Roscoe,  and  others,  it 
appears  that  Henry's  law  is  exact  for  the  gases  of  moderate  solu- 
bility, but  the  more  soluble  gases,  such  as  ammonia,  hydrochloric 
acid,  and  sulphurous  anhydride,  except  under  moderate  pressure, 
and  at  mean  temperatures,  do  not  strictly  follow  the  law.  In 
these  instances  disturbing  causes  are  evidently  at  work.  In  the 
case  of  chlorine,  for  example,  at  low  temperatures  a definite  crys- 
talline hydrate  is  formed,  so  that  true  chemical  attraction  con- 
spires to  exalt  the  effect  of  adhesion.  In  the  solution  of  the  very 
soluble  gases  a considerable  elevation  of  temperature  occurs,  and 
a great  increase  in  the  bulk  of  the  liquid  takes  place. 

The  following  table  shows  the  solubility  of  some  of  the  prin- 
cipal gases,  both  in  water  and  in  alcohol,  with  the  barometer  at 
y6omm • (Bunsen,  Liebig’s  Annal.  xciii.  i,  and  Carius,  lb.  xciv. 
129).  All  these  gases,  with  the  exception  of  hydrochloric  acid, 
may  be  expelled  from  the  water  by  long-continued  boiling. 


Solubility  of  Gases  in  Water  and  in  Alcohol. 


Volumes  of  each  Gas  dissolved  in  1 

Volume 

Of  Water. 

Of  Alcohol. 

Gases. 

At  32°  F. 

At  59°  F. 

At  32°  F. 

At  59°  F. 

or  o°  C. 

or  1 50  C. 

or  o°  C. 

or  15°  C. 

Ammonia 

I049‘6o 

727-2 

Hydrochloric  Acid  ... 

5°5'9 

458-0 

Sulphurous  Anhydride 

68861 

43'564 

328-62 

i44'55 

Sulphuretted  Hy-  ) 
drogen ) 

4-3706 

3-2326 

17-891 

9 539 

Chlorine 

solid 

2-368 

Carbonic  Anhydride 

i'7967 

I "0020 

4'3295 

3-I993 

Nitrous  Oxide 

1 "3°52 

0-07780 

4-1780 

3-2678 

Olefiant  Gas  

02563 

O1615O 

3'595° 

2-8825 

Nitric  Oxide  

031606 

0-27478 

Marsh  Gas  

005449 

o-°39°9 

052259 

0-48280 

Carbonic  Oxide 

0-03287 

002432 

0-20443 

0*20443 

Oxygen  

004 1 14 

0-02989 

028397 

0-28397 

Nitrogen 

002035 

0-01478 

0-12634 

0-12142 

Air  

0-02471 

001795 

0-06925 

0-06725 

Hydrogen 

0-01930 

0-01930 

Other  liquids  besides  water  and  alcohol  dissolve  the  gases 
with  greater  or  less  avidity. 

(65)  Adhesion  of  Gases  to  Solids. — When  iron  filings  are 
gently  dusted  over  the  surface  of  a vessel  of  water,  a considerable 
body  of  iron  dust  may  be  accumulated  upon  the  surface,  until  at 
length  it  falls  in  large  flakes,  carrying  down  with  it  bubbles  of 
air  of  considerable  size.  The  adhesion  of  these  bubbles  caused 
the  particles  of  iron  to  float,  for  such  particles  are  nearly  eight 
times  as  heavy  as  water.  Contrasted  with  this  result  is  the  effect 

1 H 
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of  dusting  magnesia  in  fine  powder  over  the  surface  of  water  ; the 
particles,  although  not  one-third  of  the  density  of  the  iron,  imme- 
diately become  moistened  and  sink.  In  consequence  of  this  adhe- 
sion of  air  to  their  surface,  many  small  insects  are  enabled  to 
skim  lightly  over  the  surface  of  water,  which  does  not  wet  them. 
If  a slip  of  clean  platinum  be  placed  in  mercury,  it  is  found  on 
withdrawing  it  to  come  out  dry,  but  if  the  mercury  be  boiled  on 
the  platinum,  the  film  of  air  which  separated  the  two  metals  is 
expelled,  and  the  mercury  will  be  found  to  have  wetted  the  surface 
completely.  It  is  this  adhesion  of  air  to  the  surface  .of  glass 
which  renders  it  necessary,  in  making  barometers,  to  boil  the 
mercury  iu  the  tubes  after  they  have  been  filled,  in  order  com- 
pletely to  expel  the  film  of  air  with  which  the  tube  is  lined. 
But  the  most  striking  instances  of  adhesion  between  gases  and 
solids  are  exhibited  when  finely-divided  bodies  are  made  the  sub- 
ject of  experiment.  We  have  already  had  occasion  to  notice  the 
effect  of  charcoal  when  introduced  into  solutions  (54).  Its  effects 
on  gases  are  equally  remarkable.  If  a piece  of  well-burnt  box- 
wood charcoal  be  plunged  whilst  red-hot  under  mercury,  and  in- 
troduced without  exposure  to  the  air  into  a jar  of  ammonia  or  of 
hydrochloric  acid,  it  will  absorb  these  gases  with  great  rapidity, 
and  will  indeed  reduce  them  into  a bulk  less  than  that  which  they 
would  occupy  in  the  liquid  form.  A piece  of  freshly-burned 
charcoal  when  exposed  to  the  air  condenses  moisture  rapidly 
within  its  pores,  and  has  been  observed  from  this  cause  to  increase 
in  weight  nearly  one-fifth,  in  a few  days. 

Owing  to  this  property  of  charcoal,  water  saturated  with  many 
gases  may  be  freed  from  them  when  filtered  through  a body  of 
ivory  black  : sulphuretted  hydrogen  may  thus  be  removed  so 
completely,  that  it  cannot  be  detected  either  by  its  nauseous 
odour,  or  by  the  ordinary  tests.  De  Saussure  found  that  freshly- 
burned  boxwood  charcoal  absorbed  different  gases  in  very  different 
proportions,  as  will  be  seen  in  the  following  tabular  view  of  his 
results,  where  the  bulk  of  the  charcoal  used  in  each  experiment 
is  taken  as  1 : — 

Absorption  of  Gases  by  Charcoal. 


Ammonia  

Hydrochloric  Acid  ... 
Sulphurous  Atihydride 
Sulphuretted  Hydrogen 

Nitrous  Oxide  

Carbonic  Anhydride  ... 


90 

85 

65 

55 

40 

35 


Olefiant  Gas 
Carbonic  Oxide  .. 

Oxygen  

Nitrogen  

Marsh  Gas 
Hydrogen 


•••  35 
...  94 

...  92 

- 75 
...  5-0 
...  1-7 


It  will  be  seen  that  these  results  follow  an  order  almost  exactly 
the  same  as  that  of  the  solubility  of  the  gases  in  water  (64). 
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Different  kinds  of  charcoal  vary  considerably  in  this  absorbent 
power.  The  denser  the  charcoal  the  greater  is  its  absorbent 
power.  Hunter  found  that  formed  from  the  shell  of  the  cocoa- 
nut  was  the  most  powerfully  absorbent  of  any  which  he  tried,  both 
ebony  and  logwood  charcoal  being  much  inferior.  Stenhouse 
found,  on  comparing  equal  weights  of  three  different  forms  of  char- 
coal, that  the  relative  absorbent  power  of  each  was  as  follows : — 


Gas  used. 

Kind  of  Charcoal  employed. 

Wood. 

Peat. 

Animal. 

Ammonia  

98'5 

960 

43'5 

Hydrochloric  Acid  ... 

45'° 

6o-o 

Sulphuretted  Hydrogen... 

300 

28-5 

9'° 

Sulphurous  Anhydride  ... 

32‘5 

27'5 

175 

Carbonic  Anhydride 

14*0 

IO'O 

5° 

Oxygen  

o-8 

o'6 

°‘5 

In  these  experiments,  0^5  gramme  of  each  kind  of  charcoal 
was  employed,  and  the  numbers  in  the  table  indicate,  in  cubic 
centimetres,  the  quantity  of  each  gas  absorbed.  The  more  recent 
experiments  of  Hunter  and  Angus  Smith  confirm  these  results. 
This  absorbent  action  of  charcoal  renders  it  a valuable  agent  in 
the  purification  of  atmospheric  air  when  contaminated  with  offen- 
sive products  of  decay  or  putrefaction,  such  air  being,  as  Sten- 
house has  shown,  rendered  inodorous  by  simply  passing  it  over 
fragments  of  wood  charcoal,  a true  oxidation  of  many  of  these 
bodies  being  effected  in  the  pores  of  the  charcoal  (355). 

Charcoal  which  is  saturated  with  one  gas,  if  put  into  a different 
gas,  gives  up  a portion  of  that  which  it  had  first  absorbed,  and 
takes  up  in  its  place  a quantity  of  the  second.  Finely-divided 
metallic  platinum  also  condenses  in  its  pores  a large  quantity  of 
many  gases,  amounting  in  the  case  of  oxygen  to  very  many  times 
its  own  volume.  If  a jet  of  hydrogen  gas  be  allowed  to  fall  in 
the  open  air  upon  a ball  of  spongy  platinum,  or  platinum  in  a fine 
state  of  subdivision,  the  metal  becomes  incandescent ; the  oxygen 
and  hydrogen  combine  rapidly  within  the  pores  of  the  metal,  and 
the  heat  given  out  usually  sets  fire  to  the  jet  of  hydrogen  : ether 
and  alcohol  when  dropped  upon  platinum  black,  another  still  more 
finely-divided  form  of  the  metal,  produce  a similar  appearance  of 
incandescence.  This  property  of  platinum  is  turned  to  account  in 
effecting  many  important  chemical  changes. 

(66)  Desiccation  of  Gases. — It  frequently  happens  that  in  the 
course  of  his  operations,  the  chemist  requires  the  gases  which  are 
the  subjects  of  his  experiments  to  be  in  a perfectly  dry  state. 

h 2 
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Gases  are  usually  prepared  in  contact  with  water,  and  hence  become 
charged  with  a variable  quantity  of  aqueous  vapour,  and  whether 
it  be  desired  to  ascertain  their  specific  gravity,  or  to  submit  other 
bodies  to  their  chemical  influence,  it  becomes  necessary  to  remove 


formation  in  the  glass  bottle,  a,  fig.  38,  is  allowed  to  pass 
slowly  through  a long  tube,  b,  filled  with  fragments  of  fused 
potash,  or  of  calcic  chloride,  or  of  quicklime,  or  of  phosphoric  an- 
hydride, or  of  pumice-stone  moistened  with  oil  of  vitriol,  accord- 
ing to  the  nature  of  the  gas.  The  bulb,  d,  may  contain  the  sub- 
stance upon  which  the  action  of  the  gas  is  to  be  exerted,  and  the 
gas  when  it  reaches  it  will  be  in  a dry  state ; since  all  the  bodies 
just  mentioned  possess  the  property  of  adhering  strongly  to  water 
and  aqueous  vapour  ; some  of  them,  quicklime  and  phosphoric 
anhydride,  for  example,  even  enter  into  chemical  combination 
with  water,  and  if  allowed  a sufficient  length  of  time,  will  remove 
nearly  every  trace  of  moisture  from  the  gases  which  are  brought 
into  contact  with  them.  The  different  parts  of  the  apparatus  are 
connected  by  flexible  tubes  of  caoutchouc,  c,  c. 


The  process  of  intermixture  in  gases,  and  the  motions  of 
these  bodies  have  been  even  more  completely  investigated  than 
the  corresponding  processes  in  liquids.  The  movements  of  gases 
may  be  considered  under  four  heads ; viz., — 

1.  Diffusion,  or  the  intermixture  of  one  gas  with  another. 

2.  Effusion,  or  the  escape  of  a gas  through  a minute  aperture 
in  a thin  plate  into  a vacuum. 

3.  Transpiration,  or  the  passage  of  different  gases  through 
long  capillary  tubes  into  a rarefied  atmosphere. 

4.  Osmosis,  or  the  passage  of  gases  through  diaphragms. 

(67)  Diffusion  of  Gases. — In  consequence  of  the  absence  of 
cohesion  among  the  particles  of  which  gases  and  vapours  consist, 
mixture  takes  place  amongst  these  bodies  very  freely,  and  in  all 


Fig.  38. 


this  moisture  com- 
pletely. For  this 
purpose  the  pro- 
perty of  adhesion 
which  we  are 
now  considerin  g is 
turned  to  account. 
The  gas  to  be 
dried,  which  we 
will  suppose  to  be 
in  the  act  of 
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proportions.  Very  great  differences  in  density  occur  amongst 
the  gases.  Chlorine  is,  for  instance,  nearly  36  times  as  heavy  as 
hydrogen,  the  lightest  of  the  gases,  so  that  there  is  about  three 
times  as  great  a difference  between  the  relative  weights  of  these 
two  gases,  as  between  those  of  mercury  and  water.  But  the 
mingling  together  of  gaseous  bodies  of  different  densities  pro- 
duces a result  very  different  from  that  obtained  by  the  mingling 
together  of  two  liquids,  such  as  mercury  and  water ; for,  if  these 
liquids  be  mixed  by  agitation,  they  separate  the  instant  that  the 
agitation  is  discontinued.  Chlorine  and  hydrogen, on  the  other  hand, 
after  they  have  once  become  mixed,  never  separate,  however  long 
they  may  remain  at  rest.  Indeed,  if  the  gases  be  placed  in  two  dis- 
tinct vessels,  and  be  allowed  to  communicate  only  by  means  of  a 
long  tube,  the  hydrogen  or  lightest  gas  being  placed  uppermost,  as 
represented  at  h,  fig.  39,  the  heavier  chlo-  Fig.  39. 

rine  in  a will,  in  the  course  of  a few  hours, 
find  its  way  into  the  upper  jar,  as  may  be 
seen  by  its  green  colour,  whilst  the  hydro- 
gen will  pass  downwards  into  the  lower  one, 
and  ultimately  the  gases  will  be  equally  in- 
termixed throughout.  If  a sufficient  interval 
of  time  be  allowed,  tbis  equal  intermixture 
occurs  with  all  gases  and  vapours  which  do 
not  act  chemically  upon  each  other ; and 
when  once  such  a mixture  has  been  effected 
it  continues  to  be  permanent  and  uniform. 

The  rapidity  with  which  this  diffusion  occurs 
varies  with  the  specific  gravity  of  the  gases ; 
and,  contrary  to  what  a superficial  consi- 
deration might  lead  us  to  suppose,  the  more 
widely  the  two  gases  differ  in  density,  the 
more  rapid  is  the  process  of  intermixture.  If 
two  tall  narrow  jars  of  equal  diameter  be 
about  half  filled,  the  one  with  hydrogen,  the  other  with  common 
air  which  is  more  than  fourteen  times  as  heavy  as  the  hydrogen, 
so  that  the  water  in  both  shall  stand  at  the  same  level,  and  a 
small  quantity  of  ether  be  thrown  up  into  each  jar,  the  ether  will 
evaporate  in  both,  and  cause  in  each,  ultimately,  an  equal  de- 
pression ; but  the  vapour  of  the  ether  will  dilate  the  hydrogen  at 
first  much  more  rapidly  than  the  air,  for  its  vapour  will  become 
more  quickly  diffused  through  the  lighter  hydrogen.  A very 
simple  and  striking  illustration  of  the  rapidity  with  which  a light 
gas  becomes  diffused  into  a heavier  one,  is  shown  as  follows  : — 
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Take  a tube  25  or  30  centimetres,  or 
about  10  or  1 2 inches  long,  one  end  of  which 
is  closed  with  a porous  plug  of  plaster  of 
Paris,  5ram-  thick,  that  has  been  allowed  to 
become  dry,  and  fill  it  with  hydrogen  gas, 
without  wetting  the  porous  plug : this  is 
readily  effected  by  introducing  the  shorter 
limb  of  an  inverted  syphon,  s,  into  the 
jar  b,  fig.  40,  till  it  reaches  the  ‘top,  and 
then  lowering  the  jar  in  a deep  vessel  of 
water,  a;  when  the  air  has  escaped,  the 
open  limb  of  the  syphon  is  closed  with  the 
finger,  and  the  jar  raised  until  the  syphon 
can  be  conveniently  withdrawn : the  jar 
can  now  be  filled  with  hydrogen  prepared 
in  a retort  in  the  usual  manner.  If  the 
jar  after  being  filled  with  hydrogen  be 
supported  so  that  the  water  within  and  without  shall  stand  at  the  same  level, 
the  water  in  the  jar  will  immediately  begin  to  rise,  and  will  continue  to  do  so  in 
opposition  to  gravity,  until,  in  the  course  of  three  or  four  minutes,  it  will  stand 
some  inches  higher  than  the  surface  of  the  water  in  the  outer  vessel,  in  conse- 
, quence  of  the  hydrogen  passing  out  through  the  pores  of  the  stucco,  and  be- 
coming diffused  into  the  air  much  more  rapidly  than  the  air  passes  in  and 
becomes  diffused  through  the  hydrogen. 

Any  dry  porous  substance  may  be  substituted  for  the  plaster  ; 
a film  of  collodion  on  paper  gives  excellent  results,  and  unglazed 
biscuit- ware,  or  compressed  plumbago,  is  still  better. 

By  means  of  this  simple  diffusion  tube,  taking  care  to  main- 
tain the  surface  of  the  water  within  and  without  the  jar  on  the 
same  level,  as  shown  at  b,  in  order  that  the  results  may  not  be 
interfered  with  by  the  disturbing  force  of  gravity,  Graham  has 
determined  the  law  which  regulates  the  rapidity  of  gaseous  diffu- 
sion. Experiments  so  made  show  that  the  diffusiveness  or  diffu- 
sion volume  of  a gas  is  in  the  inverse  proportion  of  the  square 
root  of  its  density;  consequently  the  squares  of  the  times  of 
equal  diffusion  of  the  different  gases  are  in  the  ratio  of  their 
specific  gravities.  For  instance,  the  density  of  air  being  1,  the 
square  root  of  that  density  is  1,  and  its  diffusion  volume  is  also 
1 ; the  density  of  hydrogen  is  o-o692,  the  square  root  of  that 
density  is  o'26^2,  and  its  diffusion  volume  o-.vstt  = 379941  or 
as  actual  experiment  shows,  3 83  ; that  is  to  say,  in  an  experi- 
ment conducted  with  due  precautions,  whilst  1 measure  of  air  is 
passing  into  the  diffusion  tube,  3 '83  measures  of  hydrogen  are 
passing  out  of  it. 

In  the  case  where  different  gases  are  mixed  and  then  intro- 
duced into  the  diffusion  tube,  each  preserves  the  rate  of  diffusion 
peculiar  to  itself.  If,  for  instance,  hydrogen  and  carbonic  anhy- 
dride be  mixed  and  placed  in  the  diffusion  tube,  the  hydrogen 
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passes  out  with  much  the  greater  rapidity : a partial  mechanical 
separation  of  two  gases  differing  in  density  may  thus  be  effected.* 

A still  more  remarkable  result  may  be  obtained  by  the  use  of  an  apparatus 
like  the  following : — A porous  tube,  such  as  the  long  stem  of  a tobacco-pipe,  is 
fixed,  like  the  inner  tube  of  a Liebig’s  refrigerator,  by  means  of  perforated  corks, 
within  a glass  or  metallic  tube  a few  centimetres  less  in  length,  and  about  38°™' 
(1  i inch)  in  diameter.  A second  quill  tube  is  made  to  pass  through  one  of  the 
corks,  and  affords  the  means  of  communication  between  the  annular  space  and  the 

* In  particular  cases  advantage  may  be  taken  of  this  fact  in  the  analysis 
of  a mixture  of  different  gases.  Suppose  it  be  desired  to  ascertain  whether  a 
certain  gas  be  a mixture,  or  a single  gas — to  distinguish,  for  example,  marsh 
gas  (2  CH4)  from  a mixture  of  equal  measures  of  hydrogen,  and  hydride  of 
ethyl  (H2  + C2H6) — the  two  would  give  exactly  similar  amounts  of  carbonic 
anhydride  and  water  when  detonated  with  oxygen.  But  suppose  that,  by  endio- 
metric  analysis  of  a portion  of  the  mixture,  the  proportions  of  carbon  and 
hydrogen  have  been  determined,  if  another  portion  be  submitted  to  diffusion,  and 
the  residue  be  again  analysed,  the  proportions  of  carbon  and  hydrogen  will 
remain  unaltered  if  the  gas  consist  of  marsh  gas  only ; whereas,  if  it  be  a 
mixture,  the  proportion  of  hydrogen  will  be  diminished.  Pebal  has  ingeniously 
applied  this  method  to  the  examination  of  the  question  whether  the  vapours 
of  certain  compounds  which,  ^ 

like  hydrochlorate  of  ammonia,  ' 41' 

yield  anomalous  vapour  volumes, 
are  not  really,  as  Cannizzaro 
supposes,  mixtures  at  those  high 
temperatures,  instead  of  chemi- 
cal compounds,  and  believes  that 
he  has  succeeded  in  demonstrat- 
ing the  truth  of  this  hypo- 
thesis (Liebig’s  Annal.  cxxiii. 

1 99).  He  places  a plug  of  amian- 
thus (c,  fig.  41),  on  which  some 
fragments  of  sal-ammoniac  cl 
are  supported,  within  a tube  C, 
drawn  out  to  a eapillary  end ; this 
tube  is  supported  in  a wider  one 
D,  and  a current  of  hydrogen 
is  transmitted  through  the  tubes 
a A,  b B,  which  are  surrounded 
by  a charcoal  furnace,  by  which 
they  may  be  sufficiently  heated 
to  volatilize  the  hydrochlorate 
of  ammonia.  The  vapours  of 
the  hydrochlorate  being  formed 

in  the  inner  tube,  above  the  plug  of  asbestos,  ammoniacal  gas  diffuses  through 
the  plug  into  the  hydrogen  in  the  tube  C,  and  may  be  demonstrated  by  causing 
the  issuing  gas  to  come  into  contact  with  the  reddened  litmus  paper  in  Li-, 
while  the  hydrogen  which  traverses  the  space  between  the  two  tubes  contains  the 
corresponding  hydrochloric  acid,  and  reddens  blue  litmus  in  A.  Hence  it  is 
evident  that  the  sal-ammoniac  when  converted  into  vapour  becomes,  partially  at 
least,  dissociated,  as  Ueville  calls  it,  into  its  constituents,  ammonia  and  hydro- 
chloric acid,  since  the  ammonia,  which  is  the  more  diffusible,  passes  out  through 
the  plug  the  more  rapidly  of  the  two. 
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vacuum  of  an  air-pump.  If  a vacuum  be  maintained  in  the  outer  tube,  and  a current 
of  the  mixed  gas  be  transmitted  through  the  tobacco-pipe,  a portion  of  this  gas  will 
be  drained  off ; whilst  another  portion  will  pass  off  at  the  open  extremity  of  the 
porous  tube,  and  may  be  collected.  The  stream  of  gas  diminishes  as  it  proceeds, 
the  more  diffusible  gas  being  drained  away  the  most  rapidly  ; and  the  more 
slowly  the  gas  is  passed  through  this  atmolyser,  as  the  apparatus  is  termed  by 
Graham,  the  more  concentrated  does  the  heavier  gas  become. 

For  example,  a mixture  of  I measure  of  oxygen  and  2 of  hydrogen  was 
transmitted  at  the  rate  of  9 litres  per  hour  : C45  litre  of  the  mixed  gas  was 
collected.  Instead  of  0 33*3,  H 66"],  it  now  contained  0 907,  and  H 93.  It 
was  no  longer  explosive,  but  rekindled  a glowing  match. 

Since  all  gases  expand  equally  (134)  by  the  action  of  equal 
additions  of  heat,  theii’  relative  densities  are  preserved,  and  the 
relative  velocities  of  diffusion  are  therefore  preserved  also,  what- 
ever the  temperature,  provided  that  both  gases  be  heated  equally. 
The  rate  of  diffusion  of  equal  volumes  of  different  gases  becomes, 
as  we  might  expect,  accelerated  by  a rise  of  temperature ; for  by 
heat  all  gases  are  rendered  specifically  lighter ; but  the  rate  of 
diffusion  does  not  increase  so  rapidly  as  the  direct  expansion  of 
gases  by  heat.  Consequently  the  same  absolute  weight  of  any  gas 
will  be  diffused  more  rapidly  at  a low  than  at  a high  temperature. 

The  process  of  diffusion  is  one  which  is  continually  perform- 
ing an  important  part  in  the  atmosphere  around  us.  Accumu- 
lations of  gases,  which  are  unfit  for  the  support  of  animal  and 
vegetable  life,  are  by  its  means  silently  and  speedily  dispersed,  so 
that  this  process  contributes  largely  to  maintain  that  uniformity 
in  the  composition  of  the  aerial  ocean  which  is  so  essential  to  the 
comfort  and  health  of  the  animal  creation.  Respiration  itself,  but 
for  the  process  of  diffusion,  would  fail  in  its  appointed  end,  of 
rapidly  renewing  to  the  lungs  a fresh  supply  of  air,  in  place  of 
that  which  has  been  rendered  unfit  for  the  support  of  life  by  the 
chemical  changes  which  it  has  undergone. 

Graham  has  recently  applied  to  gases  a method  resembling  that  of  jar  diffu- 
sion employed  for  liquids  (58).  A glass  cylinder  of  037  metre  high  (2234 
inches)  was  filled  for  the  lower  tenth  of  its  volume  with  carbonic  anhydride,  at 
160  C.,  the  remainder  being  filled  with  air.  The  air  in  the  upper  tenth  of  the  jar  was 
then  examined  after  the  lapse  of  a certain  time  for  carbonic  anhydride.  After  an  in- 
terval of  five  minutes,  o'4  per  cent,  in  one  experiment,  and  in  a second  032  per 
cent,  of  this  gas  was  found  in  this  stratum,  and  in  seven  minutes  the  amount  of 
co3  was  nearly  1 per  cent. ; so  that  it  appears  that  about  1 per  cent,  of  carbonic 
anhydride  will,  under  these  circumstances,  become  diffused  to  a distance  of  half  a 
metre  in  seven  minutes.  On  repeating  the  experiments  with  a light  gas,  such  as 
hydrogen,  it  was  found  to  travel  do  wh  wards  in  the  same  jar  about  five  times  as 
rapidly  as  the  carbonic  anhydride  ascended  ; and  Graham  concludes  that  the 
molecules  of  hydrogen  in  a gas  apparently  motionless  disperse  themselves  to  the 
distance  of  a third  of  a metre  in  a single  minute  ( Phil . Trans.  1863,  p.  405). 

The  followiug  table  gives  the  specific  gravity  of  several  im- 
portant gases,  the  square  root  of  the  density,  or  ratio  of  the  times 
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required  for  the  diffusion  of  equal  volumes,  if  the  time  for  air  = i , 
the  reciprocal  of  that  square  root,  or  calculated  diffusiveness  of 
the  gas,  and  the  actual  numbers  obtained  by  experiment,  when 
the  barometric  pressure  and  the  temperature  were  the  same  for 
each  gas.  — (Graham,  Phil.  Mag.  1833,  vol.  ii.  p.  352.) 


Diffusion  and  Effusion  of  Gases. 


Gas. 

Density. 

Square 
Hoot  of 
Density. 

I 

Velocity  of 
Diffusion. 
Air  = 1. 

Rate  of 
Effusion. 

^Density. 

Hydrogen 

C06926 

O-2632 

37994 

3'83 

3‘6i3 

Marsh  Gas  

°'559 

0-7476 

1‘3375 

i'344 

1-322 

Steam  

06235 

0-7896 

1*2664 

Carbonic  Oxide 

09678 

0-9837 

1-0165 

1-0149 

1-0123 

Nitrogen 

°'97I3 

0-9856 

1-0147 

>'0143 

1-0164 

Olefiant  Gas  

0-978 

0-9889 

roi  12 

1-0191 

1-0128 

Nitric  Oxide  

ro39 

IOI96 

0-9808 

Oxygen  

1-1056 

«'°5r5 

o’9510 

0-9487 

0-950 

Sulphuretted  Hydrogen  ... 

1-1912 

1-0914 

0-9162 

°’95 

Nitrous  Oxide 

r527 

12357 

0-8092 

o"82 

0-834 

Carbonic  Anhydride 

I‘529°I 

i-2365 

0-8087 

0'8l2 

0821 

Sulphurous  Anhydride  ... 

2-247 

1-4991 

0-6671 

o'68 

(68)  Effusion. — The  numbers  in  the  last  column  of  the  table  headed  ‘ Rate 
of  Effusion,’  are  the  results  obtained  by  experiment  upon  the  rapidity  with  which 
the  different  gases  escape  into  a vacuum  through  a minute  aperture,  about  of 
an  inch  (oo86mm-)  in  diameter,  perforated  either  in  a thin  sheet  of  metal  or  in  glass 
(Graham,  Phil.  Trans.  1846,  p.  574).  It  is  evident  that  they  coincide,  within 
the  limits  of  experimental  errors,  with  the  relative  rates  of  diffusion  of  each  gas; 
and  that  the  velocities  with  which  different  gases  pass  through  the  same  small 
aperture  into  a vacuum,  are  inversely  as  the  square  roots  of  the  densities  of 
the  gases.  The  lightest  gas  enters  the  most  rapidly.  Change  in  the  density  of 
the  gas  has  but  little  influence  on  the  rate  of  effusion,  the  volume  effused  in  a 
given  time  being  nearly  uniform,  whatever  the  amount  of  condensation  or  of 
rarefaction. 

The  rate  of  the  efflux  of  liquids,  when  passing  through  an  aperture  in  a very 
thin  plate,  is  found  also  to  be  inversely  as  the  square  roots  of  their  densities. 

(69)  Transpiration  of  Gases. — When  gases  are  transmitted 
through  fine  tubes,  a result  very  different  from  that  furnished  by 
diffusion  is  obtained,  corresponding  with  the  effect  already  de- 
scribed in  the  case  of  liquids  which  are  allowed  to  escape  through 
fine  tubes.  A series  of  experiments  on  gases  and  vapours 
(Graham,  Phil.  Trans.  1846,  p.  591,  and  1849,  p.  349),  analogous 
to  those  upon  liquids  by  Poiseuillc,  already  described  (63),  showed 
that  the  rate  of  efflux  for  each  gas,  or  the  velocity  of  transpiration 
(as  Graham  terms  this  passage  of  gas  through  long  capillary 
tubes),  is  entirely  independent  of  its  rate  of  diffusion.  In  the 
performance  of  these  experiments,  the  gas  was  placed  over  water, 
in  a graduated  jar,  a,  fig.  42,  so  suspended  that  the  liquid  in  the 
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jar  and  in  the  bath  could  be  readily  kept  at  the  same  level. 
The  gas  was  dried,  by  causing  it  to  pass  through  a tube,  b,  filled 
with  calcic  chloride,  and  was  then  allowed  to  enter  through  a long 
fine  capillary  tube,  c,  into  the  exhausted  receiver,  d,  of  the  air- 
pump,  which  was  sometimes  kept  vacuous  by  continued  pumping ; 
at  other  times,  the  state  of  the  exhaustion  was  ascertained,  at 
intervals,  by  means  of  the  gauge,  g.  In  all  cases,  the  quantities 
of  gas  that  entered  in  a given  time  were  carefully  observed. 

Fig.  42. 


It  is  necessary,  in  order  to  overcome  the  intiuence  of  effusion,  and  to  furnish 
uniform  results,  to  employ  a certain  length  of  tube,  which  increases  with  the 
diameter,  and  is  not  uniformly  the  same  for  all  gases.  If  this  precaution  be 
observed,  it  appears,  when  the  gases  flow  through  capillary  tubes  into  a vacuum — 
I . That  the  rate  of  transpiration  for  the  same  gas  increases,  cater  is  paribus, 
directly  as  the  pressure;  iu  other  words,  equal  volumes  of  air,  at  different 
densities,  require  times  inversely  proportioned  to  the  densities.  For  example,  a 
pint  of  air  of  double  the  density  of  the  atmosphere  will  pass  through  the  capillary 
tube  into  the  vacuum  in  half  the  time  that  would  be  required  for  a pint  of  air  of 
its  natural  density.  This  is  a very  remarkable  result,  aud  stamps  the  process  of 
transpiration  with  a character  quite  unlike  that  of  diffusion  or  effusion.  2.  That 
with  tubes  of  equal  diameter,  the  volume  transpired  in  equal  times  is  inversely 
as  the  length  of  the  tube : if  500  cubic  centimetres  were  trauspired  through  a 
tube  3 metres  long,  in  five  minutes,  a similar  tube,  6 metres  in  length,  would 
only  allow  the  passage  of  2 'jo  cubic  centimetres  in  the  same  time.  3.  That  as 
the  temperature  rises,  the  transpiration  of  equal  volumes  becomes  slower.  4. 
That  whether  the  tubes  were  of  copper  or  of  glass,  or  whether  a porous  mass  of 
stucco  were  used,  the  same  uniformity  in  the  results  was  obtained.  By  com- 
paring together  different  gases  under  similar  circumstances,  the  rate  of  tran- 
spiration, or  rapidity  of  passage  into  a vacuum  through  a capillary  tube,  was 
found  to  vary  with  the  chemical  nature  of  the  gas.  These  velocities  of  different 
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gases  bear  a constant  relation  to  each  other,  totally  independent  of  their  densities, 
or  indeed  of  any  other  known  property  of  the  gases. 


Transpirability  of  Gases. 


Gases. 

Times  for 
Transpiration  of 
Equal  Volumes. 

Velocity  of 
Transpiration. 

Oxygen  

Air 

( Nitrogen  

< Nitric  Oxide  

/ Carbonic  Oxide 

f Nitrous  Oxide  

< Hydrochloric  Acid  

( Carbonic  Anhydride  

Chlorine  

Sulphurous  Anhydride 

Sulphuretted  Hydrogen  

Marsh  Gas  

Ammonia  

Cyanogen  

Olefiant  Gas 

Hydrogen  

I'OOOO 

O9O3O 

C8768 

0-8764 

0-8737 

Q'7493 

0-7363 

073OO 

0-6664 

o'65oo 

0-6195 

0-5510 

0-5115 

0-5060 

0-5051 

0-4370 

roooo 

1-1074 

I-J4I 

1-141 

1-144 

1-334 

I361 

r369 

1-500 

i"538 

1-614 

1-815 

1-935 

1-976 

1- 980 

2- 288 

Graham  considers,  that  it  is  most  probable  that  the  rate  of  transpiration  is 
the  resultant  of  a kind  of  elasticity  depending  upon  the  absolute  quantity  of  heat, 
latent  as  well  as  sensible,  which  different  gases  contain  under  the  same  volume ; 
and  therefore  that  it  will  be  found  to  be  connected  more  immediately  with  the 
specific  heat  than  with  any  other  property  of  gases. 

Of  all  the  gases  tried,  oxygen  has  the  slowest  rate  of  transpiration  ; and  hence 
that  gas  may  be  conveniently  taken  as  the  standard  of  comparison  for  the  other 
gases,  as  has  been  done  in  the  preceding  table,  which  shows  the  relative  times 
in  which  equal  volumes  of  the  different  gases  are  transpired,  and  their  relative 
velocities ; these  are  of  course  inversely  as  the  times. 

A mixture  consisting  of  equal  volumes  of  two  gases  which  differ  in  their  rates 
of  transpiration,  does  not  always  exhibit  a transpirability  the  mean  of  that  of 
the  two  gases  when  separate.  The  transpiration-time  of  hydrogen  is  greatly 
prolonged  by  admixture  with  oxygen ; equal  volumes  of  these  two  gases  had  a 
rate  of  0-9008  instead  of  072,  which  would  be  the  mean  of  the  two. 

In  the  following  table  the  transpirability  of  some  vapours  is  given.  These 
results,  however,  from  the  necessity  of  experimenting  upon  the  bodies  in  a state 
of  mixture  with  some  permanent  gas,  are  not  equally  precise  with  those  attained 
in  the  case  of  the  gases  above  enumerated : — 


Transpirability  of  Vapours. 
(Times  required  for  equal  volumes.) 
roooo 


Ethyl  Chloride 
Methyl  Oxide 
Hydrocyanic  Acid 
Ether  


0-4988 

0-4826 

0-4600 

C4400 


Oxygen  

Bromine  (about)  roooo 

Sulphuric  Anhydride  ...  roooo 

Carbonic  Disulphide  ...  0-6195 

Methyl  Chloride  0-5475 

Some  very  simple  relations  in  the  transpirability  of  several  of  the  foregoing 
gases  may  be  observed.  Thus  it  has  been  found — 

1.  That  equal  weights  of  oxygen,  nitrogen,  air,  and  carbonic  oxide  are 
transpired  in  equal  times. 
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2.  That  the  velocities  of  nitrogen,  nitric  oxide,  and  carbonic  oxide  are  equal. 

3.  That  the  velocities  of  hydrochloric  acid,  carbonic  anhydride,  and  nitrous 
oxide  are  equal. 

4.  That  the  velocity  of  hydrogen  is  double  that  of  nitrogen,  of  carbonic  oxide, 
and  of  nitric  oxide. 

3.  That  the  velocities  of  chlorine  and  oxygen  are  as  3 : 2. 

6.  That  the  velocities  of  hydrogen  and  marsh  gas  are  as  5 : 4. 

7.  That  olefiant  gas,  cyanogen,  and  ammonia  have  each  nearly  double  the 
velocity  of  oxygen. 

8.  That  the  transpiration-time  of  hydrogen  is  the  same  as  that  of  the  vapour 
of  ether,  and  that  of  sulphuretted  hydrogen  is  the  same  as  the  transpiration-time 
of  the  vapour  of  carbonic  disulphide. 

Carbonic  oxide  and  nitrogen  have  the  same  density  and  the  same  rate  of 
transpiration  ; so  have  carbonic  anhydride  and  nitrous  oxide.  The  rates  of  tran- 
spiration of  atmospheric  air,  oxygen,  nitrogen,  and  carbonic  oxide  are  likewise  in 
direct  proportion  to  their  densities ; but  these  seem  to  be  concurrences  rather 
than  necessary  consequences,  as  no  regular  connexion  between  the  transpiration- 
time and  the  density  of  the  gas  can  be  traced. 

(70)  Passage  of  Gases  through  Diaphragms. — As  in  the  case  of 
the  diffusion  of  liquids  the  results  are  often  modified  by  the  em- 
ployment of  a diaphragm,  and  the  introduction  of  the  disturbing 
force  of  adhesion  to  the  material  of  which  it  consists,  so  it  is  also 
in  respect  to  gases.  This  disturbance  of  the  law  of  diffusion  is 
strikingly  seen  in  the  case  of  soluble  gases,  when  the  diaphragm 
is  moist.  If  a moist  thin  bladder,  or  a rabbifs  stomach,  be  dis- 
tended with  air,  and  suspended  in  a jar  of  gaseous  carbonic 
anhydride,  the  gas  being  soluble  in  the  water  with  which  the 
membrane  is  wetted,  is  conveyed  through  its  pores  by  adhesion, 
and  passes  rapidly  into  the  inside : the  air  in  the  interior  is  hut 
sparingly  soluble,  and  is  transmitted  outwards  very  slowly ; the 
carbonic  anhydride,  consequently,  notwithstanding  its  lower 
diffusive  power,  accumulates  within,  and  at  length  often  bursts 
the  bladder.  A similar  phenomenon,  arising  from  the  same 
cause,  is  exhibited  on  placing  a jar  of  ah',  the  mouth  of  which  is 
covered  by  a film  of  soapy  water,  in  a vessel  of  nitrous  oxide. 
Where  the  diaphragm  does  not  exert  this  solvent  power,  the  usual 
law  of  diffusiveness  prevails. 

Fig.  43.  This  is  strikingly  exemplified  by- 

taking  two  similar  small  jars, shown 
at  a and  h,  fig.  43,  h being  filled 
with  hydrogen,  a with  air,and  tying 
a sheet  of  caoutchouc  over  the  open 
mouth  of  each.  Over  the  one  con- 
taining air  invert  a large  jar  full  of 
hydrogen,  n7 ; leave  the  other  ex- 
posed in  a jar  of  air,  a';  in  the 
course  of  ten  days  or  a fortnight  the 
caoutchouc  over  the  jar  tilled  with  air  will  have  become  convex  from  the  endos- 
mosis  of  the  hydrogen ; over  the  other  it  will  have  become  concave  from  its 
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exosmosis;  the  motion  of  the  hydrogen  in  both  cases  through  the  caoutchouc 
being  more  rapid  than  the  simultaneous  passage  of  the  air  through  it  in  the 
opposite  direction. 

It  was  proved  many  years  ago  by  Mitchell,  that  caoutchouc 
has,  like  charcoal,  the  power  of  condensing  large  quantities  of 
many  gases  by  the  force  of  adhesion ; for  example,  it  rapidly 
absorbs  ammonia,  nitrous  oxide,  and  sulphurous  anhydride.  Indeed, 
it  is  impossible  to  employ  any  diaphragm  in  which  this  disturbing 
force  is  not  in  a certain  degree  observable ; even  with  plaster  of 
Paris  it  is  appreciable,  and  slightly  modifies  the  experimental 
results  of  diffusion  :*  where  condensation  occurs  in  the  membrane 
to  a large  amount,  the  gas  is  frequently  reduced  in  bulk  as  much 
as  would  be  needed  for  its  liquefaction ; it  then  evaporates  from 
the  opposite  surface  of  the  diaphragm  into  the  other  gas,  just  as 
a very  volatile  liquid  would  do. 

This  action  of  colloids  upon  gases  has  been  made  the  subject  of  careful  inves- 
tigation by  Graham  {Phil.  Trans.  1866,  399),  who  regards  the  absorption  of 
gases,  under  these  circumstances,  as  due  to  a species  of  solution.  He  says  (p. 
403),  referring  to  the  action  of  rubber  on  carbonic  anhydride,  * The  first  ab- 
sorption of  the  gas  by  rubber  must  depend  upon  a kind  of  chemical  affinity  sub- 
sisting between  the  material  of  the  gas  and  substance  of  rubber,  analogous  to  that 
attraction  which  is  admitted  to  exist  between  a soluble  body  and  its  solvent,  con- 
ducing to  solution.  Carbonic  acid  being  soluble  in  ether  and  volatile  oils,  it  is 
not  wonderful  that  it  is  also  dissolved  by  the  hydrodarbons  of  rubber.  The 
rubber  being  wetted  through  by  the  liquefied  gas,  the  latter  comes  to  evaporate 
into  the  vacuum,  and  reappears  on  the  other  side  of  the  membrane.’ 

In  a series  of  experiments  made  upon  the  absorptive  power  of  rubber  upon 
different  gases,  Graham  employed  a diffusion  tube  about  2 2mm-  in  diameter,  and  a 
metre  in  length,  closed  at  the  upper  end  by  a thin  plate  of  stucco,  and  open  below. 
A thin  film  of  rubber  from  a small  caoutchouc  balloon  was  stretched  over  the 
plate  of  stucco,  secured  with  copper  wire,  and  cemented  to  the  glass  with  gutta 
percha  softened  by  heat.  The  tube  was  filled  with  mercury,  and  inverted  in  a 
vessel  of  mercury  so  as  to  obtain  a Torricellian  vacuum,  into  which  different  gases 
were  allowed  to  penetrate,  by  enclosing  the  upper  end  of  the  tube  in  a hood  of 
thick  vulcanized  rubber,  provided  with  an  entrance  and  exit  tube  for  gas.  The 
gas  to  be  operated  on  was  then  transmitted  steadily  through  the  chamber  formed 
above  the  film  of  rubber  by  the  hood ; the  excess  of  gas  being  allowed  to  escape 
into  the  air.  The  mercurial  column  gradually  fell  in  the  diffusion  tube,  and  the 
time  occupied  during  a fall  of  23™“'  was  observed. 

Taking  the  time  occupied  for  the  passage  through  the  film  of  a constant  volume 
of  carbonic  anhydride  as  1,  the  time  occupied  by  the  entrance  of  equal  volumes 


* Bunsen,  in  his  experiments  {Gasometry,  translation  by  Roscoe,  pp.  198- 
233),  used  a plug  of  gypsum  from  12  to  25Inm-,  or  half  an  inch  to  an  inch  in 
thickness,  and  the  results  showed  that  the  phenomena  of  transpiration  must  also 
be  allowed  for,  but  from  estimating  its  importance  unduly,  he  was  led  to  question 
the  accuracy  of  Graham’s  law  of  diffusion,  which  is  110  doubt  correct.  An 
elaborate  re-investigation  of  the  whole  subject  by  Graham  has  placed  this 
beyond  question  (Phil.  Trans.  1863,  385)- 
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of  the  following  gases  was  found  by  Graham  to  be  represented  by  the  numbers 


subjoined : — 

Carbonic  anhydride I 

Hydrogen 2*470 

Oxygen 5 '3  >6 

Marsh  gas  (CH4) 6-326 

Atmospheric  air ifSjo 

Carbonic  oxide 12*203 

Nitrogen 13-585 


No  relation  between  either  the  diffusibility  of  a gas  or  its  solubility  in  water  is 
exhibited  by  these  numbers. 


Fig.  44.  The  penetration  of  rubber  by 

gases  is  much  affected  by  tempera- 
ture, the  softening  of  the  film  by  heat 
increasing  the  rate  at  which  permea- 
tion takes  place,  notwithstanding  the 
increase  of  elasticity  conferred  upon 
the  various  gases  by  rise  of  tempera- 
ture. Air,  for  instance,  passed 
through  a septum  of  rubber  at  40  C. 
with  only  of  the  velocity  with 
which  it  passed  through  the  same 
septum  at  60°  C. 

The  difference  in  the  facility  with 
which  oxygen  and  nitrogen  pass 
through  caoutchouc  suggested  the 
possibility  of  mechanically  separating 
the  constituents  of  atmospheric  air 
to  a considerable  extent;  and  the 
method  by  which  Graham  was  enabled 
to  accomplish  this  object  most  readily 
and  completely  was  the  following : — 
A Sprengel’s  air-pump  ( Chem . Soc. 
Journ.  1865,  p.  9)  is  attached  by 
means  of  the  branch  tube,  t,  to  an 
air-tight  gas-bag,  b.  This  bag  is  best 
made  of  a thin  but  close  silk  fabric, 
coated  with  black  rubber  upon  one 
side  only.  The  varnished  side  is 
turned  inwards,  and  between  the  two 
surfaces  a double  thickness  of  com- 
mon felt  carpet  is  placed.  A glass 
quill  tube  projects  inwards  for  a few 
inches,  and  is  connected  by  means  of 
black  vulcanized  tubing,  secured  with  coils  of  thin  copper  wire,  and  varnished 
with  fused  rubber.  An  exhausting  syringe  connected  with  the  tube,  c,  is  used 
to  commence  the  removal  of  the  air,  the  tube  being  closed  above  by  the  clamp 
at  c ; the  syringe  is  removed,  and  the  funnel,  F,  is  filled  with  mercury,  and  on 
relaxing  the  clamp,  the  residual  air  in  B gains  access  to  the  descending  tube, 
and  is  swept  on  by  the  falling  mercury.  It  may  be  collected  when  desired  by 
placing  a small  receiver,  e,  over  the  recurved  extremity  of  the  descending  tube, 
which  should  be  of  2-tum‘5  internal  diameter  (T\y  inch).  After  all  the  contents 
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of  the  bag  had  been  thus  extracted,  and  the  collapse  was  complete,  the  Sprengel 
tube  began  to  throw  out  air  in  a slow  but  very  regular  manner.  The  air  thus 
collected  was  found  to  have  experienced  what  is  regarded  by  Graham  as  a process 
of  dialysis.  A square  metre  of  such  silk  (at  20°  C.)  allowed  the  passage  of  about 
2-25  cub.  centim.  air  per  minute,  and  the  proportion  of  oxygen  was  usuaLly  from 
41  to  42  per  cent.  If  a glowing  chip  be  introduced  into  such  air,  it  is  rekindled. 
In  one  observation,  at  a temperature  of  40  C.,  the  proportion  of  oxygen  in  the 
dialysed  air  was  found  to  rise  as  high  as  47^4  per  cent. 

No  doubt,  if  on  a large  suale  it  were  possible  by  such  mechanical  means  to 
reduce  the  proportion  of  nitrogen  to  one-half  of  that  which  exists  in  air,  the  con- 
centrated oxygen  mixture  might  be  applied  to  many  useful  purposes. 

(70  a)  Passage  of  Gases  through  Metallic  Septa. — Something 
analogous  to  this  action  of  caoutchouc  has  been  proved  by  the  expe- 
riments of  Deville  and  Troost  to  occur  in  the  case  of  certain  metals  ; 
viz.,  platinum  and  iron,  which  they  found  to  become  permeable  to 
hydrogen  at  elevated  temperatures  in  a very  remarkable  and 
unexpected  manner : — A tube  of  hammered  platinum  was  fitted 
by  means  of  corks  into  the  axis  of  a shorter  and  wider  porcelain 
tube ; a slow  current  of  pure  and  dry  hydrogen  was  directed 
through  the  outer  tube,  Avhilst  a current  of  dry  air  was  transmitted 
through  the  platinum  tube.  At  ordinary  temperatures  no  moisture 
was  observed  in  the  air  which  passed  through  the  platinum  tube;  the 
porcelain  tube  and  the  platinum  within  were  then  gradually  raised 
to  a red  heat ; at  a temperature  of  1 ioo°  C.  (20 120  F.)  the  oxygen 
contained  in  the  air  had  entirely  disappeared,  nothing  but  nitrogen 
and  steam  passing  out  of  the  platinum  tube ; whilst  at  still  higher 
temperatures  the  moist  nitrogen  was  mixed  with  hydrogen.  As 
the  tube  cooled,  the  same  phenomena  were  observed,  but  in  the 
inverse  order,  till  at  ordinary  temperatures  no  diffusion  of 
hydrogen  was  perceptible.  A cast  tube  of  platinum  2mm‘  thick 
gave  similar  results.  {Phil.  Mag.  IV.  xxvi.  336.)  Carbonic  anhy- 
dride does  not  experience  diffusion  in  the  platinum  tube. 

Analogous  experiments  upon  a tube  of  soft  cast  steel  drawn 
down  to  a tube  the  sides  of  which  were  from  3 to  4mnu  thick, 
showed  that  this  material  also  is  porous  at  high  tempera- 
tures. In  this  experiment  the  steel  tube  was  soldered  at 
each  end  by  means  of  silver  solder  to  narrow  tubes  of  copper ; 
it  was  then  enclosed  in  a porcelain  tube,  to  protect  it  from 
the  fire,  and  raised  gradually  to  a strong  red  heat : one  end 
of  the  copper  tubing  was  connected  with  an  apparatus  which  dis- 
engaged hydrogen ; the  other  terminated  in  a long  glass  tube, 
which  was  plunged  into  mercury.  After  the  hydrogen  had  been 
transmitted  for  several  hours  through  the  ignited  tube,  the  tube 
which  conveyed  the  gas  was  sealed  by  fusion ; and  immediately 
the  mercury  rose  in  the  glass  tube  to  a height  of  74omra-  (29' 13 
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inches) , so  that  an  almost  perfect  vacuum  was  produced  by 
the  escape  of  the  hydrogen  through  the  substance  of  the  hot  steel 
tube  ( Comptes  Rendus,  lvii.  965). 

This  subject  has  been  pursued  by  Graham  in  the  paper  already  quoted  {Phil. 
Trans.  1 866) : — By  means  of  the  Sprengel  pump  attached  to  one  of  Deville’s 
tubes,  the  platinum  tube  was  found  to  be  tight  to  either  atmospheric  air  or 
hydrogen  at  ordinary  temperatures,  and  at  all  temperatures  below  a dull  red  heat ; 
but  as  soon  as  the  outer  porcelain  tube  became  visibly  red,  the  hydrogen  passed 
through  the  pores  of  the  platinum,  and  in  7 minutes,  j 5^47  cub.  centim.  of  gas 
were  collected,  of  which  I5'27°'c'  were  hydrogen.  The  platinum  tube  which  was 
used  in  this  experiment  was  joined  without  solder;  it  was  drawn  from  a mass 
of  the  fused  metal,  and  was  I'l  millimetre  in  thickness.  1 sq.  metre  of  such 
a tube  delivered  hydrogen,  at  a temperature  approaching  a white  heat,  in  quantity 
of  489^2  cub.  centim.  per  minute : this  was  nearly  4 times  as  fast  as  the  passage 
of  hydrogen  at  20°  C.  through  a septum  of  rubber  o'oi4mm‘  thick.  Oxygen  and 
nitrogen  were  tried  under  similar  circumstances,  but  neither  of  these  gases  per- 
meated the  platinum.  Carbonic  anhydride,  chlorine,  hydrochloric  acid,  and 
aqueous  vapour  were  equally  unable  to  penetrate  the  ignited  metal. 

No  hydrogen  was  found  when  either  of  the  gases  last  named  was  used ; 
therefore  it  may  be  inferred  that  no  dissociation  of  their  constituents  occurred 
at  this  temperature.  When  either  ammonia,  coal  gas,  or  hydros ulph  uric  acid 
was  tried,  pure  hydrogen  was  found  to  have  penetrated  the  tube,  but  none  of  the 
undecomposed  gas  itself  passed  through. 

The  experiments  were  then  varied  in  the  following  manner : — A porcelain 
tube  was  fitted  with  quill  glass  tubes  and  sound  corks,  and  either  closed  hermeti- 
cally, or,  when  necessary,  connected  with  a gas-delivering  apparatus  at  one  ex- 
tremity, and  at  the  other  with  a Sprengel  tube.  A quantity  of  clean  platinum 
wire  drawn  from  fused  metal  was  introduced  into  the  porcelain  tube,  exhausted,  and 
heated  for  an  hour.  Then  pure  and  dry  hydrogen  was  admitted  into  the  porce- 
lain tube  at  a cherry-red  heat,  and  the  temperature  allowed  to  fall  gradually,  so  as 
to  expose  the  metal  for  about  twenty  minutes  at  a heat  a little  below  redness  to  an 
atmosphere  of  hydrogen.  It  was  then  allowed  to  cool  completely,  and  the  excess 
of  hydrogen  was  swept  out  by  a current  of  air  or  of  nitrogen.  The  closed  tube  was 
now  exhausted  in  the  cold,  but  no  hydrogen  came  off.  The  platinum  being  still 
retained  in  a good  vacuum,  heat  was  again  very  gradually  applied,  and  the 
action  of  the  Sprengel  pump  maintained.  Gas  began  to  come  off  as  soon  as 
visible  redness  was  attained;  and  in  the  course  of  one  hour  201  grms.  of  plati- 
num gave  off  2"  1 2°‘C'  of  gas,  1 '9  3 of  which  consisted  of  hydrogen,  and  o'  1 9 of 
nitrogen.  The  platinum  had  consequently  absorbed  one-fifth  of  its  bulk  of  hy- 
drogen (or  nearly  half  its  bulk,  if  calculated  at  a red  heat)  without  any  sensible 
change  in  lustre,  or  otherwise.  Repeated  heatings  somewhat  diminished  the 
volume  of  hydrogen  absorbed  by  this  mass  of  platinum.  Spongy  platinum, 
when  similarly  treated,  absorbed  i'48  its  volume  of  hydrogen,  with  a sensible 
amount  also  of  nitrogen.  Sheet  platinum  from  an  old  crucible  absorbed  a still 
larger  quantity  of  hydrogen,  the  amount  exceeding  five  volumes.  The  gas  thus 
absorbed  appears  to  be  permanently  retained.  In  one  experiment  a piece  of  plati- 
num which  had  been  charged  with  hydrogen  was  hermetically  sealed  in  a tube 
with  air,  and  left  for  two  months.  No  hydrogen  escaped  into  the  tube ; and  on 
heating  the  platinum  in  the  manner  already  described,  it  gave  off,  in  different 
experiments,  from  2'28  to  3*79  times  its  bulk  of  hydrogen.  Platinum  foil  was 
observed,  when  heated  in  hydrogen  only  to  230°  C.  for  three  hours,  to  absorb 
1 '45  its  volume  of  hydrogen,  which  could  not  be  extracted  in  vacuo  until  the 
temperature  was  raised  to  redness.  Copper,  by  similar  modes  of  experiment,  was 
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found  to  absorb  from  0*3  to  o' 6 of  its  bulk  of  hydrogen.  Gold  absorbed  0*48  its 
volume  of  hydrogen,  and  0*3  of  carbonic  oxide.  It  also  absorbed  nitrogen  from 
the  air  to  the  extent  of  about  o-4  of  its  volume;  86 '3  per  cent,  of  the  absorbed 
gas  consisting  of  nitrogen,  5 *3  of  oxygen,  and  the  remainder,  8 '4,  of  carbonic 
anhydride.  Silver  wire  absorbed  o*2i  its  volume  of  hydrogen,  and  o- 743  of 
oxygen.  In  three  different  experiments  silver  sponge  (reduced  from  the  oxide) 
retained  6*15,  8*03,  and  7 ‘47  volumes  of  oxygen,  at  all  temperatures  below 
incipient  redness,  but  showed  no  visible  tarnish  of  its  surface. 

Iron  wire  retained  from  o'4 6 to  0*42  its  volume  of  hydrogen.  The  same 
iron,  after  the  expulsion  of  the  hydrogen,  was  exposed  to  carbonic  oxide : the 
pure  iron  was  thus  found  to  be  capable  of  taking  up  at  a low  red  heat,  and  hold- 
ing when  cold,  4"  13  volumes  of  carbonic  oxide.  The  wire  remained  soft,  and  did 
not  become  hard  when  heated  red  hot  and  suddenly  cooled,  neither  was  it  altered 
in  aspect  or  in  solubility  in  acids.  Indeed,  as  Graham  remarks,  * in  the  course 
of  its  preparation  wrought  iron  may  be  supposed  to  occlude  six  or  eight 
times  its  volume  of  carbonic  oxide  gas,  which  is  carried  about  ever  after.’  This 
diffusion  of  carbonic  oxide  through  the  mass  of  the  iron  is  regarded  by  Graham 
as  the  ordinary  means  of  distributing  carbon  through  iron  in  the  process  of 
converting  it  into  steel. 

The  most  remarkable  results  upon  the  absorption  of  gases  by  the  metals  were 
obtained  in  the  case  of  palladium.  A particular  piece  of  palladium  foil  was  first 
heated  in  vacuo  to  redness,  and  then  exposed,  at  a heat  not  exceeding  243°  0.,  to 
hydrogen,  after  which  it  was  allowed  to  cool  very  slowly.  When  exposed  at 
ordinary  temperatures  in  vacuo,  it  gave  off  no  hydrogen ; but  as  soon  as  heat  was 
applied,  the  gas  was  evolved  freely,  and  amounted  to  5 "2  6 volumes  for  1 volume 
of  the  metal.  The  same  piece  of  foil,  when  heated  for  three  hours  to  between  90° 
and  970  C.,  absorbed  643*3  volumes  of  hydrogen;  and  if  the  metal,  after  heat- 
ing to  redness,  was  allowed  to  cool  in  vacuo,  it  absorbed,  even  at  common  tem- 
peratures, fully  376  volumes  of  the  gas.  No  alteration  was  sensible  in  the 
metallic  appearance  of  the  foil.  Spongy  palladium  took  up  686  volumes  of 
hydrogen,  but  exhibited  no  tendency  to  absorb  oxygen  or  nitrogen.  Palladium 
foil  prepared  from  a piece  of  the  metal  which  had  been  fused,  absorbed  hydrogen 
much  less  abundantly  ; the  maximum  amount  not  exceeding  68  volumes. 

A solid  palladium  tube  imm*  thick  was  found  to  be  tight  to  atmospheric  air 
when  heated  to  redness ; but  at  a temperature  of  240°  C.,  hydrogen  began  to 
pass  through  it ; and  when  it  was  heated  to  a point  j ust  short  of  redness,  the 
gas  passed  at  the  rate  of  423  cub.  centims.  per  minute  for  a square  metre  of  surface. 

When  coal  gas  was  employed  instead  of  pure  hydrogen,  and  the  heat  was 
raised  to  270°,  pure  hydrogen,  completely  free  from  any  smell  of  coal  gas,  passed 
into  the  interior  of  the  metallic  tube.  Ether  vapour  was  found  to  pass  through 
palladium  foil  at  common  temperatures,  although  hydrogen  did  not  pass. 

From  these  remarkable  investigations  Graham  concluded  that 
there  is  a progression  in  degrees  of  porosity.  He  says,  f there 
appear  to  be  (1)  pores  through  which  gases  pass  under  pressure,, 
or  by  capillary  transpiration,  as  in  dry  wood  and  many  minerals  ; 
(2)  pores  through  which  the  gases  do  not  pass  under  pressure, 
hut  pass  by  their  proper  molecular  movement  of  diffusion,  as  in 
artificial  graphite ; and  (3)  pores  through  which  gases  pass  neither 
by  capillary  transpiration,  nor  by  their  proper  diffusive  move- 
ment, but  only  after  liquefaction — such  as  the  pores  of  wrought 
metals  and  the  finest  pores  of  graphite/ 
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This  latter  porosity  Deville  conceives  to  be  an  intermolecular 
porosity  due  entirely  to  dilatation.  The  intermolecular  porosity 
of  platinum  and  iron  is  not  sufficient,  he  supposes,  to  admit 
any  passage  of  gas  at  low  temperatures,  but  is  developed  by  the 
expansive  agency  of  heat  upon  these  metals,  and  becomes  sensible 
in  these  particular  cases  about  the  temperature  of  ignition. 

The  absorption  of  a gas  by  a liquid  or  a colloid  substance  is 
not  a purely  physical  effect.  Some  relation  in  composition  is 
necessary ; hence  it  is  asked  by  Graham  whether  a similar 
analogy  may  not  be  looked  for  between  hydrogen  and  colloid 
bodies  of  the  metallic  class. 

The  phenomena  of  diffusion  in  gases  were  viewed  by  Dalton 
as  a necessary  consequence  of  the  self-repulsive  property  of  the 
particles  of  gaseous  bodies.  He  considered  that  each  gas  ulti- 
mately dilates  until  the  whole  space  through  which  the  diffusion 
occurs  is  filled  with  an  atmosphere  of  that  gas,  of  a density  pro- 
portioned to  the  quantity  of  the  gas  present.  Observation  shows 
that  each  gas  becomes  diffused  through  a limited  space  filled  with 
any  other  gas,  as  it  would  be  through  a vacuum,  the  other  gas 
only  acting  mechanically  to  retard  the  period  at  which  such  uni- 
formity of  diffusion  is  attained. 

It  has  been  remarked  by  Graham,  that  if  this  view  were  true, 
there  should  be,  contrary  to  experience,  a depression  of  temperature 
when  two  gases  become  intermixed.  It  does  not,  however,  appear 
that  this  is  a necessary  consequence,  since  the  particles  of  each  gas 
may  merely  glide  amongst  those  of  the  other  kind,  as  the  particles 
of  water  do  amongst  those  of  sand,  the  self-repidsion  of  the 
particles  still  being  the  power  which  determines  the  process  of 
diffusion. 

The  phenomena  of  the  diffusion  of  liquids  seem,  however,  to  be 
more  easily  reconciled  with  the  supposition  of  a feeble  superficial 
attraction  between  the  particles  of  one  liquid  and  those  of  another, 
and  the  supposition  that  an  analogous  attraction  exists  between 
the  particles  of  one  gas  and  those  of  a gas  of  different  nature 
might  sufficiently  account  for  the  process  of  intermixture  in  the 
case  of  elastic  fluids. 

It  is  to  be  borne  in  mind  that  in  the  intermixture  of  gases, 
the  diffusion  volume  has  no  necessary  relation  to  the  chemical 
equivalent  or  to  the  supposed  atomic  weight  of  the  body.  The 
ratios  which  have  been  observed  are  dependent  upon  the  relative 
density  of  the  gases  compared,  quite  irrespective  of  the  combining 
proportion.  In  liquids,  a similar  want  of  connexion  between 
the  chemical  equivalent  and  the  diffusion  volume  is  observed ; 
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the  relation  in  this  case  is  a multiple  of  the  absolute  weight 
diffused. 

(71)  Separation  of  Bodies  bij  Cold  or  Heat. — It  often  happens, 
where  adhesion  has  proceeded  so  far  as  to  produce  the  solution 
of  a solid  in  a liquid,  as  in  the  cases  just  considered,  that  the 
chemist  has  occasiou  to  destroy  this  adhesion,  and  to  obtain  one 
substance  or  both  of  them  in  a separate  form.  This  separation 
is  generally  effected  with  the  aid  of  heat.  Depression  of  tem- 
perature will  sometimes  cause  the  cohesion  of  the  particles  of  the 
solid  to  acquire  the  ascendancy  over  the  force  of  adhesion.  When, 
for  example,  brandy  is  exposed  to  intense  cold,  many  degrees 
below  that  necessary  to  freeze  water,  the  spirituous  portion  re- 
tains its  liquid  form,  and  separates  from  the  aqueous  part,  which 
solidifies  as  ice.  An  instance  of  this  sort  occurs  in  nature  on  a 
vast  scale,  in  the  pure  fresh-water  ice  which  is  formed  over  thou- 
sands of  square  miles  of  ocean  round  the  northern  and  southern 
poles.  Indeed  water,  in  the  act  of  freezing,  becomes  completely 
separated  from  eveiything  which  it  previously  held  in  solution. 
It  is  owing  to  the  separation  of  air  previously  dissolved  in  the 
water,  that  ice  so  often  presents  a blebby,  honeycombed  ap- 
pearance. 

Faraday  has  shown  that,  even  on  a small  scale,  this  complete  separation  of 
foreign  matters  from  water  may  be  easily  effected  by  the  process  of  freezing  : — If 
sulphuric  acid,  or  a strong  solution  of  indigo,  or  one  of  common  salt,  he  mixed 
with  90  or  100  times  its  bulk  of  water,  and  this  mixture  he  placed  in  a tube  of 
about  an  inch  in  diameter,  and  immersed  in  a freezing  mixture  (175),  at  the 
same  time  that  the  separation  of  the  foreign  matter  is  mechanically  facilitated  by 
stirring  the  liquid  round  and  round  briskly  and  constantly  with  a feather,  the 
sides  of  the  tube  will,  in  a few  minutes,  be  lined  with  a coat  of  transparent, 
chemically  pure  ice,  all  the  foreign  matters  having  accumulated  in  the  central 
portion,  which  still  remains  liquid. 

In  like  manner,  gases  may  be  in  a great  measure  freed  from 
condensible  vapours  by  exposing  them  to  a very  low  temperature. 
Air  saturated  witb  moisture  may  be  rendered  nearly  dry  by 
causing  it  to  traverse  a long  tube,  cooled  down  by  immersion  in 
a mixture  of  ice  and  salt. 

Elevation  of  temperature  is  still  more  often  resorted  to  for 
the  separation  of  bodies  in  solution : when,  for  instance,  a solu- 
tion of  common  salt  in  water  is  exposed  to  heat,  the  repulsive 
power  of  this  agent  overcomes  the  cohesion  of  the  water,  as  well 
as  its  adhesion  to  the  salt ; the  water  assumes  the  aeriform  con- 
dition, passes  off  in  steam,  and  leaves  the  salt  behind  in  the  solid 
state.  This  process  is  termed  evaporation.  It  proceeds  rapidly 
in  shallow,  open  vessels,  in  which  case  the  liquid  escapes  into  the 
air.  If  it  be  necessary  to  preserve  the  solvent,  the  operation  is 
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conducted  in  a closed  vessel,  such  as  a retort,  and  connected  with 
a suitable  condensing  apparatus,  so  as  to  effect  a distillation  of 
the  liquid.  The  same  process  may  be  applied  to  effect  a partial 
separation  of  liquids  of  different  degrees  of  volatility,  and  spirit 
of  wine  is  thus  more  or  less  perfectly  separated  from  water. 

§ IV.  Crystallization. 

(72)  Modes  of  procuring  Crystals. — It  might  be  anticipated 
that  when  cohesion  slowly  recovers  its  ascendancy,  this  force 
would  exert  itself  throughout  the  mass  equally  in  all  directions, 
and  that  a globular  concretion  would  be  the  result,  as  when  oil 
separates  from  mixture  with  dilute  spirit  of  a specific  gravity  pre- 
cisely equal  to  its  own.  The  fact,  however,  is  quite  otherwise, 
for  as  a general  rule  cohesion  is  not  exerted  equally  in  all  direc- 
tions in  solids.  In  the  majority  of  instances,  where  solid  bodies 
are  allowed  to  separate  slowly  from  their  solutions,  they  are 
found  to  assume  regular  geometrical  forms.  Each  substance  has 
its  own  peculiar  form.  Such  regular  geometrical  solids  are 
termed  crystals. 

By  these  differences  in  form,  the  materials  which  constitute 
the  crystallized  masses  may  often  be  distinguished  from  each 
other.  For  example,  common  salt  crystallizes  in  cubes,  alum 
in  octoliedra,  saltpetre  or  nitre  in  six-sided  prisms,  Epsom  salts 
in  four-sided  prisms,  and  so  on.  The  more  slowly  and  regularly 
the  process  is  allowed  to  proceed,  the  larger  and  more  regular 
are  the  crystals.  The  usual  method  of  obtaining  crystals  is  to 
form  a strong  solution  of  the  salt  in  hot  water,  for  most  bodies 
are  more  freely  soluble  in  water  when  it  is  at  an  elevated  tem- 
perature than  when  cold ; as  the  liquid  cools,  the  cohesion  of  the 
salt  resumes  its  ascendancy,  and  the  crystals  shoot  through  the 
liquid  : in  this  way  crystals  of  nitre  are  easily  procured. 

It  is  not  necessary,  however,  that  the  liquefaction  should  in 
all  cases  take  place  through  the  intervention  of  an  indifferent 
liquid  such  as  water : mere  fusion  of  the  substance,  followed  by 
slow  cooling  so  as  to  allow  it  freely  to  obey  the  molecular  attrac-  j 
tion,  is  in  many  instances  sufficient  to  produce  crystals.  If  2 : 
or  3 kilogrammes  of  sulphur  or  of  bismuth  be  fused  in  a eru-  1 
cible,  and,  after  it  has  cooled  sufficiently  to  become  solid  upon 
the  surface,  the  crust  be  broken  through  and  the  yet  liquid  sul- 
phur or  bismuth  be  poured  out,  the  inner  surface  of  the  solid 
portion  will  be  found  to  be  lined  with  prismatic  transparent 
crystals  of  sulphur,  or  brilliant  hollow  cubes  of  metallic  bismuth. 
AN  ater  on  solidifying  often  shoots  into  beautiful  crystals,  as  may 


MODES  OF  OBTAINING  CRYSTALS. 


117 


be  seen,  in  the  forms  of 
snow  flakes,  fig.  45,  which 
fall  during  a hard  frost. 

The  forms  of  these  flakes 
are  all  derived  from  the  six- 
sided  plate,  No.  1 ; the  se- 
parate crystals  in  the  groups 
3,  4>  6>  7>  8;  all  cross 

each  other  at  angles  of  60° 
and  1200,  though  they  vary 
ment. 

In  the  bowels  of  the  earth,  temperatures  which  man  can  hardly 
attain  in  his  furnaces,  have  been  acting  for  ages  ; processes  of  cool- 
ing of  the  most  regular  and  gradual  kind  have  been  proceeding, 
and  a great  variety  of  combinations  have  been  effected  under  the 
pressure  of  the  superincumbent  strata.  By  the  combined  operation 
of  these  causes  many  crystalline  substances  of  mineral  origin  have 
been  formed,  which  we  have  not  succeeded  in  imitating,  although 
a closer  examination  of  the  slags  of  our  iron  furnaces  reveals  new 
artificial  formations  of  this  nature ; and  the  number  of  those 
combinations,  previously  unattained  by  art,  is  gradually  being 
diminished. 

Ebelmen  (Ann.  de  Chimie,  III.  xxii.  211)  succeeded  in  pro- 
ducing a variety  of  artificially  crystallized  compounds,  which  were 
before  only  known  as  natural  minerals,  by  dissolving  their  con- 
stituents in  boracic  or  in  phosphoric  acid,  or  in  one  of  their  salts, 
and  then  subjecting  the  mixture  to  an  intense  and  long-sustained 
heat  in  a furnace  used  for  baking  porcelain;  the  acid,  or  other  com- 
pound employed  as  the  solvent,  was  thus  very  slowly  volatilized, 
and  various  minute  crystals  were  obtained,  including  spinelle, 
chrome  iron,  emerald,  and  corundum  or  ruby.  Deville  and  Caron 
(Comptes  Rendus,  xlvi.  764)  have  extended  these  experiments. 
They  introduced  the  fluorides  of  certain  metals  into  a crucible 
lined  with  charcoal,  and  containing  a quantity  of  boracic  anhydride 
supported  in  a small  cup  of  carbon.  The  cover  of  the  crucible 
was  then  carefully  luted  on,  and  the  whole  exposed  for  an  hour 
or  two  to  an  intense  white  heat.  Under  these  circumstances  the 
metallic  fluoride  and  the  boracic  anhydride  were  slowly  volatilized, 
the  vapours  decomposed  each  other,  and  crystals  were  formed. 
Ferric  fluoride  when  thus  treated  yielded  magnetic  oxide  of  iron 
in  octohedral  crystals ; zirconic  fluoride  yielded  dendritic  crystals 
of  zirconia ; a mixture  of  aluminic  and  glucinic  fluorides  furnished 
chrysoberyl  (G0,A1203) ; aluminic  fluoride  mixed  with  zincic 
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fluoride  yielded  crystals  of  gahnite  (Zn0,Al203) ; and,  by  the  use 
of  appropriate  mixtures,  staurolite*  and  other  crystallized  bodies 
previously  only  known  as  native  minerals  were  procured.  The 
success  that  has  attended  these  investigations  offers  every  induce- 
ment, to  those  who  have  the  opportunity,  to  pursue  this  interesting 
subject. 

The  prolonged  action  of  water  at  high  temperatures,  such  as 
can  only  be  obtained  under  pressure,  often  furnishes  crystalline 
compounds  which  cannot  otherwise  be  procured.  Acting  upon  a 
knowledge  of  this  fact,  De  Senarmont,  by  operating  in  closed 
vessels  with  water  upon  various  compounds,  at  temperatures 
ranging  between  266°  and  57 20  (13c0  and  200°  C.),  succeeded  in 
obtaining  in  a crystallized  condition  the  principal  minerals  which 
occur  in  metalliferous  veins,  including  quartz,  carbonates  of  iron, 
manganese,  and  zinc,  baric  sulphate,  antimonious  sulphide, 
mispickel,  and  red  silver  ore,  as  well  as  anhydrous  ferric  oxide, 
and  corundum.  (Ann.  de  Chimie,  III.  xxxii.  129.) 

The  prolonged  action  of  water  at  moderate  temperatures  may 
often  also,  as  Daubree  has  shown,  cause  the  formation  of  compli- 
cated crystallized  minerals.  It  was  found  by  this  mineralogist 
that  the  zeolites  apophyllite,  chabasite  [(KNaCa)„0,Al,03,  4 SiO.,, 
6 H20],  and  harmotome  [K20,  2 CaO,  4 Al,Og,  15  SiO,,  18  H,0], 
have  gradually  been  produced  in  the  concrete  laid  down  by  the 
Romans  around  the  channels  of  outflow,  at  the  hot  springs  of 
Plombieres.f 

It  is  not  in  all  cases  necessary  that  liquefaction  should  take 


* Few  transformations  of  this  kind  are  more  instructive  than  those  which 
accompany  the  formation  of  staurolite,  the  crystallized  silicate  of  alumina 
( 4A1203, 3 Si02).  Alternate  layers  of  silica  and  alumina  are  placed  in  a porce- 
lain tube  heated  to  redness,  and  through  this  a current  of  silicic  fluoride  is 
transmitted,  and  escapes  apparently  quite  unaltered  at  the  other  end  of  the  tube. 
The  fluoride  attacks  the  ignited  alumina,  removing  oxygen  from  it.  This 
oxygen  combines  with  a portion  of  the  silicon  of  the  fluoride,  producing  silica 
which  unites  with  a portion  of  the  alumina,  3 SiF4  + 2 AlaOs  = 3 SiOs  + 2 AlaF(. 
Meantime,  aluminic  fluoride  being  volatilized,  passes  on  and  attacks  the  superin- 
cumbent layer  of  ignited  silica.  Alumina  is  reproduced,  and  combines  with  a 
portion  of  the  silica,  whilst  silicic  fluoride  is  again  formed,  again  to  undergo  a 
similar  series  of  transformations,  2 AlaF6  + 3 SiOa  = 3 SiF4  + 2 AlaOs. 

f This  concrete  rests  in  part  on  granite  and  in  part  on  alluvial  gravel.  The 
mineral  water  flows  out  at  a temperature  ranging  between  140°  and  158°  (60° 
and  70°  C.).  It  is  very  dilute,  containing  not  more  than  03  gramme  per  litre 
ot  saline  matters,  or  2 1 grains  per  gallon.  It  holds  in  solution  small  quantities 
of  silica,  and  salts  of  sodium,  potassium,  calcium,  and  aluminum.  These  sub- 
stances thus,  in  almost  infinitesimal  quantities,  penetrate  the  concrete  byr  a very 
slow  infiltration,  and  in  the  lapse  of  ages  have  altered  its  composition,  and 
deposited  regularly  crystallized  zeolitic  minerals. 
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place  as  a preliminary  to  crystallization  : a solid  -when  deposited 
from  the  gaseous  state  sometimes  furnishes  crystals : iodine,  arse- 
nious  anhydride,  sulphur,  mercuric  iodide,  and  camphor,  offer 
illustrations  of  this  mode  of  crystallization. 

(73)  Separation  of  Salts  by  Crystallization. — The  process  of 
crystallization  from  solution  often  affords  a means  of  separating 
two  salts  of  unequal  solubility,  the  crystalline  form  of  which  is 
different,  and  which  have  no  chemical  action  on  each  other : 
nitre  is  thus  purified  from  the  common  salt  which  always  occurs 
mixed  with  it.  This  process  is  very  generally  resorted  to  as  a 
means  of  purifying  salts  from  small  quantities  of  foreign  admix- 
tures, which  may  be  soluble  in  water,  but  which  either  do  not 
crystallize,  or  if  they  crystallize,  do  not  do  so  in  dilute  solutions. 
Each  crystallization  diminishes  the  quantity  of  adhering  impurity, 
and  after  the  process  has  been  repeated  three  or  four  times,  dis- 
solving each  successive  crop  of  crystals  in  fresh  portions  of  pure 
water,  the  product  will  in  most  cases  be  free  from  impurity.  The 
crystallization  of  sea  salt  from  sea  water  thus  separates  the  sodic 
chloride  from  magnesic  chloride,  and  from  various  other  salts 
which  are  present  with  it  in  small  proportions ; a single  crystal- 
lization gives  the  salt  sufficiently  pure  for  commercial  purposes, 
though  it  is  in  this  state  far  from  being  chemically  free  from  the 
bodies  which  accompany  it  in  the  waters  of  the  ocean.  A single 
crystallization  of  many  salts,  however,  may  be  made  to  furnish 
the  salt  very  nearly  chemically  pure,  if  the  solution  be  briskly 
stirred  whilst  the  crystals  are  being  formed.  The  salt  is  thus 
deposited  in  minute  detached  grains ; and  if  these  are  placed  to 
drain,  and  washed  with  a saturated  solution  of  the  pure  salt,  as 
is  practised  in  the  refining  of  nitre  (571),  the  mother  liquor,  which 
retains  the  impurities  dissolved,  may  be  completely  washed  away; 
but  if  the  crystals  be  allowed  to  be  deposited  slowly  and  to  acquire 
a large  volume,  the  mother  liquor  is  retained  between  the  layers 
of  each  crystal,  and  cannot  be  thoroughly  displaced  by  the  pure 
solution.  Bodies  which  possess  the  same  crystalline  form,  such 
as  potassic  sulphate  and  chromate,  cannot  thus  be  separated  from 
each  other  by  crystallization. 

(74)  Sudden  Crystallization  : Nuclei. — Where  the  forces  of  co- 
hesion and  adhesion  are  nearly  balanced,  as  in  saturated  solutions, 
very  slight  causes  may  occasion  the  cohesion  to  preponderate ; and 
when  once  this  force  has  been  set  in  action,  its  influence  spreads 
rapidly  throughout  the  mass.  Water,  for  example,  in  a still 
atmosphere,  may  be  cooled  8 or  10  degrees  below  the  freezing- 
point,  and  yet  continue  liquid ; but  the  slightest  vibration  of  the 
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vessel  causes  sudden  crystallization  of  a portion  of  the  liquid  into 
ice.  Sometimes  a similar  effect  is  produced,  as  in  the  case  of 
Glauber’s  salt,  by  the  sudden  admission  of  air  to  the  solution  of 
the  salt  saturated  at  a high  temperature,  and  from  which  the  air 
has  been  expelled  by  boiling. 

Adhesion  to  a solid  body  may  be  sufficient  to  disturb  the 
balance  ; thus,  the  dropping  in  of  a similar  crystal,  the  insertion  of 
a thread,  or  of  a wire,  or  of  a piece  of  stick,  if  not  sufficient  to 
cause  sudden  crystallization,  will  generally  determine  the  spot 
upon  which  the  crystals  are  first  formed,  especially  if  the  foreign 
body  or  nucleus  be  rough  and  irregular  in  its  outline.  For  this 
reason  threads  are  stretched  across  the  vessels  in  which  the  pure 
solution  of  sugar  is  set  aside  to  crystallize  in  the  manufacture  of 
sugar-candy ; so  also  wooden  rods  are  placed  in  solutions  of  cupric 
acetate,  and  copper  wires  are  suspended  in  solutions  of  borax  in 
order  to  facilitate  the  crystallization  of  the  salt. 

(75)  Circumstances  which  modify  Crystalline  Form. — The  volume  of 
crystals  is  often  influenced  by  circumstances  apparently  trivial.  Muddy  solutions 
generally  yield  the  largest  crystals,  as  is  well  seen  in  the  manufacturing  process 
for  obtaining  citric  and  tartaric  acids,  where  the  impure  acid  always  forms  the 
finest  crystals.  Occasionally  the  presence  in  the  liquid  of  a substance  which  does 
not  crystallize  with  the  salt,  yet  modifies  the  form  which  the  latter  assumes ; 
urea,  for  instance,  occasions  the  deposition  of  common  salt  in  octohedra  instead 
of  its  usual  form  of  the  cube.  It  was  also  found  by  Jacobsen  (Fogg.  Annul. 
cxiii.  498)  that  sodic  chlorate,  which  crystallizes  ordinarily  in  cubes,  could  be 
obtained  at  pleasure  in  the  hemihedral  form  observed  by  Marbach,  by  touching 
one  of  the  regular  cubic  crystals  of  the  salt  with  a little  fat  or  wax,  and  putting 
it  back  into  the  mother  liquor.  A similar  modifying  influence  on  the  form  of 
the  crystal  was  produced  by  the  addition  of  small  quantities  of  urea,  of  glycerin, 
or  of  crude  hydropotassic  tartrate  to  the  mother  liquor. 

The  investigations  of  Pasteur  (Ann.  de  Chiniie,  III.  xlix.  5)  have  thrown  an 
interesting  light  upon  some  of  the  causes  which  thus  operate  in  modifying  the 
form  of  crystals.  The  crystals  which  were  particularly  examined  by  him  were 
those  of  acid  malate  or  bimalate  of  ammonium  (H4NH,C4H4Os),  and  of  strontic 
formiate.  Bimalate  of  ammonium,  when  it  is  deposited  in  the  cold  from  a pure 
saturated  solution  of  the  salt,  crystallizes  in  the  form  shown  in  No.  1,  fig.  46 — ■ 


Pig.  46. 


a form  derived  from  a right  prism  with  a rhombic  base.  Sometimes,  however, 
the  crystals  exhibit  the  double  bevel  shown  in  No.  2.  When  the  salti  s deposited 
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from  a solution  containing  products  of  the  decomposition  of  the  bimalate  by  heat, 
it  assumes  a hemihedral  modification,  similar  to  one  or  other  of  those  shown  in 
fig.  47.  The  bimalate  has  a ready  cleavage  parallel  to  the  sides  a b and  c d 
(fig.  46).  If  a crystal  of  the  form  of  1 or  2 be  broken  across,  as  in  fig.  48,  and 
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be  transferred  to  a portion  of  pure  saturated  mother  liquor,  the  bevel  is  rapidly 
restored  : it  makes  its  appearance  first  along  the  edges  of  the  cleavage  plane,  x Y, 
and  the  growth  of  the  crystal  is  more  rapid  in  the  direction  perpendicular  to  the 
plane  of  cleavage  than  it  is  in  the  direction  parallel  with  it. 

If  the  crystal  be  cut  at  one  of  its  angles  as  at  a,  fig.  49,  the 
notch  becomes  rapidly  filled  up,  as  shown  in  the  figure,  and 
when  the  form  of  the  crystal  is  restored,  its  growth  again 
becomes  regular  in  all  directions. 

The  general  conclusion  to  which  these  observations  point 
is — that  when  a broken  crystal  is  replaced  in  its  mother 
liquor,  it  continues  to  increase  in  every  direction  ; but  that  its 
growth  is  especially  active  upon  the  broken  surfaces,  in  con- 
sequence of  which  the  general  outline  of  the  figure  is  restored 
in  a few  hours. 

If  a hemihedral  crystal,  such  as  either  of  those  shown  in  fig.  47,  be  placed 
in  a saturated  solution  of  the  pure  bimalate,  the  hemihedral  faces  quickly  disap- 
pear, as  the  artificial  injury  does.  On  the  other  hand,  if  perfect  crystals  be 
placed  in  a mother  liquid  depositing  hemihedral  crystals,  the  hemihedral  form  is 
speedily  developed  upon  the  newly-introduced  crystals,  the  hemihedral  crystal 
growing  most  rapidly  in  the  direction  of  its  length,  a b,  whilst  the  regular 
crystal  increases  most  rapidly  in  the  direction  of  its  breadth,  a c. 

In  reflecting  upon  this  last  observation,  it  occurred  to  Pasteur  that  if  he  could 
by  mechanical  means  compel  a crystal  to  increase  more  rapidly  in  length  than 
in  breadth,  he  might  compel  a pure  solution  to  deposit  hemihedral  crystals.  He 
accordingly  pasted  strips  of  tinfoil  over  the  sides  of  a well-formed  crystal  of  the 
bimalate,  and  having  produced  cleavage  planes  at  the  two  ends  parallel  to  a b, 
he  placed  it  in  a solution  of  the  pure  salt ; on  the  following  day  the  bevels  had 
reappeared  along  the  broken  faces,  and  each  of  the  four  solid  angles  of  the 
crystal  exhibited  a hemihedral  face.  When  the  tinfoil  was  pasted  along  one 
edge  only  of  the  crystal,  the  hemihedral  faces  were  developed  on  that  side  only. 

(76)  Change  of  Volume  in  Crystallizing . — Some  change  of  bulk 
usually  occurs  at  the  moment  of  solidification ; in  many  instances 
expansion  is  produced.  Ice,  for  example,  at  the  moment  of  con- 
gelation, increases  in  bulk  about  -jV,  and  expands  so  forcibly  as  to 
burst  the  vessel  in  which  it  is  contained.  Instances  of  this  occur 
during  severe  frosts  in  the  pipes  used  for  conveying  water.  This 
expansive  force  is  so  enormous  that  no  vessels  have  been  found 
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sufficiently  strong  to  resist  it.  The  most  compact  ice  has  a specific 
gravity  of  C92 3 : 1000  parts  of  water  at  o°  C.  become  dilated  on 
freezing  to  about  1083.*  It  is  owing  to  the  expansion  which 
occurs  at  the  moment  of  solidification  in  iron  and  in  Newton’s 
fusible  metal,  that  they  answer  so  admirably  for  castings.  Other 
solids,  however,  present  equally  remarkable  instances  of  contrac- 
tion, of  which  mercury,  lead,  and  gold  are  illustrations,  and  hence 
the  unfitness  of  the  two  metals  last  mentioned  for  the  purposes 
of  casting  or  moulding. 

According  to  the  experiments  of  Kopp  (Liebig’s  Anna I.  xciii. 
129),  all  the  undermentioned  substances  contract  on  solidifying, 
and  their  expansion  at  the  moment  of  fusion  is  the  following : — 


100  Parts  of  Solid 

expand 

on  melting  at 
0 F.  0 C. 

Phosphorus  

3'43 

hi 

44 

White  Wax  

C42 

147 

64 

Stearic  Acid  

II'O 

158 

7° 

Sulphur 

5'° 

239 

1 15 

Many  solids  expand  with  much  greater  rapidity  near  their 
melting  point  than  at  lower  temperatures ; this  is  particularly  re- 
markable in  the  case  of  wax.  Kopp  also  finds  that  many  hydrated 
salts  expand  at  the  moment  of  fusion,  as  for  example : — 


100  Parts  of  8olid 

expand 

on  fusing  at 
0 F.  0 C. 

Calcic  Chloride  (CaCI2  . 6 H„0)  

96 

84  . 

29 

Hydrodisodic  Phosphate  (Na,HP04  • 12  H20) 

5'* 1 

95 

35 

Sodic  Hyposulphite  (Na2S2H204 . 4 H20)  ... 

5i 

113 

45 

A similar  phenomenon  attends  the  melting  of  Rose’s  fusible 
metal  (2  parts  of  bismuth,  1 part  of  tin,  aud  1 of  lead),  which  on 
liquefying,  between  203°  and  209°  (950  and  98°  C.),  expands 
1 * 55  per  cent.  Iodine,  bromine,  potassium,  sodium,  tin,  and 
bismuth,  also  contract  at  the  moment  of  solidification,  and  of 
course  expand  on  liquefaction. 

(77)  Dissection  of  Crystalline  Masses. — An  interesting  proof  of  the  in- 
fluence of  mass  upon  cohesion  is  sometimes  observed  in  the  gradual  conversion 
of  small  crystals  left  in  the  liquid  into  larger  ones.  In  nickelous  sulphate,  lor 
example,  slight  alternate  elevations  and  depressions  of  temperature  cause  the 
alternate  solution  and  re-crystallization  of  part  of  the  salt ; the  smaller  crystals, 
which  offer  the  largest  surface  in  proportion  to  their  mass,  are  most  readily  dis- 


* Dufour  found,  as  the  result  of  22  careful  experiments,  that  the  density 

ol  ice  varied  between  C914  and  0923,  with  a mean  of  0917. 
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solved,  and  their  solution  crystallizes  again  upon  the  surface  of  the  larger  ones, 
which  thus  increase  in  size  gradually,  whilst  the  small  ones  entirely  disappear. 
Sparingly  soluble  compounds,  by  prolonged  digestion  in  an  appropriate  solution, 
may  sometimes  be  obtained  in  crystals.  Amorphous  argentic  chloride  may 
he  thus  gradually  converted  into  crystals  if  digested  in  weak  hydrochloric  acid  in 
sealed  tubes.  Many  naturally  crystallized  minerals  have  doubtless  increased  in 
bulk  considerably  since  their  first  deposition  by  this  continuous  process  of  alter- 
nate solution  and  crystallization. 

By  the  slow  action  of  solution,  crystalline  structure  may  often  be  made  visible 
where  no  trace  of  it  was  previously  apparent,  and  a kind  of  dissection  of  the  mass 
is  thus  effected,  owing  to  the  more  powerful  exertion  of  cohesion  in  certain 
directions ; these  directions  vary  with  the  particular  crystalline  form  of  the  com- 
pound. These  phenomena  may  be  developed  in  a striking  manner  upon  the  surface 
of  a sheet  of  tin  plate,  by  gently  warming  the  plate,  and  washing  it  over  while  hot 
with  a little  weak  acid ; the  crystalline  forms  thus  displayed  constitute,  when  the 
surface  has  been  varnished,  the  ornamented  tin  plate  termed  moiree  metallique. 
A bar  of  nickel  placed  in  dilute  nitric  acid  becomes  covered  with  tetrahedra,  from 
the  solution  of  the  intervening  uncrystallized  portions  of  the  metal ; and  the 
fibrous  structure  of  the  better  kinds  of  iron  may  he  strikingly  exhibited  by  a 
similar  treatment  of  the  mass.  Salts  may  be  made  to  show  the  same  kind  of 
structure  without  having  recourse  to  chemical  solvents.  A shapeless  block  of 
alum,  when  placed  in  a nearly  saturated  solution  of  the  salt,  becomes  gradually 
embossed  with  portions  of  octobedra,  so  that  its  true  crystalline  structure  is 
revealed  to  the  eye.  In  all  these  cases  the  action  of  the  solvent  must  be  very 
weak,  otherwise  the  force  of  adhesion  will  act  too  uniformly : the  more  slowly 
the  solution  takes  place,  the  more  clearly  is  this  difference  in  the  amount  of  cohe- 
sion in  different  directions  of  the  solid  manifested. — (Daniell,  Quart.  Journ.  of 
Science,  i.  24,  and  Roy.  Inst.  Journ.  i.  1.) 

A remarkable  molecular  change  sometimes  takes  place  in  bodies  without  their 
undergoing  any  alteration  from  the  solid  to  the  liquid  state.  Both  brass  and  silver, 
for  example,  when  first  cast  or  wrought,  possess  considerable  toughness,  and  neither 
of  them  has  any  apparent  crystalline  structure ; by  repeated  heatings  and  coolings, 
however,  they  often  become  so  brittle  as  to  snap  off  upon  the  application  of  a very 
slight  degree  of  force,  and  the  surface  of  the  fracture  then  exhibits  a distinctly  crys- 
tallized appearance.  In  the  same  way  it  is  found  that  constant  vibration,  such  as 
that  to  which  the  iron  shafts  of  machinery  and  the  axles  of  railway  carriages  are 
subjected,  gradually  destroys  the  fibrous  character  to  which  the  iron  is  chiefly 
indebted  for  its  toughness,  and  renders  it  crystalline  and  brittle.  A similar 
change  sometimes  occurs  in  crystallized  bodies  : in  this  way  transparent  prismatic 
crystals  of  nickel  sulphate  or  of  zincic  seleniate,  when  exposed  for  a few  minutes 
to  the  sun’s  rays,  become  opaque ; they  retain  their  form  until  touched,  and 
then  crumble  down  into  a granular  powder  composed  of  octohedral  particles. 
An  alteration  somewhat  similar  occurs  in  barley  sugar,  which,  when  first  made 
from  melted  sugar,  is  vitreous  and  transparent ; but  it  gradually  becomes  crys- 
talline, opaque,  and  brittle. 

(78)  Structure  of  Crystals:  Cleavage. — By  the  careful  appli- 
cation of  mechanical  force,  crystalline  form  may  be  often  revealed 
in  a body  which  at  first  appears  as  a shapeless  mass.  If  to  an 
irregular  fragment  of  Iceland  spar,  for  example,  we  apply  the  edge 
of  a knife,  and  tap  it  gently  on  the  back  with  a hammer,  we  shall 
find  that  in  certain  positions  the  spar  splits  readily,  leaving  smooth 
surfaces,  and  that  having  once  obtained  such  a surface,  we  may  go 
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on  splitting  the  mineral  in  layers  parallel  to  the  surface.  Upon 
applying  the  knife  to  the  surface  of  a layer  so  detached,  we  find 
that  this  layer  admits  of  cleavage  in  two  directions,  so  that  ulti- 
mately a rhombohedral  crystal  is  obtained  from  the  spar.  Some 
bodies  admit  of  cleavage  with  much  greater  facility  than  others ; 
and  very  often  cleavage  occurs  more  readily  in  the  direction  of 
one  of  the  planes  than  in  that  of  the  others.  Selenite,  one  of  the 
forms  of  calcic  sulphate,  has  three  cleavages,  but  one  of  these  is 
much  more  easily  effected  than  the  others ; hence  the  mineral  is 
readily  split  into  laminee. 


Fig.  50. 


The  flat  surfaces 
developed  by  cleavage 
are  termed  the  faces  or 
planes  of  a crystal 
(such  as p p,  fig.  50,  1). 
The  lines,  e e,  formed 
by  the  junction  of  two 
of  these  planes  are  its 
edges ; the  junction  of  two  edges  forms  a plane  angle ; and  the  point, 
a,  at  which  three  or  more  planes  meet,  constitutes  a solid  angle. 
These  planes  are  said  to  be  similar,  when  their  corresponding  edges 
are  proportional,  and  their  corresponding  angles  equal.  Edges  are 
similar,  when  they  are  produced  by  the  meeting  of  planes  respec- 
tively similar,  at  equal  angles  ; and  angles  are  similar,  when  they 
are  equal,  and  are  contained  within  edges  respectively  similar. 
Sometimes  it  happens  that  the  crystal  is  bounded  in  all  directions  by 
perfectly  equal  and  similar  faces,  as  is  seen  in  the  cube,  the  octohe- 
dron,  and  the  rhombohedron.  Such  forms  are  distin- 
guished as  simple  forms  ; whilst  those  forms  resulting 
from  the  combination  of  two  or  more  simple  ones  are 
termed  compound,  or  secondary  forms.  A crystal  of 
quartz,  consisting  of  a six-sided  prism,  terminated  by 
two  six-sided  pyramids  (fig.  51),  is  a compound  form. 
In  fig.  50,  2 is  a compound  form,  the  twelve  edges 
of  the  octoliedron,  d d d,  being  replaced  by  faces  of 
the  rhombic  dodecahedron. 

Although  each  substance  has  its  own  peculiar 
crystalline  form,  as,  for  example,  alum  the  octoliedron,  common 
salt  the  cube,  calcic  carbonate  the  rhombohedron,  it  frequently 
happens  that  the  regularity  of  the  crystalline  form  is  interfered 
with.  Extra  faces  are  often  formed  by  the  replacement  of  an 
edge,  or  the  truncation  of  an  angle.  If  the  twelve  solid  edges  of 
the  octoliedron  were  removed,  a form  intermediate  between  the 
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octohedron  ancl  tlie  rhombic  dodecahedron  would  be  the  result, 
such  as  is  seen  in  fig-.  50,  2.  If  the  four’  solid  angles  of  the  tetra- 
hedron were  removed,  a form  intermediate  between  the  tetrahedron 
and  the  octohedron  would  be  obtained  (fig.  50,  3). 

In  the  discovery  of  the  simple  form  of  crystals,  the  process  of 
cleavage  just  alluded  to  is  most  valuable ; and  by  its  means,  se- 
condary forms,  which  at  first  sight  present  no  resemblance  to  the 
original,  may  be  readily  traced  to  it.  A striking 
instance  of  this  kind  is  afforded  by  the  cleavage  of 
the  six-sided  prism  of  calcareous  spar.  By  cleavage, 
the  three  alternate  edges  of  the  base  may  be  re- 
moved, and  three  faces  produced,  as  at  r,  r,  fig.  52, 
whilst  a cleavage  similar  to  that  of  the  base  may 
be  effected  upon  the  opposite  extremity  of  the  prism, 
except  that  the  edges  corresponding  to  those  that 
before  resisted,  now  yield,  and  that  those  which  at 
the  base  yielded  to  cleavage  now  remain  entire. 

The  obtuse  rhombohedron  is  thus  obtained  by  pur- 
suing the  dissection,  as  shown  in  fig.  52. 

(79)  Goniometers. — Since  the  number  of  geo- 
metrical solids  is  limited,  whilst  the  number  of  crystallized  bodies 
is  very  great,  it  necessarily  happens  that  several  different  substances 
possess  the  same  crystalline  form,  and  the  only  difference  observable 
between  them  consists  in  the  different  inclination  of  the  planes  to 
each  other  ; or,  what  is  the  same  thing,  in  variations  of  the  angles 
of  the  crystal.  In  order  to  de- 
tect this  difference,  the  crystal- 
lographer  requires  instruments 
for  measuring  these  angles. 

Such  instruments  are  termed 
yoniometers  (from  ywda,  an 
angle).  Of  these  the  simplest 
consists  of  a pair  of  double  com- 
passes, the  pivot  of  which  coin- 
cides with  the  centre  of  a gra- 
duated semicircle  ; one  limb  is 
fixed,  forming  the  diameter  of  the  semicircle,  the  other  is  move- 
able  on  the  pivot,  and  crosses  the  fixed  limb  at  its  centre,  as 
shown  in  fig.  53.  The  external  limbs  of  the  compasses  are  pressed 
against  the  two  planes  of  the  crystal  the  inclination  of  which  is 
to  be  measured,  so  that  they  shall  accurately  touch  those  planes 
in  directions  perpendicular  to  the  edge  at  which  they  meet ; 
and  the  alternate  and  opposite  angle,  which  of  course  coincides 


Fig.  53. 


Fig.  52. 
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Wollaston’s  reflecting  goniometer. 


with  that  of  the  crystal,  is  read  off  in  the  degrees  of  the 
graduated  arc. 


(80)  Reflecting  Goniometer. — A 
g far  more  elegant  and  accurate  instru- 
ment is  the  reflecting  goniometer  of 
Wollaston,  fig.  55.  The  principle 
upon  which  it  acts  may  be  thus  ex- 
plained : — Let  abed,  (fig.  54),  repre- 
sent a section  of  the  crystal  to  be 
measured.  A ray  of  light,  i r,  re- 
flected as  at  r s,  from  the  surface  of  the  crystal,  forms  the  radius  of 
the  arc  which  is  to  be  measured.  One  plane,  a b,  of  the  crystal 
is  brought  into  a fixed  position  with  regard  to  the  graduated  circle, 
and  the  inclination  of  the  two  planes  a b,  b c is  ascertained  by 
measuring  the  arc  which  the  graduated  limb  of  the  instrument 
describes,  in  order  to  bring  the  second  plane,  b c,  of  the  crystal 
into  the  same  position  as  the  first,  a b.  The  supplement , a b c,  of 
this  arc,  e c,  measures  the  inclination  of  the  two  planes.  The 
angle  may,  however,  be  read  off  at  once,  by  attending  to  the  fol- 
lowing instructions  : — 


Fig.  54. 


Fig.  55. 


The  instrument  (fig.  55)  consists  of 
a brass  disk,  a b,  supported  in  a vertical 
plane,  and  graduated  on  its  outer  edge 
to  half  degrees.  By  means  of  a milled 
head,  d,  this  disk  may  be  turned  round 
in  its  own  plane ; the  angle  through 
which  it  has  been  made  to  turn  is  read 
off  by  a vernier,  c,  which  is  permanently 
fixed.  The  axis,  f of  the  graduated 
circle  is  pierced  by  a second  axis,  at- 
tached to  the  milled  head,  e,  which  is 
intended  to  give  rotation  to  the  parts 
supporting  the  crystal,  independently, 
when  necessary,  of  the  movements  of  the 
graduated  circle,  a b. 

“ To  use  the  goniometer,  it  should 
first  be  placed  on  a pyramidal  stand,  and 
the  stand  on  a small  steady  table,  placed 
about  six  to  ten  or  twelve  feet  from  a 
flat  window.  The  graduated  circular 
plate,  a b,  should  stand  accurately  per- 
pendicular from  the  window,  the  pin,  h i, 
being  horizontal,  with  the  slit  end,  t,  nearest  the  eye.  Place  the  crystal  which 
is  to  be  measured  on  the  table,  resting  on  one  of  the  planes  whose  inclination  is 
required,  and  with  the  edge  at  which  those  planes  meet  the  farthest  from  you, 
and  parallel  to  the  window  in  your  front.  Attach  a portion  of  wax  to  one  side 
ot  the  small  brass  plate,  g ; lay  the  plate  on  the  table  with  one  edge  parallel  to 
the  window,  the  side  to  which  the  wax  is  attached  being  uppermost,  and  press 
the  end  of  the  wax  against  the  crystal,  k,  till  it  adheres;  then  lift  the  plate,  with 
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its  attached  crystal,  and  place  it  in  the  slit  of  the  pin,  h i,  with  that  side  upper- 
most which  rested  on  the  table. 

“ Bring  the  eye  now  so  near  the  crystal,  as,  without  perceiving  the  crystal 
itself,  to  permit  your  observing  distinctly  the  images  of  objects  reflected  from  its 
planes;  and  raise  or  lower  that  end  of  the  pin  which  has  the  small  circular  plate, 
h,  attached  to  it,  until  one  of  the  horizontal  upper  bars,  m,  of  the  window  is  seen 
reflected  from  the  upper  or  first  plane  of  the  crystal,  and  till  the  image  of  the  bar, 
n,  is  brought  nearly  to  coincide  with  some  line,  l,  below  the  window ; as  the  edge 
of  the  skirting-board  where  it  joins  the  floor.  Turn  the  pin,  h i,  on  its  own  axis, 
if  necessary,  until  the  reflected  image  of  the  bar  of  the  window  coincides  accu- 
rately with  the  observed  line  below  the  window.  Turn  now  the  small  circular 
plate,  e,  on  its  axis,  and  from  you,  until  you  observe  the  same  bar  of  the  window 
reflected  from  the  second  plane  of  the  crystal,  and  nearly  coincident  with  the  line 
below;  and  having,  in  adjusting  the  first  plane,  turned  the  pin  on  its  axis  to 
bring  the  reflected  image  of  the  bar  of  the  window  to  coincide  accurately  with  the 
line  below,  now  move  the  lower  end  of  that  pin  laterally  either  towards  or  from, 
the  instrument,  in  order  to  make  the  image  of  the  same  bar  reflected  from  the 
second  plane  coincide  with  the  same  line  below. 

“ Having  assured  yourself,  by  looking  repeatedly  at  both  planes,  that  the 
image  of  the  horizontal  bar  reflected  successively  from  each,  coincides  with  the  same 
line  below,  the  crystal  may  be  considered  as  adjusted  for  measurement.  Let 
the  1 8o°  on  the  graduated  circle  be  now  brought  opposite  the  o°  of  the  vernier, 
by  turning  the  middle  plate,  d,  and  while  the  circle  is  maintained  accurately  in 
this  position,  bring  the  reflected  image,  n,  of  the  bar,  in,  from  the  first  plane,  to 
coincide  with  the  line,  l,  below,  by  turning  the  small  circular  plate,  e.  Now 
tarn  the  graduated  circle  from  you,  by  means  of  the  middle  plate,  d,  until  the 
image  of  the  bar  reflected  from  the  second  plane  is  also  observed  to  coincide  with 
the  same  line.”  (Brooke’s  Crystallography,  p.  30.)  In  this  position,  the 
reading  of  the  vernier  gives  at  once  the  inclination  of  the  two  planes  to  each 
other.  It  is  almost  superfluous  to  remark  that  the  reflecting  goniometer  can 
only  be  applied  in  cases  in  which  the  surfaces  of  the  crystal  have  sufficient  polish 
and  brilliancy  to  reflect  the  image  of  the  line  by  means  of  which  the  angle  is 
read  off. 

(81)  Symmetry  of  Crystalline  Form. — The  study  of  the  geo- 
metrical relations  of  different  crystalline  forms  to  each  other  be- 
longs to  the  science  of  crystallography.  It  will  be  sufficient  for 
the  present  purpose  to  indicate  the  general  principle  upon  which 
the  classification  of  crystals  is  founded.  This  principle  is  the 
symmetrical  arrangement  upon  which  every  crystalline  form  is 
constructed.  Symmetry,  or  a complex  uniformity  of  configura- 
tion (that  is,  similarity  in  the  arrangement  of  two  or  more  corre- 
sponding forms  round  a common  centre),  is  the  general  law  of 
creation,  both  in  the  vegetable  and  animal  kingdoms.  It  is  ex- 
hibited in  the  correspondence  in  external  form  of  the  right  and  left 
side  of  the  body  in  animals,  in  the  similar  arrangement  of  the  leaf 
on  either  side  of  its  midrib,  in  the  two  lobes  of  the  dicotyledonous 
seed,  and  indeed  it  attracts  the  notice  of  every  observer  in  num- 
berless cases.  The  same  law  holds  good  still  more  rigidly,  though 
not  so  obviously,  in  the  constitution  of  every  crystal.  If  one 
of  the  primary  planes  or  axes  of  a crystal  be  modified  in  any 
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manner  by  molecular  forces  acting  within  the  liquid  or  the 
crystal,  all  the  symmetrical  planes  must  be  modified  in  the  same 
manner. 

The  imaginary  line  which  thus  governs  the  figure;  and  about 
which  all  the  parts  are  similarly  disposed;  and  with  reference  to 
which  they  correspond  exactly;  is  termed  the  axis  of  symmetry  in 
a crystal.  If  a rhombohedron  of  Iceland  spar  be  held  with  one 
of  its  obtuse  angles  uppermost,  the  vertical  line  which  joins  that 
angle  to  the  opposite  obtuse  angle  is  the  axis  of  symmetry  of  the 
crystal.  Each  extremity  of  the  axis  is  formed  by  the  meeting  of 
three  planes,  each  similar  to  the  others;  and  all  inclined  to  the 
axis  at  an  equal  angle.  If  any  internal  molecular  force  produce 
the  replacement  of  any  of  the  edges  of  one  of  those  faces,  the 
same  cause  must  act  with  similar  intensity  upon  the  corresponding 
edge  of  the  other  faces,  and  produce  a corresponding  modification. 
The  variation  thus  introduced  into  the  form  of  the  crystal  has  a 
symmetrical  character  ; and  the  alteration,  which  is  experienced  by 
each  of  the  three  divisions  of  which  the  crystal  consists,  is  conse- 
quently similar  in  each  case. 

There  are,  however,  crystals  that  possess  more  than  one  axis 
of  symmetry ; and  an  arrangement  of  crystalline  form,  first  pro- 
posed by  Weiss,  and  which  is  now  universally  adopted,  is  based 
upon  the  relation  which  these  axes  bear  to  each  other.  These 
axes,  it  must  be  remembered,  are  imaginary  lines,  which  connect 
the  opposite  angles  or  faces  of  a crystal,  and  all  of  them  intersect 
each  other  in  the  centre  of  the  figure.  In  the  regular  system,  to 
which  the  cube,  the  regular  octohedron,  and  rhombic  dodecahedron 
belong,  there  are  three  axes,  which  are  all  equal,  and  cross  each  other 
in  the  centre  of  the  crystal  at  right  angles.  If  one  of  the  faces  or 
edges  upon  any  of  these  equal  axes  be  modified,  not  only  are  all  the 
faces  or  edges  upon  that  axis  similarly  modified,  but  all  the  faces 
and  edges  of  the  entire  crystal  experience  a similar  modification ; 
since  the  symmetry  of  all  the  axes  is  alike,  aud  the  molecular  modi- 
fying force  acts  equally  upon  all.  But  this  rule,  though  of  very 
general  application,  is  not  without  exception.  If,  for  instance,  a 
crystal  rest  upon  one  face  during  its  formation,  the  mechanical 
obstacle  to  its  symmetrical  development  is  frequently  the  cause  of 
considerable  interference  with  the  regular  growth  in  this  direction, 
but  this  interference  does  not  operate  upon  the  \ipper  aud  exposed 
faces.  This  interference  of  causes  external  to  the  crystal  is  very 
generally  observed  in  crystalline  masses  artificially  obtained  (75). 
The  crystals  of  which  the  mass  is  composed  cross  each  other  in  all 
directions,  and  form  a confused  structure,  from  the  surface  of  which 
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project  isolated  crystals,  one  extremity  only  of  which  is  developed 
regularly. 

Some  minerals  occur  in  forms  termed  pseudomorphous  (from 
■tpivSog,  a falsehood,  poptpi),  form) ; that  is  to  say,  they  exhibit  forms 
which  are  not  truly  related  to  their  own  crystalline  system.  Such 
pseudomorphous  crystals  are  formed  by  deposition  in  cavities  pre- 
viously occupied  by  crystals  of  a different  nature,  but  which 
have  been  slowly  dissolved  out  of  the  mass  in  which  they  were  in- 
cluded, leaving  spaces  corresponding  to  their  form  ; and  during  the 
process  of  the  solution  of  the  original  crystal,  or  after  its  comple- 
tion, the  new  compound  has  gradually  taken  the  place,  and  adapted 
itself  to  the  form,  of  the  crystal  which  has  undergone  removal, 
as  when,  for  example,  quartz  is  found  in  the  form  of  heavy  spar, 
fluor  spar,  calc  spar,  or  plumbic  sulphate. 

(82)  Classification  of  Crystals. — Crystals  are  subdivided  into 
six  classes  or  systems,  founded  upon  the  relation  of  their  axes  of 
symmetry  to  each  other.  These  relations  exert  an  influence  not 
only  upon  the  geometrical  connexion  of  the  forms  of  crystals,  but 
also  upon  their  optical  and  physical  properties.  It  is  necessary 
in  studying  crystalline  forms,  the  relations  of  which  are  often  very 
complicated,  always  to  place  the  crystal  in  a definite  position.  It 
will  be  found  most  convenient  to  place  the  principal  axis  in  a ver- 
tical direction.  The  observance  of  this  ride  greatly  facilitates  the 
comparison  of  the  compound  with  the  simple  forms. 

The  six  classes  into  which  crystals  are  subdivided  are  the  fol- 
lowing : — 1st,  the  Regular  or  Tessular  system;  2nd,  the  Right 
square  prismatic,  or  pyramidal ; 3rd,  the  Rhombohedral ; 4th,  the 
Prismatic ; 5th,  the  Oblique  ; 6th,  the  Doubly  oblique. 

1 . The  Regular,  or  Tessular,  or  Cubic  System,  is  characterized 
by  three  equal  axes,  a a,  a a,  a a,  figures  56,  57,  58,  around 
which  the  crystals  are  symmetrically  arranged ; crystals  of  this 
class  are  hence  often  designated  as  monometric : the  three  axes 
cross  each  other  at  right  angles.  Crystals  belonging  to  this  sys- 
tem expand  equally  in  all  directions  when  heated,  and  refract 
light  simply.  The  most  important  varieties  of  simple  forms  are 
the  cube,  as  shown  in  fluor  spar,  common  salt,  and  iron  pyrites 
(fig.  56,  1) ; the  octohedron  (fig.  56,  5),  exemplified  by  alum  and 
magnetic  iron  ore;  the  tetrahedron  (fig.  58,  3),  sometimes  seen 
in  copper;  and  the  rhombic  dodecahedron  (fig.  57,  3),  as  in  the 
garnet  and  cobalt  sulphide.  Upon  the  geometrical  relations  of 
"these  forms,  a single  instance  showing  one  of  the  simplest  cases 
1 of  such  a connexion  will  suffice  : — 

From  the  cube  may  readily  be  deduced  the  three  other  allied 
1 k 
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forms  of  the  regular  system.  By  truncating  each  of  the  eight  solid 
angles  by  planes  equally  inclined  to  the  three  adjacent  faces  of  the 
cube,  we  obtain  the  octohedron,  in  which  the  three  axes  of  the 
cube  terminate  in  the  sLx  solid  angles  of  the  figure,  one  of  which 
consequently  corresponds  to  the  centre  of  each  side  of  the  cube. 
(See  fig.  56.)  The  faces  marked  0 are  those  of  the  octohedron. 

Fig.  56. 
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Passage  of  the  Cube  to  the  Octohedron. 

By  replacing  each  of  the  twelve  edges,  d d d,  of  the  cube,  we 
arrive  at  last  at  the  rhombic  dodecahedron.  (Fig.  57.) 

Fig.  57. 
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By  truncating  the  alternate  angles,  1 1,  we  obtain  the  tetrahe- 
dron, as  shown  in  fig.  58. 

Fig.  58. 
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PYRAMIDAL  SYSTEM. 


131 


Homohedral,  or  Holohedral  forms,  are  those  which,  like  the 
cube  and  octoliedron,  possess  the  highest  degree  of  symmetry  of 
which  the  system  admits.  Hemihedral  forms,  on  the  other  hand, 
are  those  which  may  be  derived  from  a holohedral  form,  as  the 
tetrahedron  is  from  the  octohedron  (fig.  50),  or  from  the  cube 
(fig.  58),  by  supposing  half  the  faces  of  the  holohedral  form 
omitted,  or  its  alternate  angles  or  edges  replaced,  according  to  a 
certain  law.  Again,  if  half  the  faces  of  a hemihedral  crystal  be 
omitted,  a tetartohedrul  form  is  the  result. 

These  relations  will  be  readily  traced,  even  by  those  unac- 
quainted with  geometry,  by  cutting  out  two  or  three  cubes  in 
soap,  or  some  other  sectile  body,  and  paring  down  the  angles  or 
edges  in  the  manner  above  described. 

In  a similar  manner,  by  inserting  wires  into  fig. 
an  apple  (fig.  59),  we  may  represent  to  the  eye 
the  direction  assumed  by  each  of  the  axes  of  a 
crystal  ; and  by  winding  a piece  of  thread  round 
each  point  of  the  wires,  and  stretching  the  thread 
across  from  one  wire  to  another,  the  outline  of  an 
octohedron  belonging  to  any  of  the  systems  is 
readily  obtained. 

2.  The  Right  Square  Prismatic,  or  Pyramidal  System. — In 
this  system  there  are  three  axes,  all  at  right  angles  to  each  other, 
but  two  only,  a a,  a a (fig.  60),  are  equal;  the  third;  c c,  being 
either  longer  or  shorter  than  the  others.  The  crystals  of  this 
I class,  from  this  circumstance,  are  said  to  be  dimetric.  Generally 
I there  is  no  simple  relation  between  the  length  of  the  axis,  c c, 
and  that  of  the  other  two.  Expansion  by  heat  is  equal  in  two 
I directions.  The  crystals  of  this  system  have  only  one  axis  of 
I single  refraction,  c c (117,  118),  as  they,  as  well  as  those  of  the 
I four  other  systems  not  yet  described,  exert  double  refraction  on 

I light. 

Four  principal  forms  belong  to  this  system,  viz.,  two  prisms 
I with  a square  base,  and  two  octohedra.  The  prisms  differ  from 
I each  other  according  as  the  equal  axes,  a a,  a a,  terminate  in  the 
I angles  of  the  base,  as  seen  in  fig.  60,  1 ; or  in  the  sides  of  the 
I base,  as  at  2.  Similar  differences  exist  in  the  two  octohedra. 
I The  octohedron  is  said  to  be  direct,  when  the  axes  end  in  the 
I angles,  and  inverse,  when  they  end  in  the  edges.  3 represents  a 

I right  square  prism  the  axes  of  which  terminate  in  the  edges  of  the 

II  crystal ; in  4,  the  axes  terminate  in  the  sides  of  the  prism ; 5 is 
the  direct  octohedron,  with  its  axes  in  the  solid  angles  ; 6,  the 

j inverse  octohedron,  with  the  axes  in  the  edges.  Examples  of  this 
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system  are  seen  in  potassic  ferrocyanide,  mercuric  cyanide,  tin- 
stone, and  anatase. 


Fig.  6o. 
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Pyramidal,  or  Eight  square  Prismatic  System. 


In  consequence  of  the  absence  of  any  fixed  relation  in  length 
between  the  principal  axis,  c c,  and  the  other  two  axes,  in  the 
four  different  prismatic  systems,  these  prisms  may  vary  in  length 
indefinitely.  In  some  cases,  the  axis,  c c,  is  so  short  that  the 
crystal  assumes  the  form  of  a flattened  plate,  when  it  is  said  to 
he  a tabular  crystal ; in  others  it  forms  a long  prism  of  indefinite 
length.  In  the  octohedron  of  the  various  prismatic  systems,  the 
principal  axis,  c c,  does  not,  even  in  the  same  compound,  always  bear 
the  same  proportion  in  length  to  the  other  two  axes ; though 
in  these  various  octohedra,  the  axis,  c c,  always  bears  some 
simple  ratio  in  length  to  those  of  the  other  octohedra  of  the 
same  body. 

3.  The  Rhombohedral,  or  Hexagonal  System. — In  this  system 
there  are  four  axes  ; three  of  them,  a a,  a a,  a a,  are  of  equal 
lengths,  are  situated  in  the  same  plane,  and  cross  each  other  at 
angles  of  6o° ; whilst  the  fourth,  c c,  is  perpendicular  to  these, 
and  may  vary  in  length.  The  crystals  of  this  class  produce,  in 
a very  marked  manner,  the  effects  of  double  refraction  on  light. 
They  have  one  axis,  c c,  of  single  refraction ; and  by  the  appli- 
cation of  heat  expand  equally  in  two  directions.  In  this  system 
the  principal  forms  (fig.  61)  are  the  bi-pyramidal  dodecahedron, 

Fig.  61. 


Rhombohedral  System. 
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3,  (of  which  there  are  two  varieties,  according  as  the  axes  ter- 
minate in  the  angles  of  the  base,  1,  when  it  constitutes  a direct 
dodecahedron ; or  in  its  sides,  2,  when  the  dodecahedron  is  said 
to  be  inverse)  ; the  rhombohedron,  4,  and  the  six-sided  prism,  5. 
Of  each  of  these  forms  there  are  likewise  two  varieties,  depend- 
ing upon  the  position  of  the  axes.  4 is  an  inverse  rhombohe- 
dron. Among  crystals  which  belong  to  this  system  are  ice, 
quartz,  beryl,  Iceland  spar,  and  sodic  nitrate. 

Figure  62  represents,  in  one  view,  the  manner  in  which  the 
principal  forms  in  each  of  the  first  three  systems  can  be  described 


Fig.  62. 


1 


2 


3 


about  the  crystallographic  axes.  1 exhibits  the  octohedron  in- 
scribed in  the  cube ; 2 shows  both  varieties  of  the  octohedron 
and  of  the  square  prism ; 3 the  six-sided  prism,  containing  the 
rhombohedron  and  bi-pyramidal  dodecahedron. 

The  relations  of  the  first  three  systems  are  simple,  and  easily 
traced  ; the  other  three  systems  are  more  complicated,  owing  to 
the  variety  introduced  by  the  irregular  lengths  and  obliquities  of 
the  axes. 

4.  The  Right  Rectangular  Prismatic,  or  Prismatic  System. — 
The  crystals  of  this  system  have  three  axes,  a a,  b b,  c c (fig.  63), 


Fig.  63. 


all  at  right  angles  to  each  other ; each  axis  differs  from  the 
others  in  length,  and  they  usually  bear  no  simple  proportion 
to  each  other.  Crystals  of  this  class  hence  are  termed  trimetric 
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by  some  •writers.  In  this  and  in  the  two  remaining  systems,  the 
crystals  expand  unequally  by  the  application  of  heat,  in  the  three 
directions  of  these  axes ; and  they  have  two  other  resultant  axes 
in  which  there  is  no  double  refraction  (118). 

The  principal  varieties  of  the  prismatic  system  are  the  right 
octohedron  with  a rhombic  base  (fig.  63,  4),  or  right  rhombic 
octohedron ; and  the  right  prism  with  a rhombic  base  or  right 
rhombic  prism,  5.  Both  these  figures  have  a rhombic  base,  1 ; 
the  axes  terminate  in  the  solid  angles  of  the  octohedron,  and  in 
the  edges  of  the  prism.  Owing  to  the  inequality  in  the  lengths 
of  the  axes,  the  sections  of  the  octohedron  through  a b a b,  1, 
c a c a,  2,  and  c b c b,  3,  though  all  rhombic  in  form,  are  each 
different  in  dimensions.  The  faces  of  the  octohedron  are  all 
similar,  but  the  length  of  each  side  of  its  triangular  faces  is  dif- 
ferent. To  this  class  belong  nitre,  aragonite,  topaz,  baric  sulphate, 
and  sulphur  obtained  by  evaporation  from  carbonic  disulphide. 

5.  The  Oblique,  or  Monoclinic  System. — The  three  axes  of  this 
system  may  all  differ  in  length ; two  of  them,  c c,  a a,  cross 
each  other  obliquely  (fig.  64,  2)  ; the  third,  b b,  is  perpendicular 

Fig.  64. 


1 234 


Oblique  System. 


to  both  the  others  ; generally  there  is  no  simple  proportion  be- 
tween the  lengths  of  the  different  axes.  The  principal  forms  are 
the  oblique  octohedron  with  a rhombic  base,  4,  and  the  oblique 
rhombic  prism,  5,  in  both  of  which  the  axes  are  in  the  angles  of 
the  crystal.  The  base  of  the  figure  in  each  case  is  a rhomboid, 
1,  in  which  the  axes  a a,  b b,  cross  each  other  at  right  angles. 
In  the  octohedron,  the  section  through  the  two  oblique  axes, 
a a,  c c,  2,  is  also  a rhomboid : the  axis,  c c,  crosses  the  third 
axis,  b b,  perpendicularly,  and  a section  through  these  axes 
produces  the  rhomboid  shown  in  3.  The  octohedron  of  this 
system  is  not  perfectly  symmetrical.  Each  of  the  three  sides- 
forming  its  triangular  faces  differs  from  the  others  in  length,  and 
the  faces  are  of  two  kinds.  The  two  upper  front  faces  of  4, 
bg.  64,  correspond  to  the  two  lower  back  faces,  and  the  other 
tour  faces  arc  alike.  Besides  the  oblique  rhombic  octohedron. 
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there  are  three  forms  of  the  oblique  rhombic  prism ; the  kind  of 
prism  being  defined  by  the  axis  with  which  the  long  axis  of  the 
prism  coincides.  Sodic  sulphate,  hydrodisodic  phosphate,  sul- 
phur crystallized  by  fusion  and  slow  cooling,  borax,  and  ferrous 
sulphate  offer  examples  of  crystals  belonging  to  this  class. 

6.  The  Doubly  Oblique,  Triclinic,  or  Anorthic  System. — In 
this  system  each  of  the  three  axes  may  differ  from  the  others  in 
length,  and  all  cross  each  other  obliquely.  The  principal  varie- 
ties of  crystalline  form  are  the  doubly  oblique  octokedron  (fig.  65, 


Fig.  65. 

2 3 


Doubly  Oblique,  or  Anorthic  System. 

2),  the  base  of  which  is  seen  at  1,  and  the  doubly  oblique  prism, 
3.  The  octohedron  is  not  symmetrical  in  its  form : its  four 
upper  faces  are  all  unlike,  but  each  face  corresponds  to  the  lower 
face  which  is  parallel  to  it.  Cupric  sulphate  and  bismuth  nitrate 
belong  to  this  class,  which,  however,  contains  comparatively  few 
substances.  Some  of  the  varieties  of  crystalline  forms  which  it 
includes  are  very  complicated,  and  difficult  to  define. 

Isomorphism — Dimorphism — Allotropy. 

(83)  Isomorphism. — Owing  to  the  comparatively  small  number 
of  forms  which  belong  to  the  regular  system,  and  to  the  perfect 
symmetry  which  characterizes  them,  it  necessarily  happens  that 
a variety  of  bodies,  very  dissimilar  in  properties  and  in  chemical 
composition,  assume  crystalline  forms  which  are  not  distinguish- 
able from  each  other,  since  they  coincide  exactly  in  their  angular 
measurements.  For  example,  the  elements, — carbon,  gold,  and 
copper,  and  the  compounds, — plumbic  sulphide,  iron  pyrites,  fluor 
spar,  alum,  and  spinelle,  all  crystallize  in  cubes  or  octolicdra 
which  perfectly  resemble  each  other ; yet  these  substances  present 
no  similarity  to  each  other  either  in  properties  or  in  chemical 
composition. 

Crystals  which  belong  to  the  other  systems,  however,  do  not 
so  frequently  present  this  exact  similarity  in  form : for  though 
they  may  crystallize  in  similar  prisms  or  octohcdra,  yet  a mea- 
surement of  the  angles  will  suffice  to  show  considerable  differ- 
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ences  iu  the  length  of  the  axes,  and,  in  the  case  of  the  two 
oblique  systems,  in  the  inclination  of  the  axes  to  each  other.  But 
in  these  systems  likewise,  as  well  as  in  the  regular  system,  cases 
occur  in  which  an  exact,  or  almost  exact  identity  in  crystalline 
form,  even  in  these  respects,  is  found.  In  the  larger  number  of 
these  instances,  as  Mitscherlich  has  proved,  the  chemical  composi- 
tion of  the  substances  which  thus  correspond  in  form  is  analogous. 
Bodies  which  possess  this  similarity  in  form  are  termed  isomor- 
phous  (from  ictoq,  equal,  popfprj,  form).  The  term  isomorphous  is, 
however,  restricted  to  such  substances  as  exhibit  not  only  simi- 
larity  in  form,  but  at  the  same  time,  the  analogy  in  their  chemi- 
cal composition  just  alluded  to.  The  diamond  (C),  magnetic 
oxide  of  iron  (Fe0,Fe203),  and  alum  (KA1  2 S04  . i2H20),  all 
crystallize  in  octohedra,  yet  they  are  not  usually  cited  as  in- 
stances of  isomorphism  : but  the  spinelle-ruby  (Mg0,Alo03),  mag- 
netic oxide  of  iron  (Fe0,Fe203),  and  chrome  iron  ore  (FeO, 
Cr203),  not  only  crystallize  in  the  same  form,  but  have  a con- 
, stitution  perfectly  analogous,  and  are  therefore  truly  isomorphous. 
Mitscherlich,  indeed,  endeavoured  to  show  that  crystalline  form 
is  independent  of  the  chemical  nature  of  the  atoms,  and  that  it 
is  determined  only  by  their  grouping  and  relative  position ; the 
same  number  of  atoms  combined  in  the  same  way,  always  pro- 
ducing the  same  crystalline  form. 

This  statement  is  not  strictly  true  : the  elementary  bodies  have 
by  no  means  all  of  them  the  same  crystalline  form  ; and  it  is  found 
that  even  when  the  chemical  constitution  is  the  same,  though 
there  may  frequently  be  a close  similarity  in  the  form  assumed, 
yet  a careful  measurement  of  the  angles  indicates  differences  in 
the  length  or  inclination  of  the  axes.  For  example — the  carbo- 
nates of  calcium,  manganese,  magnesium,  iron,  and  zinc,  all  crys- 
tallize in  rhombohedra ; but  the  corresponding  angles  of  these 
several  crystals  are  all  different,  as  the  following  table  shows : — 


Calcic  carbonate  (calc  spar) 

CaC03 

. 105° 

5' 

Manganous  carbonate  (diallogite) 

MnCO, 

O 

. 1060 

51' 

Ferrous  carbonate  (chalybite) 

FeC03 

w 

0 

'vj 

O 

o' 

Magnesic  carbonate  (magnesite)  . 

MgC03 

O 

O 
»- 1 

29' 

Zincic  carbonate  (calamine) 

ZnC03 

. 107° 

40' 

These  differences  are  in  all  probability  partially  due  to  differ- 
ences in  the  crystalline  arrangement  of  the  elementary  molecules 
of  some  of  the  components,  and,  as  Kopp  has  shown,  iu  the  atomic 
volume  or  space  occupied  by  these  ultimate  molecules.  The 
crystals  of  metallic  zinc  and  iron,  for  instance,  belong  to  different 
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systems,  so  tliat  it  is  not  surprising  that  some  difference  should  he 
observed  in  the  form  of  their  corresponding  compounds ; and  if 
Mitscherliclr’s  law  be  confined  to  compound  bodies,  these  very 
differences  which  have  been  supposed  to  militate  against  it,  will 
prove  to  be  remarkable  corroborations  of  its  truth,  as  they  show 
that  the  number  and  collocation  of  the  atoms  may  overcome  the 
tendency  of  some  of  the  atoms  of  the  elementary  components  to 
assume  different  forms.  It  also  shows,  moreover,  that  it  is  unsafe 
to  infer  isomorphism  in  the  elements  simply  from  the  occurrence 
of  isomorphism  in  the  compounds  which  they  yield.  It  must, 
however,  be  borne  in  mind  that  bodies  which  are  analogous  in 
chemical  composition  and  in  properties  are  not  necessarily  isomor- 
phous  : for  example,  magnesic  carbonate  (MgC03)  crystallizes  in 
rhombohedra,  whilst  strontic  carbonate  (SrC03)  assumes  the  form 
of  oblique  rhombic  prisms. 

It  not  unffequently  happens  that  a compound  group  like  am- 
monium (H4N),  if  equivalent  in  function  to  a simple  substance  like 
potassium  (K),  will  form  compounds  with  the  acid  radicles,  which 
are  isomorphous  with  those  of  the  simple  substance  with  the  same 
radicles ; this  is  manifest  in  potassic  chloride  (K,C1)  and  ammo- 
nium chloride  (H4N,C1),  both  of  which  crystallize  in  cubes.  Po- 
tassic sulphate  (K,S04)  is  in  like  manner  isomorphous  with  ammo- 
nium sulphate  [(H4N)2S04],and  so  on  through  the  greater  number 
of  the  corresponding  compounds  of  potassium  and  ammonium. 

(84)  Chemical  Bearings  of  Isomorphism. — This  discovery  of 
the  coincidence  of  similarity  in  crystalline  form  with  similarity  in 
chemical  composition,  is  one  of  the  most  important  generalizations 
yet  arrived  at  in  the  science  of  crystallography.  It  has  rendered 
great  service  to  chemistry  by  facilitating  the  classification  of  com- 
pounds, and  it  has  often  called  attention  to  analogies  in  composition 
which  might  otherwise  have  been  overlooked.  In  determining  the 
atomic  weight  of  a substance  it  is  also  frequently  of  essential  value ; 
but  its  application  to  these  purposes  will  be  more  advantageously 
examined  at  a future  period. 

Bodies  which  approach  each  other  thus  closely  in  crystalline 
form  often  occur  mixed  together  in  variable  proportions  in  regu- 
larly crystallized  minerals.  Such  isomorphous  compounds  can- 
not be  separated  by  the  method  of  crystallization.  Indeed,  it 
is  quite  possible  to  obtain  crystals  consisting  of  alternate  layers  of 
different  isomorphous  salts,  if  they  have  nearly  the  same  degree  of 
solubility  in  water.  An  octohedral  crystal  of  ordinary  alum,  for 
example,  if  transferred  to  a solution  of  chrome  alum  (a  compound 
isomorphous  with  ordinary  alum,  and  which  differs  from  it  in  con- 
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taming  an  atom  of  chromium  in  the  place  of  an  atom  of  alu- 
minum), will  continue  to  increase  in  size  regularly,  and  a layer  of 
the  metallic  salt  will  he  deposited  on  the  common  alum.  If  the 
crystal  he  transferred  again  to  the  original  solution  of  alum,  a 
fresh  layer  of  colourless  alum  will  be  formed  upon  the  chromium 
salt,  and  so  on  in  succession. 

A large  number  of  metals,  when  united  with  the  same  acid 
radicle,  furnish  salts  which  are  isomorphous.  For  instance,  the 
sulphates  of  magnesium,  zinc,  iron,  nickel,  cohalt,  manganese, 
and  cadmium,  all  crystallize  in  similar  forms.  The  isomorphism 
of  many  acid  radicles,  when  united  with  the  same  metal,  such  as 
potassium  or  sodium,  is  not  less  evident : sulphate,  seleniate, 
chromate,  and  manganate  of  potassium,  all  have  the  same  form ; and 
the  isomorphism  of  the  corresponding  phosphates  and  arseniates 
of  sodium  is  equally  striking. 

(85)  The  following  table  exhibits  some  of  the  more  important 
of  the  groups  in  which  the  existence  of  isomorphism  has  been  dis- 
tinctly ascertained : — 
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I 

Diamond 

Lead 

Iron 

Copper 

Silver 

Gold 

Cadmium 

Mercury 

Palladium 


Alumina  

Perric  oxide  

Chromic  oxide  

Umenite  


4 

Arsenious  anhj'dride  ... 
Antimonious  oxide 

5 

Tinstone  

Rutile 


(A.)  Elements. 

2 

Arsenic 
Antimony 
Bismuth. 
Tellurium  (?) 


( B .)  Compounds. 


A1A 

Fe203 

C10O3 

(FeTi)203 


As203 

Sb203 


Sn02 

Ti02 


6 

Sulphides* 

Arsenides 

Antimonides 

7 

Potassium-compounds  of 

Chlorine  

Iodine 

Bromine  

Fluorine  

Cyanogen  


KC1 

KI 

KBr 

KF 

KCy 


* It  appeared  to  he  anomalous,  upon  the  earlier  supposition  that  the  atomic 
weight  of  sulphur  was  16,  that  32  parts  of  sulphur  should  be  isomorphous  with 
7 5 of  arsenic,  two  atoms  of  sulphur  apparently  being  isomorphous  with  one  of 
arsenic ; but  if  the  atomic  weight  of  sulphur  is  admitted  to  be  32,  the  anomaly  dis- 
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Salts  of  the  following  Acid  Radicles  when  united  with  the  same  Metal, 
M!  representing  any  Monad  or  Monobasic  Metal. 


Phosphates  ... 

8. 

• • • 

...  M'3P04 

10 

Molybdates 

M'2Mo04 

Arseniates  ... 

• • • 

...  M'3As04 

Tungstates 

M'2W04 

Sulphates  ... 

9 

...  M'„S04 

Chromates  (in  the  un-  ) 
usual  form  of  Plumbic  > 
chromate)  ...  ) 

Pb"Cr04 

Seleniates  ... 

• • • 

...  Mr2Se04 

11 

Chromates  ... 

• • • 

...  M'3Cr04 

Perchlorates 

M'C104 

Manganates.,. 

... 

...  M'„Mn04 

Permanganates  

M'Mu04 

Salts  ofthefollotoing  Metals  when  united  with  Equivalent  Quantities  of 
the  same  Halogen  or  Acid  Radicle. 


12 

Magnesium 

Calcium  (in  Calc  Spar) 

Zinc 

Cadmium 

Iron 

Manganese 

Cobalt 

Nickel 

Copper 

Lead  (in  Plumbo-calcite) 
Potassium 


Barium 

Strontium 

Calcium  (in  Aragonite) 
Lead 


14 

Rouble  Chlorides  of 

Platinum  2 KCl,PtCl4 

Osmium 2 KC1,OsC14 

Iridium 2 KCl,IrCl4 


15 


Ammonium 


(86)  Dimorphism. — Another  very  remarkable  fact  connected 
with  crystallization  has  been  observed  in  a few  bodies.  Some 
substances,  sulphur,  for  example,  are  capable  of  assuming  two  dis- 
similar forms,  according  to  the  temperature  at  which  the  crystals 
are  produced.  Sulphur,  as  it  is  found  crystallized  in  nature,  or 
as  it  is  obtained  by  the  spontaneous  evaporation  of  its  solution  in 
carbonic  disulphide  or  in  chloride  of  sulphur,  is  deposited  in  the 
form  of  octohedra  with  a rhombic  base,  which  is  one  of  the  forms 
of  the  4th,  or  prismatic  system.  When  obtained  by  the  slow 
cooling  of  a mass  of  melted  sulphur,  beautiful  amber- coloured 
prismatic  crystals  are  obtained,  belonging  to  the  5th,  or  oblique 
system.  These  oblique  prisms,  in  the  course  of  a tew  days,  at  the 
usual  atmospheric  temperature,  become  opaque,  lose  their  cohe- 
sion, and  are  gradually  converted  into  a congeries  of  octohedra. 


appears.  A similar  remark  applies  to  the  permanganates  and  perchlorates,  if 
the  atomic  weight  of  manganese  be  taken  as  27-5.  The  permanganates  would 
then  appear  to  contain  two  atoms  of  manganese,  whilst  the  perchlorates  contain 
only  one  of  chlorine ; but  assuming,  as  we  have  done,  on  other  grounds,  that 
the  atomic  weight  of  manganese  should  be  doubled,  or  should  be  55>  then  it 
follows,  as  a matter  of  course,  that  the  number  of  atoms  of  manganese  and 
chlorine  are  alike  in  the  two  compounds. 
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A similar  change  is  produced  in  the  octohedral  crystals  by  ex- 
posing them  for  some  time  to  a heat  of  about  1 1 o°  C.,  but  the 
opacity  is  in  this  case  due  to  the  formation  of  prismatic  crystals. 
The  crystalline  axes  of  the  two  forms  differ,  and  consequently 
the  crystals  belong  to  different  systems.  Bodies  capable  of  thus 
assuming  two  forms  geometrically  incompatible  are  said  to  be 
dimorphous. 

Many  other  instances  might  be  mentioned.  Carbon,  in  its  pure 
state,  as  it  occurs  in  the  diamond,  is  crystallized  in  the  ist,  or 
regular  system,  in  octohedra,  or  in  allied  forms ; but  in  graphite,  as 
it  separates  from  cast  iron  when  fused,  it  assumes  the  shape  of  six- 
sided  plates,  which  belong  to  the  rhombohedral  system.  Calcic 
carbonate  usually  occurs  in  forms  of  the  3rd  system,  reducible  by 
cleavage  to  rhombohedra,  like  those  of  Iceland  spar,  and  it  is  thus 
formed  by  crystallization  at  low  temperatures  ; but  occasionally  it 
occurs  in  the  rectangular  prisms  of  the  4th  system,  as  in  the 
mineral  aragonite ; and  the  microscopic  crystals  which  are  formed 
when  calcic  carbonate  is  deposited  from  its  solution  by  carbonic 
acid  in  water,  on  the  application  of  a heat  of  ioo°  C.,  have  also 
this  form  (Gr.  Rose).  Another  beautiful  instance  of  dimorphism 
is  afforded  in  mercuric  iodide.  When  this  body  is  heated,  it  fuses, 
boils,  and  is  converted  into  vapour,  which  condenses  upon  the 
side  of  the  tube  as  a yellow  crystalline  crust,  composed  of  minute 
rhombic  plates.  The  application  of  a slight  mechanical  force,  such 
as  a mere  scratch  upon  a single  point,  changes  the  form  from 
the  rhombic  plate  to  that  of  an  octokedron  with  square  base,  and 
the  change  is  rendered  visible  to  the  eye  by  the  accompanying 
substitution  of  a bright  scarlet  for  the  yellow  colour.  If  the 
quantity  of  the  iodide  operated  on  be  at  all  considerable,  the  tem- 
perature of  the  mass  may  be  observed  to  rise  as  much  as  30  C. 
during  the  conversion  of  the  yellow  into  the  red  salt  (Weber).* 

In  certain  cases  the  forms  of  a crystal  belonging  to  one  system 
may  approach  very  closely  to  those  of  crystals  belonging  to  a 
totally  different  system : for  instance,  bismuth  appears  to  crys- 
tallize in  cubes,  but  in  reality  it  assumes  the  form  of  a rhombohe- 
dron,  the  angles  of  which  are  9 2°  20',  and  87°  40',  or  so  close  upon 


* The  following  substances,  according  to  Professor  W.  H.  Miller,  are  also 
dimorphous : — Titanic  anhydride,  prismatic  in  brookite,  pyramidal  in  rutile: 
ferric  disulphide,  cubic  in  ordinary  pyrites,  prismatic  in  white  pyrites  (mar- 
casite) : potassic  sulphate,  usually  prismatic,  sometimes  rhombohedral ; nitre, 
usually  prismatic,  sometimes  rhombohedral ; diarsenide  of  nickel  (NiAsJ, 
usually  cubic,  but  prismatic  in  the  white  variety. 
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right  angles,  as  to  ordinary  observation  to  be  confounded  with 
them  : the  derivative  forms,  however,  in  such  cases  are  always  very 
different,  and  generally  enable  the  observer  to  point  out  the  true 
system  to  which  the  crystal  belongs. 

According  to  the  observation  of  Pasteur,  instances  of  dimor- 
phism usually  occur  when  one  of  the  two  forms  is  nearly  upon 
the  limit  of  the  system  to  which  it  belongs  [Ann.  de  Chimie,  III. 
xxiii.  271).  For  example,  the  angles  of  the  yellow  rhombic  plates 
of  mercuric  iodide  do  not  differ  much  from  those  of  the  octohedron 
of  the  prismatic  system  to  which  the  red  variety  of  this  compound 
belongs,  and  a similar  remark  is  applicable  to  the  prisms  and  the 
octohedra  of  sulphur. 

Some  substances  are  stated  to  be  even  triniorphous,  that  is,  they  crj’stallize 
in  three  different  systems.  Both  zincic  seleniate  (ZnSe04 . 7 H20)  and  zincic 
sulphate  (ZnS04 . 7 11,0),  and  nickel  seleniate  (NiSe04 . 7 H20)  and  nickel 
sulphate  (NiS04 . 7 H„0),  according  to  Mitscherlich,  exhibit  this  peculiarity. 
Nickel  sulphate  crystallizes  below  13°  C.  in  right  rhombic  prisms;  between  130 
and  200  C.  in  acute  square-based  octohedra;  and  when  the  temperature  is  above 
30°  C.  in  oblique  rhombic  prisms.  In  the  first  case  the  crystals  belong  to  the 
prismatic,  in  the  second  to  the  pyramidal,  and  in  the  third  to  the  oblique  system. 
If  the  right  rhombic  crystals  be  placed  in  the  summer’s  sun  for  a few  days  they 
become  opaque,  but  still  retain  the  form  of  the  prism,  which  is  found,  when 
broken,  to  consist  of  a mass  of  octohedra.* 

It  is  not  unlikely  that  the  change  of  tenacity  produced  in  some 
of  the  metals  by  elevation  of  temperature,  and  exhibited  in  a marked 
degree  by  zinc,  is  produced  by  some  modification  of  their  crystal- 
line form  under  the  action  of  heat. 

The  influence  of  temperature  in  thus  subverting  the  direction 
of  the  molecular  forces  in  obedience  to  which  crystals  are  formed, 
has  as  yet  scarcely  been  made  the  subject  of  systematic  research ; 
its  further  prosecution,  however,  cannot  fail  to  throw  much  addi- 
tional interesting  light  upon  our  knowledge  of  the  operation  of 
molecular  force. 

In  certain  cases  two  isomorphous  bodies  are  similarly  dimor- 
phous, or  iso  dimorphous , such,  for  instance,  as  arsenious  anhydride 
and  autimonious  oxide,  both  of  which  crystallize  in  regular  octo- 
hedra and  in  four-sided  prisms  ; palladium  and  iridium,  as  well 
as  potassic  and  sodic  nitrates,  which  all  crystallize  in  rhomboidal 
prisms  or  in  hexagonal  prisms ; cupreous  and  argentic  sulphides, 
which  occur  either  in  cubes  or  in  rhomboidal  prisms. 


* According  to  De  Marignac,  however,  nickel  sulphate  in  the  second  and 
third  forms  contains  I H20  less  than  it  does  when  crystallized  in  right  rhombic 
prisms  ; and  if  this  be  true  for  nickel  sulphate,  it  is  most  probably  the  case  with 
the  other  salts  above  mentioned  as  trimorphous. 
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(87)  Allotropy. — Independently  of  dimorphism,  the  particles  of 
many  solids  are  capable  of  other  modes  of  arrangement,  which, 
without  altering  the  chemical  composition  of  the  body,  yet  produce 
a very  important  modification  of  many  of  its  properties,  both 
chemical  and  physical. 

There  appear  to  he  four  different  conditions  in  which  solid 
bodies  may  exist.  They  may  be — 1st,  crystalline,  as  diamond, 
garnet,  felspar ; 2nd,  vitreous  or  glassy,  as  glass  itself,  transparent 
arsenious  anhydride,  and  barley-sugar;  3rd,  amorphous,  or  destitute 
of  crystalline  form  altogether,  as  tinder,  chalk,  or  clay;  and  4th, 
organized,  or  arranged  in  masses,  consisting  of  cells,  fibres,  or 
membranes,  like  the  tissues  of  animals  or  vegetables,  as  hair,  muscle, 
skin,  wood,  bark,  leaves,  &c.  To  these  organized  structures  no 
further  allusion  will  for  the  present  be  made,  since  they  are  pro- 
ducible only  by  the  living  organism. 

Many  substances  are  capable  of  assuming  indifferently  any 
one  of  the  first  three  .of  these  conditions.  Sulphur,  for  example, 
often  occurs  naturally  in  beautiful  octohedral  crystals,  and  may 
always  be  [obtained  in  this  form  by  allowing  its  solutions  to 
evaporate  spontaneously  in  the  air.  These  crystals  are  hard  and 
brittle,  and  they  may  easily  be  dissolved  in  carbonic  disulphide. 
But  if  a quantity  of  these  crystals  be  melted,  and  heated  con- 
siderably beyond  the  boiling  point  of  water,  and  the  liquid  be 
then  suddenly  cooled  by  pouring  it  into  cold  water,  a tough, 
flexible,  transparent  substance,  of  an  amber  colour,  is  procured, 
which  may  be  kneaded  in  the  hand  or  drawn  out  into  long  threads, 
and  is  less  easily  inflamed  than  ordinary  sulphur.  This  consti- 
tutes vitreous  sulphur ; but  if  it  be  left  for  a few  days,  it  becomes 
brittle,  opaque,  and  partly  crystalline.  However,  it  is  not  all 
crystallized,  for  if  digested  with  carbonic  disulphide,  part  of  it 
only  will  be  dissolved ; the  crystallized  portion  is  taken  up,  and 
a buff-coloured  powder  is  left,  which  is  insoluble.  It  has  no 
crystalline  appearance,  and  is  amorphous  sulphur.  This,  if  melted 
by  heat,  becomes  as  soluble  as  before.  In  addition  to  these 
alterations  in  consistence,  colour,  inflammability,  and  solubility, 
differences  in  the  density  are  observed : — 

Octohedral  sulphur  has  a specific  gravity  of  2^05 
Prismatic  sulphur  ,,  ,,  !'955 

Vitreous  sulphur  „ ,,  r957 

Con'csponding  differences  in  the  specific  heat  have  been  observed 
in  these  different  conditions. 

These  three  different  forms  of  sulphur  are  called  allotropic 
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modifications  of  sulphur,  and  the  existence  of  the  same  substance 
in  different  forms,  each  endowed  with  different  properties,  is  called 
allotropy  (from  aXXoq,  another,  and  rpoirog,  manner). 

Phosphorus  affords  another  excellent  instance  of  this  singular 
series  of  modifications.  Phosphorus,  when  first  prepared  and  as 
sold  in  the  shops,  is  in  the  form  of  transparent,  flexible,  waxy- 
looking  sticks  which  are  of  the  vitreous  variety.  In  this  form  it 
is  freely  soluble  in  carbonic  disulphide,  melts  in  warm  water  at 
a heat  very  little  above  that  of  the  human  body,  and  is  so  in- 
flammable, that  if  left  exposed  to  the  air,  even  for  a few  minutes, 
in  warm  weather,  it  often  takes  fire  and  burns  with  great  violence. 
Phosphorus  has  also  been  obtained  in  crystals,  which  are  equally 
inflammable  with  the  common  form.  But  if  phosphorus  be  put 
into  a flask  filled  with  nitrogen  or  carbonic  anhydride,  to  prevent 
it  from  taking  fire,  and  be  heated,  with  various  precautions  to 
avoid  accident,  up  to  the  melting  point  of  tin  (228°  C.),  or  rather 
higher,  in  a few  hours  it  will  be  changed  into  a red  powder  which, 
when  properly  purified,  may  be  exposed  to  the  air  without  any 
danger  of  taking  fire.  In  this  condition  it  does  not  melt  until 
heated  to  500°  (260°  C.),  or  even  beyond  that  temperature ; and  it 
is  quite  insoluble  in  carbonic  disulphide.  Yet  it  is  pure  phosphorus, 
although  in  the  amorphous  condition.  By  heating  it  to  about  5 7 20 
(300°C.),in  a retort  or  vessel  from  which  the  air  is  excluded,  it  melts, 
and  then  cannot  be  distinguished  from  the  original  phosphorus 
that  furnished  it.  In  addition  to  these  alterations  in  solubility, 
colour,  inflammability,  and  external  appearance,  differences  in  the 
specific  gravity  and  in  specific  heat  have  been  observed. 

Many  other  elementary  bodies  exhibit  analogous  allotropic 
modifications,  and  their  number  will  no  doubt  be  increased  as  re- 
searches in  this  direction  become  multiplied.  It  is  probable,  indeed, 
that  such  modifications  exist  in  all  the  elements,  although  the  pro- 
perties of  the  different  forms  are  certainly  not  always  so  dissimilar 
as  in  the  cases  already  quoted.  Even  in  permanent  gases  we  have 
indications  of  allotropy,  the  remarkable  substance  ozone  having 
been  ascertained  to  be  oxygen  in  a particularly  active  condition. 
The  consideration  of  special  instances  of  allotropy  will  be  deferred 
until  the  properties  of  the  bodies  themselves  are  detailed.  Allotropy 
does  not  appear  to  be  confined  to  elementary  bodies ; but  in  com- 
pounds it  is  not  always  easy  to  determine  whether  the  corre- 
sponding modifications  may  not  be  due  to  alterations  in  chemical 
composition,  arising  from  a change  in  the  mode  of  combination  of 
the  different  component  elementary  bodies  with  each  other. 

It  is  certain,  whatever  be  the  causes  which  thus  influence 
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molecular  arrangement,  that  the  particular  arrangement  which 
such  causes  may  produce  in  any  given  case,  has  a very  material 
influence  in  modifying  the  physical  properties  of  the  body.  "When 
a body  is  homogeneous,  or  when  it  is  symmetrically  arranged,  as 
in  the  crystals  belonging  to  the  regular  system,  the  transmission 
of  light,  the  expansion  by  heat,  and  the  conducting  power  of  the 
body  for  heat,  is  uniform  in  every  direction ; but  when  the  mole- 
cular forces,  as  shown  by  the  form  of  the  crystal,  are  more  power- 
ful in  one  direction  than  in  others,  immediately  a corresponding 
irregularity  in  the  action  of  the  body  on  light,  and  in  its  ex- 
pansive and  conducting  powers  for  heat,  may  be  traced  : probably 
similar  irregularities  would  be  found  in  its  power  of  transmitting 
sound,  and  in  allowing  the  passage  of  electricity  and  magnetism.* 


— 

* 

CHAPTER  IV. 

LIGHT. 

Nature  of  Light — Undulations — Reflection — Refraction — Produc- 
tion of  Colour — Chemical  Actions,  Photography — Interference 
— Double  Refraction — Polarization. 

(88)  Chemical  Relations  of  Light. — The  light  which,  operating 
through  the  eye,  gives  exercise  to  the  sense  of  vision,  until  within 
the  last  few  years,  would  have  been  thought  to  have  little  con- 
nexion with  chemistry.  Now,  however,  the  case  is  otherwise, 
and  an  acquaintance  with  the  fundamental  laws  and  properties  of 
light  is  indispensable  to  the  chemist.  The  physical  characters  of 
an  object,  revealed  by  its  action  on  light,  are  often  of  the  greatest 
chemical  value.  Differences  in  refractive  power,  for  example, 
furnish  in  many  cases  the  most  rapid  and  satisfactory  proof  of 
the  genuineness  or  adulteration  of  an  essential  oil.  Varieties  in 
the  amount  and  direction  of  circular  polarization  afford  the  best 
means  in  certain  cases  of  arriving  at  a knowledge  of  the  varieties 
and  proportions  of  sugar  in  complex  saccharine  liquids.  By  the 
action  of  polarized  light,  the  diamond  and  other  precious  gems 
may  be  distinguished  from  spurious  imitations. 


* Since  this  paragraph  was  written,  Wcrtheim  has  proved  that  the  velocity 
of  sound,  when  transmitted  through  wood,  is  nearly  five  times  as  great  when 
transmitted  in  the  direction  of  the  fibre,  as  when  transmitted  across  it;  and 
Wiedemann  has  shown  that  electric  induction  occurs  with  varying  degrees  of 
facility  in  different  directions  in  the  same  doubly-refracting  crystal. 
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But  besides  the  indirect  assistance  thus  afforded  to  chemistry, 
the  researches  of  the  last  sixty  years  have  been  gradually  develop- 
ing the  vast  importance  of  light  as  an  agent  in  producing  the 
chemical  changes  which  are  continually  in  operation  upon  the 
surface  of  the  earth  ; and  they  have  at  length  shown  that  this 
wonderful  emanation  from  the  sun  is,  conjointly  with  heat,  the 
mainspring  which  maintains  the  chemical  actions,  and  with  them 
the  existence,  of  all  the  varied  forms  of  organic  life  which  teem 
around  us.  The  fixation  of  carbon  in  the  vegetable  creation,  the 
accumulation  of  materials  for  our  habitations  and  for  fuel,  and  the 
maintenance  of  a uniform  composition  in  the  atmosphere,  may  be 
mentioned  in  illustration  of  the  importance  of  its  chemical  actions  : 
whilst  the  fascinating  art  of  photography  gives  proof  of  the 
rapidity  and  the  variety  of  the  changes  which  it  produces ; and 
in  the  newr  department  of  spectrum  analysis  we  are  furnished 
with  a method  of  investigation  which  reveals  to  us  the  compo- 
sition, not  only  of  the  flames  of  furnaces  and  of  volcanoes,  but 
even  of  the  luminous  atmosphere  of  the  sun,  the  fixed  stars,  and 
the  nebulae,  extending  the  range  of  our  inquiries  through  dis- 
tances limited  only  by  that  through  which  the  object  is  visible. 

The  investigation  of  the  laws  of  light  belongs  to  the  science  of 
optics : in  the  following  pages,  therefore,  reference  will  only  be 
made  to  some  of  its  principal  properties,  a knowledge  of  which 
will  be  a necessary  preparation  to  the  study  of  its  chemical  effects. 

(89)  Sources  of  Light. — i.  The  great  natural  sources  of  light 
are  the  sun  and  the  heavenly  bodies,  but  there  are  several  modes 
of  procuring  light  by  artificial  means.  The  other  chief  sources  of 
light  are  the  ignition  of  solids ; phosphorescence  by  heat ; luminous 
animals ; phosphorescence  of  decaying  animal  matter ; electricity ; 
and  certain  cases  of  crystallization. 

2.  Ignition  of  Solids. — Whenever  any  solid  object  is  raised  to 
a high  temperature  (about  980°  or  iooo°  F.,  equivalent  to  526° 
or  538°  C.),  it  becomes  luminous.  A current  of  gaseous  matter 
may  have  a temperature  of  upwards  of  2000°  (1094°  C.)  without 
becoming  luminous.  If,  however,  a solid  be  introduced  into  such 
a current  of  heated  gas,  it  begins  to  throw  off  light  in  all  directions, 
even  though  it  may  not  burn,  and  may  experience  no  chemical 
change ; under  such  circumstances,  it  is  said  to  become  incan- 
descent. The  colour  of  the  light  varies  with  the  intensity  of  the 
heat.  When  first  perceptible  it  is  of  a dull  red  colour,  and  as 
the  temperature  rises,  it  passes  through  orange  and  yellow  into  a 
full  white,  which,  when  the  heat  becomes  extremely  intense, 
assumes  something  of  a violet  tinge. 

1 L 
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The  experiments  of  Draper  {Phil.  Mag.  May,  1847,  p.  345) 
show  that  platinum  begins  to  emit  light  in  the  dark  at  a tem- 
perature which  he  estimates  at  about  97 70  (5250  C.).  He  also 
found,  by  introducing  different  substances  into  a clean  gun-barrel, 
and  raising  the  barrel  to  a dull  red  heat,  and  then  looking  down 
into  the  barrel,  that  they  all  became  red  hot  at  the  same  time 
within  the  barrel.  The  materials  submitted  to  experiment  were, 
platinum,  brass,  antimony,  lead,  and  gas  carbon ; to  these  I may 
add,  porcelain,  black-lead  ware,  copper,  and  palladium.  Chalk 
and  marble  became  visible  before  the  barrel  was  red  hot,  and  the 
phosphorescence  of  fluor  spar  was  still  more  marked.  At  a tem- 
perature which,  from  the  expansion  of  the  platinum.  Draper  esti- 
mated at  .1280°  (694°  C.),  the  light  of  a strip  of  platinum, 
heated  by  the  voltaic  current,  was  red,  and  extended  up  to  the 
line  F of  the  solar  spectrum  (106) ; the  colour  of  the  emitted 
light  was  greenish  grey.  At  13250  (7i8°C.)  the  spectrum  was 
prolonged  into  the  bluish  green.  At  1440°  (782°  C.)  the  blue 
extended  beyond  Fraunhofer’s  line  G;  and  at  2130°  (1 165°  C.) 
a pure  and  intense  spectrum,  reaching  as  far  as  H,  was  obtained. 

This  observation  may  he  carried  still  further  by  noting  the 
effects  produced  upon  the  increase  in  the  extent  of  the  chemical 
action  in  the  more  refrangible  portion  of  the  spectrum,  as  the 
temperature  is  pushed  still  higher.  The  temperature  of  the  voltaic 
arc  and  of  the  electric  spark  may  thus  be  inferred  greatly  to 
transcend  that  of  the  sun  and  oxyhydrogen  jet. 

All  our  artificial  lights  depend  upon  the  ignition  of  solid 
matter,  in  the  intense  heat  developed  by  the  chemical  changes 
attendant  on  combustion.  One  of  the  most  remarkable  instances 
of  the  production  of  light  in  this  manner,  is  afforded  by  directing 
an  ignited  jet  of  mixed  oxygen  and  hydrogen  gases  upon  a piece 
of  lime ; the  burning  gas  alone  gives  scarcely  any  sensible  light, 
but  as  soon  as  the  lime  has  become  thoroughly  heated,  the  bril- 
liancy of  the  light  is  too  great  for  the  eye  to  bear. 

3.  Phosphorescence  by  Meat. — Some  substances  of  mineral  origin,  when 
gently  heated,  emit  a feeble  light,  which  in  a short  time  ceases,  and  cannot  he 
again  renewed  until  after  the  body  has  been  exposed  to  the  light  of  the  sun,  or 
to  that  emitted  by  the  discharge  of  a Leyden  jar  (112).  Native  tricalcic  di- 
phosphate or  phosphorite,  and  a variety  of  fluor  spar  known  as  chlorophane,  exhibit 
the  phenomenon  very  distinctly.  Some  organic  compounds,  such  as  quinia  sulphate, 
and  well-dried  flour,  particularly  maize  flour,  also  exhibit  this  phenomenon. 

4.  Luminous  Animals. — The  existence  of  phosphorescence  may  be  recognized 
in  the  animal  kingdom.  The  waters  of  the  ocean  in  different  parts  of  the  globe, 
and  at  different  times,  appear  to  be  luminous  throughout,  from  the  presence  of 
countless  hosts  of  luminous  animalculre : but  usually  the  light  of  the  sea  appears 
to  be  developed  only  by  agitation,  and  the  crest  of  every  wave  may  often  be  seen 
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to  be  tipped  with  a beautiful  fringe  of  pale  green  light.  The  glow-worm  and  the 
fire-fly  ofler  other  familiar  iustances  of  the  same  nature.  Some  kinds  of  scolo- 
pendra,  in  passing  over  the  ground,  leave  a luminous  trail  behind  them.  Within 
certain  limits,  this  power  of  emitting  light  appears  to  be  under  the  control  of  the 
animal,  and  it  ceases  in  a few  hours  after  vitality  is  destroyed.  Matteucci  ex- 
tracted from  the  glow-worm  a yellowish  phosphorescent  matter,  the  light  of 
which  became  extinct  at  1 8°  ( — 8°  C.),  and  recovered  its  luminosity  as  the 
temperature  rose,  but  it  disappeared  when  the  temperature  rose  to  1220  (50°  C.). 
The  presence  of  oxygen  appears  in  this  case  to  be  necessary,  as  the  luminosity  is 
temporarily  suspended  by  immersion  in  nitrogen,  or  in  carbonic  anhydride. 

5.  Phosphorescence  of  Decaying  Organic  Matter. — Sea  fish,  in  general,  and 
whiting,  herring,  and  mackerel,  in  particular,  soon  after  death,  exhibit  a luminous 
appearance ; the  light  is  most  intense  before  putrefaction  commences,  and  gra- 
dually disappears  as  decomposition  proceeds.  In  order  to  observe  the  phenomenon 
distinctly,  the  fish  should  be  gutted,  and  the  roes  and  scales  removed.  The 
entire  fish,  and  especially  the  soft  roe,  exhibits  the  light.  By  placing  such 
luminous  fish  in  weak  saline  solutions,  such  as  those  of  Epsom  salts,  Glauber’s 
salts,  or  common  salt,  these  solutions  likewise  become  luminous,  and  the  appear- 
ance continues  for  some  days;  it  is  particularly  visible  when  the  liquids  are 
agitated.  The  light  is  quickly  extinguished  by  the  addition  of  pure  water,  of 
lime  water,  of  fermented  liquids,  of  acid  and  alkaline  liquids,  and  of  strong  saline 
solutions  in  general ; the  saline  solutions,  however,  on  being  diluted,  recover  their 
luminosity,  If  the  fish  be  exposed  to  a cold  sufficient  to  freeze  it,  the  luminosity 
disappears,  but  it  returns  when  it  is  thawed ; luminous  wood  also  ceases  to  emit 
light  below  o°C.  A temperature  of  about  ioo°  (38°  C.)  seems  to  be  that  most 
favourable  to  the  appearance  of  this  remarkable  light;  it  disappears  considerably 
below  100°  C.,  and  the  faculty  of  again  becoming  luminous  on  cooling  is  speedily 
destroyed  by  the  continuance  of  the  heat.  (Hulme,  Phil.  Trans.  1800.) 
This  phosphorescence  does  not  appear  to  be  dependent  upon  the  process  of 
oxidation,  for  Matteucci  found  that  the  light  is  not  sensibly  diminished  by  im- 
mersion in  nitrogen,  hydrogen,  or  carbonic  anhydride. 

6.  Electricity. — The  transient  light  of  the  electric  spark,  and 
the  intense  glare  attendant  on  a flash  of  lightning,  are  familiarly 
known ; but  electricity  may  likewise  be  made  to  give  a continuous 
and  abundant  supply  of  light : the  ignition  of  charcoal-points 
between  the  wires  of  a voltaic  battery  may  he  made  to  yield  a light 
which  dazzles  the  unprotected  eye.  Attempts  have  been  made 
recently  to  apply  this  light  to  the  purposes  of  illumination  on  a 
large  scale,  though  as  yet  with  imperfect  results  (280).  Other  less 
important  sources  of  light,  such  as  the  friction  of  two  pieces  of 
quartz  or  of  loaf  sugar,  may  also  possibly  be  of  electrical  origin. 

7.  Crystallization. — Light  is  likewise  developed,  under  certain  circumstances, 
in  the  act  of  crystallization.  When  the  transparent  form  of  arsenious  anhydride 
is  dissolved  in  hot  hydrochloric  acid,  the  liquid  as  it  cools  deposits  crystals  of 
opaque  white  arsenious  anhydride  : if  the  process  be  watched  in  a darkened  room, 
the  separation  of  each  crystal  will  be  seen  to  be  accompanied  by  a faint  flash. 
Fused  sodic  sulphate,  and  one  or  two  other  vitrified  salts,  when  dissolved  in 
water  and  crystallized,  exhibit  the  same  phenomenon,  which  appears  to  accompany 
the  transformation  of  a vitreous  into  a crystalline  solid. 
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§ I.  THEORIES  OF  LIGHT REFLECTION REFRACTION. 

(90)  Theories  of  Light — Undulations. — Two  hypotheses  have 
been  proposed  to  account  for  the  phenomena  of  light.  Upon  the 
first  of  these,  the  theory  of  emission , it  is  imagined  that  all 
luminous  bodies  are  constantly  throwing  off  into  space  a luminous 
matter,  the  particles  of  which  are  inconceivably  minute,  and  are 
projected  with  a velocity  equally  inconceivable.  These  particles, 
when  they  fall  upon  any  object,  are  reflected  more  or  less  com- 
pletely from  its  surfaces ; and,  entering  the  transparent  portions  of 
the  eye,  form  images  upon  the  retina  or  expanded  termination  of 
the  optic  nerve,  and  are  by  it  transmitted  to  the  brain ; the  re- 
sult enabling  us  to  see  the  object  from  which  the  light  was 
reflected. 

Upon  the  second  hypothesis,  that  of  undidation,  recourse  is 
had  to  the  supposition  of  a perfectly  elastic  medium  or  ether  of 
inconceivable  tenuity,  filling  all  space,  and  the  interstices  of  all 
material  objects.  This  medium  is  not  light  itself,  but  it  is  sus- 
ceptible of  being  thrown  into  the  vibrations  which  constitute  light, 
by  impulses  incessantly  emanating  from  all  luminous  objects. 
Portions  of  the  vibrations  thus  excited  are  collected  by  the  lenses 
of  the  eye,  and  thrown  upon  the  retina.  Upon  this  theory, 
therefore,  the  phenomena  are  explicable  upon  a mechanism  similar 
to  that  by  which  the  vibrations  of  elastic  media  are  known  to  be 
propagated ; such,  for  example,  as  that  by  which  the  undulations 
of  the  atmosphere  are  conveyed  to  the  ear  and  excite  the  sensation 
of  sound.  The  ether  by  means  of  which  light  is  supposed  to  be  . 
transmitted,  though  possessed  of  inertia,  is  not  admitted,  like  ’ 
the  atmosphere,  to  be  affected  by  the  force  of  gravity. 

At  present  the  theory  of  undulation  is  all  but  universally 
adopted,  as  it  affords  the  most  complete  explanation  of  the  facts 
upon  which  the  science  of  optics  is  based.  The  analogies  between 
light  and  sound  are  not  the  least  striking  and  interesting  amongst 
the  proofs  adduced  in  its  support.  Indeed,  it  will  greatly  facili- 
tate the  comprehension  of  the  mechanism  by  which  light  is  sup- 
posed to  be  propagated,  if  we  first  examine  some  of  the  phenomena 
of  sound  which  admit  of  being  traced  in  a manner  more  directly 
appreciable  to  common  apprehension  than  those  of  light. 

(91)  Illustrations  of  Undulations  from  the  Phenomena  of  Sound. — We 
have  abundant  evidence  of  the  fact  that  sound,  whenever  produced,  arises  from  a 
series  of  vibrations  which  are  occasioned  by  any  sudden  impulse,  such  as  a blow, 
communicated  to  any  substance  possessed  of  even  a very  slight  degree  of  elasticity. 

In  other  words,  the  impression  which  we  receive  is  due  to  the  vibration  into  which 
the  particles  of  the  sounding  body  are  thrown  ; these  vibrations  react  upon  an 
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Fig.  66. 


elastic  medium,  such  as  the  air  : the  impulses  are  communicated  by  the  motions 
of  the  particles  of  air  to  the  ear,  and  by  reaction  upon  the  auditory  nerves  they 
excite  the  sense  of  hearing. 

These  motions  of  sounding  bodies  are  frequently  not  too  rapid  to  be  traced  by 
the  eye ; for  example,  a stretched  string  whilst  sounding  may  be  easily  seen  to  be 
in  rapid  vibration.  Again,  if  a goblet  be  dusted  over  with  a little  sand, 
or  any  fine  powder,  and  a violin  bow  be  drawn  across  its  edge  so  as  to 
elicit  a sound,  the  particles  of  dust  will  be  briskly  agitated.  And  in 
the  common  experiment  of  half  filling  a finger-glass  with  water,  and 
producing  a sound  by  drawing  the  moistened  finger  along  its  edge,  the 
water  within,  whilst  the  sound  lasts,  is  beautifully  rippled,  to  an  extent 
corresponding  with  the  loudness  of  the  tone.  These  motions  are  also 
distinctly  visible  in  the  prongs  of  a tuning-fork  whilst  it  is  in  the  act 
of  producing  sound  (fig.  66).  Such  vibrations,  however,  to  render  them 
audible,  require  the  intervention  of  an  elastic  medium  to  convey  them 
to  the  ear.  If  a bell  be  suspended  in  the  receiver  of  the  air-pump,  and 
struck,  it  will  be  distinctly  heard  whilst  the  vessel  is  full  of  air ; but, 
as  the  exhaustion  proceeds,  on  repeating  the  stroke  it  will  gradually 
become  feebler,  and  at  last  will  be  inaudible,  or  nearly  so. 

Other  media  besides  air  may,  however,  be  employed  for  the  trans- 
mission of  sound.  A bell  may  be  rung,  for  instance,  under  water,  and 
will  be  heard  by  a person  also  under  the  water  at  even  a greater  distance 
than  in  the  air.  Wood  will  likewise  transmit  sound  freely,  and  to  still 
greater  distances  than  atmospheric  ah-. 

These  impulses  require  time  for  their  propagation,  and  the  rate  of 
propagation  varies  in  different  bodies.  Sound  travels,  for  example,  at 
the  rate  of  1130  feet  (341  metres)  in  a second  through  air  at  the  temperature  of 
160  C.,  of  4900  feet  (1433  metres)  through  water,  and  of  11,434  feet  (3483™’) 
per  second  through  iron  wire. 

The  intensity  of  sound,  like  that  of  all  forces  radiating  from  a centre,  dimi- 
nishes as  the  square  of  the  distance ; and  as  it  is  propagated  in  waves  or  undula- 
tions, it  is  subject  to  reflection  from  obstacles  interposed  in  its  course,  producing 
the  various  kinds  and  forms  of  echo. 

(92)  Varieties  of  Sound. — Sounds  differ  from  each  other  in  loudness, 
quality,  and  'pitch.  The  loudness  of  a sound  depends  upon  the  extent  of  the 
vibration.  A tuning-fork  vibrating  freely  in  the  air  produces  only  a feeble  sound; 
but  if  the  handle  be  placed  upon  a table  whilst  the  prongs  are  vibrating,  the 
wooden  surface  is  thrown  into  powerful  simultaneous  vibration,  and  a loud 
sound  is  emitted.  Quality,  or  timhre,  depends  on  the  form  of  the  sounding 
body,  and  the  nature  of  the  material  composing  it.  Differences  such  as  are  per- 
ceived between  the  same  note  when  produced  by  a flute,  a trumpet,  or  a violin, 
are  due  to  this  variety.  Successive  impulses  following  each  other  rapidly  at 
irregular  intervals,  constitute  a noise  or  continued  sound,  like  the  rumbling  of 
carriages  in  the  street,  or  the  rattle  of  machinery ; but  when  they  follow  at 
regular  intervals,  with  a velocity  exceeding  16  vibrations  in  a second,  they  produce 
a musical  note.  The  pitch  of  the  note  depends  on  the  frequency  of  these  vibra- 
tions ; the  more  rapid  the  vibrations,  the  sharper  does  the  sound  become.  The 
connexion  of  pitch  with  the  frequency  of  vibration  may  be  readily  verified  by 
pressing  a card  against  the  edge  of  a toothed  wheel,  which  is  made  to  revolve 
slowly ; the  distinct  strokes  of  the  card  against  each  cog  are  heard  at  first ; but 
by  increasing  the  rapidity  of  rotation,  a low  humming  note  is  given  out,  and  as 
the  velocity  incre  ases  the  sound  becomes  more  acute. 

Musical  notes  all  have  a fixed  numerical  relation  to  each  other,  each  octave 
as  the  scale  ascends  having  twice  as  many  vibrations  in  equal  intervals  of  time  as 
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the  corresponding  note  of  the  octave  immediately  below  it. 
hibited  in  the  annexed  table : — 


The  ratios  are  ex- 


Ratio  of  the  Sounds  of  the  Musical  Scale. 
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Vibrations  per  second. 
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32 

32 
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In  this  table,  a tuning-fork  is  considered  to  have  made  one  vibration  whilst 
the  prong  is  passing  from  a to  b (fig.  6f),  the  return  motion  from  b to  a being 
reckoned  as  a second  vibration,  as  in  counting  the  beats  of  the  pendulum.  The 
further  consideration  of  this  subject  would,  however,  be  irrelevant  in  a work  on 
chemistry,  as  it  belongs  to  the  physical  science  of  acoustics. 

It  rarely  happens  that  all  the  particles  of  a sounding  body  are  simultaneously 
vibrating.  A sounding  body  generally  divides  itself  into  portions  vibrating  in 
opposite  directions ; the  intermediate  lines  or  points  are  quiescent,  and  these 
quiescent  portions  are  termed  nodal  lines  or  points.  If  a flat  plate  of  glass  be 
held  horizontally  by  the  point  of  the  finger  and  thumb  near  its  centre,  and  its 
surface  be  sprinkled  with  sand,  on  eliciting  a musical  note  by  drawing  a violin 
bow  across  its  edge,  the  sand  will  accumulate  on  the  stationary  parts,  and  show 
clearly  the  position  of  the  nodal  lines.  By  altering  the  points  at  which  the 
glass  is  held,  the  nodal  lines,  and  the  note  elicited,  may  be  made  to  undergo  a 
variety  of  interesting  changes. 

The  amount  of  force  exerted  by  the  accumulation  of  these  minute  molecular 
motions  is  extraordinary.  A feat  occasionally  performed  by  a powerful  singer  is 
to  crack  a glass  by  swelling  his  voice  upon  the  note  to  which  the  glass  responds. 
Savart  has  made  some  important  experiments  in  relation  to  this  subject. 
{Ann.  de  Chimie,  II.  lxv.  384.)  He  found  that  a copper  band,  3 metres  long, 
7 or  8"'m-  wide,  and  imm-  thick,  will  sustain  a weight  of  30  or  40  kilogrammes 
without  becoming  perceptibly  lengthened,  hut  if  made  to  vibrate  longitudinally 
whilst  thus  stretched  it  will  become  lengthened  15  or  20  centimetres.  In  the 
same  way  a cylindev  of  brass  34‘95mm‘  in  diameter,  became  lengthened  during  its 
longitudinal  vibration  to  an  extent  that  would  have  required  the  application  of 
a direct  strain  equal  to  1700  kilogrammes.  It  is  needless  to  insist  on  the  im- 
portant practical  bearing  of  these  facts  on  the  construction  of  metallic  machinery 
liable  to  regular  partial  oscillation,  however  slight  or  apparently  trivial  such 
vibrations  may  be. 

The  experiments  just  detailed  will  show  in  what  way  it  has  been  clearly 
ascertained  that  it  is  by  successive  regularly  recurring  motions,  or  undulations, 
that  sound  is  propagated.  A similar  principle  has  been  with  great  success 
applied,  with  certain  modifications,  to  trace  the  yet  more  interesting  and  com- 
plicated phenomena  exhibited  by  light. 
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(93)  Mechanism  of  Undulation. — There  are  two  modes  in 
which  waves  may  be  propagated:  1,  in  highly  elastic  media  like 
air  the  particles  of  the  medium  undergo  alternate  condensation 
and  rarefaction  in  the  same  direction  as  that  in  which  the  motion 
is  communicated,  and  in  which  the  wave  is  travelling,  as  occurs 
in  the  passage  of  sound  through  air ; 2,  in  other  cases  the  motion 
is  at  right  angles  to  that  in  which  the  wave  is  advancing. 

A movement  of  the  second  kind  takes  place  in  water  when  a 
stone  is  dropped  into  it,  or  when  its  surface  is  ruffled  by  a breeze. 
Though  the  motion  is  propagated  from  the  point  struck,  towards 
the  edges,  in  circles  continually  widening,  the  particles  of  the 
liquid  do  not  themselves  travel  onwards  from  the  centre  towards 
the  circumference,  but  are  alternately  elevated  and  depressed,  as 
may  be  seen  by  watching  the  movements  of  a cork  or  other  light 
floating  object ; each  vertical  line  in  succession  receiving  and 
transmitting  the  motion  produced  by  the  first  impulse,  which 
gradually  diminishes  in  intensity  as  the  squares  of  the  distance 
increase,  and  as  the  circle  becomes  more  extended. 

The  mode  in  which  the  undulations  of  light  are  believed  to  be 
transmitted  may  be  illustrated  by  loosely  stretching  a long  cord, 
and  striking  it  from  above  downwards  near  one  end : the  motion 
will  be  propagated  in  a vertical  plane  in  successive  waves  from 
one  extremity  to  the  other,  each  portion  of  the  cord  becoming 
alternately  first  higher  and  then  lower  than  the  position  which 
it  assumes  when  at  rest.  If  the  cord  be  struck  laterally,  the 
waves  will  occur  from  side  to  side  in  a horizontal  plane.  In  the 
passage  of  a ray  of  light,  the  motions  of  the  particles  of  ether  in- 
terposed between  the  eye  and  the  luminous  object  will,  like  those 
of  the  cord,  be  at  right  angles  to  the  track  of  the  ray,  or  to  that 
line  in  which  the  wave  is  advancing,  and  in  the  same  plane  as 
that  in  which  the  impulse  was  Fig.  67. 

given.  Let  r s (fig.  67)  be  the  a 

direction  of  the  ray,  the  motion  S< 
of  the  particles  of  the  ether  will  6 

be  in  the  direction  a b,  at  right  angles  to  the  course  of  the  ray. 

That  the  undulations  which  produce  light  are  occasioned  by 
motions  of  the  particles  of  the  ether  at  right  angles  to  the  track  of 
the  ray  may  be  inferred  from  the  phenomena  of  polarization : — 
In  polarized  light,  as  will  be  seen  more  fully  hereafter,  the  results 
are  such  as  can  be  explained  only  by  admitting  that  ordinary 
light  is  resolved  into  two  sets  of  rays,  the  undulations  of  which 
occur  in  planes  at  right  angles  to  each  other,  although  the  two 
sets  of  rays  travel  onwards  in  the  same  direction. 
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If  light  were  propagated  by  waves  of  alternate  condensation 
and  refraction,  such  waves  from  their  nature  could  not  be  referred 
to  any  particular  plane,  and  the  phenomena  of  polarization  con- 
sequently could  not  exist. 

(94)  Transparency  and  Opacity. — Bodies  through  which  light 
passes  freely,  such  as  glass  or  air,  are  termed  transparent , or 
diaphanous  (from  ciu,  through,  ^atVw,  to  appear) ; they  allow  ob- 
jects to  be  seen  distinctly  through  them,  whilst  the  majority  of 
substances  which,  like  wood,  metals,  &c.,  do  not  allow  its  passage, 
are  said  to  be  opaque.  No  substance,  however,  is  perfectly  trans- 
parent. The  purest  air  arrests  a portion  of  light : Young  adopts 
the  estimate  that  the  horizontal  sunbeams,  which  pass  through 
about  200  miles  of  atmospheric  air  before  they  reach  the  eye, 
possess  only  one  two-thousandth  of  their  original  intensity  ; and 
he  states  that  a column  of  water  7 feet  in  depth,  has  been  found 
to  arrest  one-half  of  the  light  which  enters  it.  On  the  other 
hand,  there  is  no  such  thing  as  perfect  opacity.  Gold,  one  of 
the  densest  of  the  metals,  may  be  hammered  out  into  very  thin 
leaves,  which  transmit  a green  light  if  the  metal  be  pure,  and  a 
purplish  light  if  it  be  alloyed  with  silver.  Between  the  extremes 
of  opacity  and  transparency  are  innumerable  gradations.  Bodies 
vary  greatly  in  translucency,  that  is,  in  their  power  of  trans- 
mitting light.  Porcelain  is  a translucent  body ; it  breaks  up  the 
rays,  but  transmits  a softened  light,  though  it  does  not  allow  the 
form  of  an  object  to  be  seen  if  the  porcelain  be  interposed  be- 
tween that  object  and  the  eye. 

Light  proceeds  through  all  homogeneous  transparent  media  in 
straight  lines  from  the  object ; these  lines  diverge  or  radiate  in 
all  directions  from  a luminous  point,  and  a ray  of  light  is  an  in- 
definitely narrow  portion  of  a stream  of  light.  The  path  of  the 
rays  in  a direct  line  may  often  be  traced  across  a darkened 
room  into  which  a sunbeam  is  admitted,  by  the  floating  particles 
of  dust,  which  reflect  a small  portion  of  the  light  in  different 
parts  of  its  course  into  the  eye  of  the  observer.  The  mere  pas- 
sage of  light  through  a transparent  object  does  not  excite  the 
sense  of  vision,  neither  can  the  eye  track  the  direction  of  the  ray, 
unless  the  vibration's  be  carried  towards  the  observer  by  reflection 
from  the  surface  of  some  material  object. 

The  impression  of  light  upon  the  retina  lasts  for  a brief  in- 
terval, varying  in  different  persons  from  a tenth  to  an  eighth  of 
a second,  after  the  light  itself  has  ceased,  and  gives  rise  to  many 
curious  effects : for  instance,  the  act  of  blinking  produces  no  im- 
pediment to  correct  vision ; a bright  point  made  to  revolve  rapidly 
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in  the  dark  is  seen  as  a luminous  circle,  and  the  jets  of  flame 
which  in  fireworks  are  whirled  round  before  the  eyes  of  the  spec- 
tators, assume  the  form  of  wheels  or  stars  of  fire. 

(95)  Law  of  Diminution  of  Light  by  Distance. — When  light 
diverges  from  a luminous  centre,  its  intensity  diminishes,  like 
that  of  all  radiant  forces,  not  directly  as  the  distance,  but  as  the 
square  of  the  distance.  A little  consideration  will  render  the 
reason  for  this  obvious  : — Suppose  the  flame  of  a candle,  or  any 
luminous  point,  to  be  placed  in  the  centre  of  a hollow  sphere 
2 metres  in  diameter,  its  light  will  fall  upon  the  whole  internal 
surface  of  the  sphere,  and  the  candle  will  be  1 metre  distant  from 
each  point : a square  centimetre  of  that  surface  will  receive  a 
given  amount  of  light.  The  same  candle,  if  placed  in  the  middle 
of  a globe  4 metres  in  diameter,  will  be  at  2 metres  distance  from 
each  point  of  the  surface,  or  at  double  the  distance  that  it  was  in 
the  first  globe,  but  its  light  will  still  illuminate  the  whole  of  the 
interior.  The  surface  of  the  second  globe,  however,  is  four  times 
greater  than  that  of  the  first,  because  the  surfaces  of  spheres  are 
to  each  other  as  the  squares  of  their  radii ; in  this  case  as  i2  : 22, 
or  as  1 to  4 ; consequently  each  point,  or  each  square  centi- 
metre, of  the  surface  of  the  larger  sphere,  will  receive  only  one- 
fourth  of  the  light  that  fell  on  an  equal  space  in  the  smaller 
globe,  and  yet  the  candle  is  only  twice  as  far  from  it : so,  if  the 
globe  were  8 metres  across,  the  distance  of  the  candle  being  now 
4 times  as  great  as  in  the  first  globe,  the  surface  to  be  illumi- 
nated is  16  times  as  large,  and  consequently,  a square  centimetre 
of  the  8-metre  globe  would  receive  only  —y  of  the  light  that  fell 
on  a square  centimetre  of  the  2-metre 
globe.  A board  at  1 metre  from  a can- 
dle receives  a certain  amount  of  light, 
at  2 metres  it  receives  1 of  that  amount, 
at  3 metres  at  4 metres  Ar  : and  ex~ 
periment  shows  that  a board,  1 deci- 
metre square,  at  1 metre  distance, 
would  cast  a shadow  that  would  cover 
a board  exposing  4 times  the  surface, 
or  2 decimetres  in  the  side,  if  placed 
at  a distance  of  2 metres,  as  shown  in 
fig.  68. 

(96)  Photometry. — An  application  of  this  law  affords  a ready  means  of  ap- 
proximatively  determining  the  relative  intensities  of  two  lights  which  do  not  differ 
greatly  in  colour.  Suppose,  for  instance,  it  were  necessary  to  aseex-tain  the  illu- 
minating power  of  a gas-light  burning  5 cubic  feet  (or  142  litres)  of  gas  per 
hour,  as  compared  with  that  of  a sperm  candle  burning  132  grs.  (or  8 '553  grms.) 


154 


PHOTOMETRY — REFLECTION  OF  LIGHT. 


of  spermaceti  per  hour: — Place  at  the  distance,  say  of  100  inches  from  the  gas- 
light, a vertical  screen  of  white  paper,  and  in  front  of  this,  at  an  inch  distance,  a 
narrow  strip  of  wood  or  of  metal,  so  as  to  cast  a definite  shadow.  Between  the 
gas-light  and  the  screen  place  the  candle,  at  such  a distance  that  the  shadow  of 
the  same  object  cast  by  the  candle  upon  the  screen  shall  have  as  nearly  as  pos- 
sible the  same  intensity  as  that  produced  by  the  gas.  Say  that  the  distance  of 
the  candle  from  the  screen  is  2775  inches.  The  shadow  from  each  light  is  illu- 
minated by  the  rays  proceeding  from  the  other  light.  If  the  shadows  be  sensibly 
equal,  the  amount  of  light  falling  upon  the  screen  from  each  source  must  at  that 
distance  be  equal  also : the  relative  intensities  of  the  two  lights  are  then  found 
by  squaring  the  distances  of  each  light  from  the  screen ; the  gas-light  will  con- 
sequently cast  a light  which  hears  the  same  proportion  to  that  of  the  candle  as 
loo2  : 2775s ; or  as  16  to  I. 


vrhieh  fall  upon  tlie  surface,  is  reflected 
or  thrown  off  obliquely,  at  an  angle 
formed  on  the  other  side  of  a perpen- 
dicular to  the  point  of  incidence,  equal 
to  that  formed  between  the  incident 
ray  and  the  perpendicular.  Fig.  69  is 
intended  to  illustrate  the  law  of  reflec- 
tion. If  in  this  figure,  1 N represent 
the  incident  ray,  m m the  mirror,  p n a 
perpendicular  to  the  point  of  incidence, 
p n 1 will  he  the  angle  of  incidence,  N R 
the  reflected  ray,  and  pnr  the  angle 
of  reflection  formed  between  the  same  perpendicular  and  the  re- 
flected ray. 

The  law  which  regulates  the  reflection  of  light  is  expressed  by 
saying  that  f the  angle  of  reflection  is  equal  to  the  angle  of  inci- 
dence' : the  incident  and  the  reflected  ray  arc  always  in  the  same 
plane,  and  that  plane  is  perpendicular  to  the  reflecting  surface. 
When  the  incident  ray  is  perpendicular  to  the  surface,  the  reflected 
ray  is  therefore  also  perpendicular,  and  coincides  with  the  incident 
ray,  but  it  does  so  in  no  other  position. 

In  fig.  69,  the  angle  of  reflection,  r n r,  is  equal  to  the  angle 
of  incidence,  pni,  but  they  are  on  opposite  sides  of  the  perpen- 
dicular. A person  looking  into  the  mirror  at  r,  would  sec  the 
candle  behind  the  mirror.  An  object  always  appears  to  lie  in  the 


When  light  falls  upon  any  object  it  may  be  disposed  of  in 
three  different  ways.  1st,  it  may  either  be  bent  back  or  reflected ; 
2nd,  it  may  be  allowed  to  pass  on  in  an  altered  direction,  that  is, 
it  may  be  transmitted  and  refracted ; or  3rd,  it  may  disappear 
altogether,  and  be  absorbed. 

(97)  Reflection. — If  a ray  of  light  fall  obliquely  upon  a flat, 
polished  surface,  a large  proportion  of  the  incident  rays,  or  rays 
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direction  of  the  line  which  the  ray  last  traversed  when  it  reaches 
the  eye. 

The  power  of  reflecting  light  varies  very  greatly  in  different 
bodies.  In  some,  as  in  the  metals,  reflection  is  almost  perfect ; 
in  others,  as  in  charcoal,  or  in  black  velvet,  it  is  almost  wanting ; 
but  whenever  light  passes  out  of  one  medium  or  transparent  body 
into  another,  no  matter  how  perfect  the  transparency  of  such 
media  may  be,  reflection  more  or  less  complete  takes  place  at 
their  common  surface,  and  the  greater  the  difference  in  refractive 
density  of  the  two  media,  the  more  complete  is  the  reflection. 

Except  in  the  case  of  the  metals,  in  which  reflection  is  most 
complete  at  the  smaller  angle  of  incidence,  it  is  found  that  the 
greater  the  angle  of  incidence  the  more  complete  is  the  reflection  ; 
so  that  the  surface  of  a smooth  body,  such  as  plaster  of  Paris,  or  hot- 
pressed  writing-paper,  may  thus  afford  a tolerably  perfect  image  of 
a luminous  object,  if  the  reflection  be  effected  under  a great  angle. 

Bodies  in  general  do  not  possess  surfaces  actually  flat ; to  com- 
mon observation  they  may  be  flat,  but  when  optically  examined, 
their  surface  is  found  to  consist  of  an  indefinite  number  of  minute 
planes  inclined  to  each  other  at  all  possible  angles,  and  therefore 
receiving  and  reflecting  light  in  all  possible  directions.  When  by 
the  operation  of  polishing  they  are  so  much  reduced  as  not  to  be 
elevated  or  depressed  more  than  about  the  millionth  of  an  inch, 
they  appear  to  become  incapable  of  acting  separately,  and  produce 
the  effect  of  a uniform  surface.  (Young.)  If  a beam  of  light  ad- 
mitted into  a dark  room  fall  upon  a bright  metallic  surface,  a 
brilliant  spot  of  light  will  be  perceived  in  one  particular  position, 
the  direction  of  which  can  be  varied  by  altering  the  inclination  of 
the  mirror  to  the  ray,  but  the  mirror  will  be  nearly  invisible  in 
all  other  directions,  and  the  room  will  remain  dark ; but  if  for  the 
mirror  a sheet  of  white  paper  be  substituted,  the  paper  will  be 
visible  in  every  direction  almost  equally,  and  a general  though 
slight  illumination  of  the  apartment  will  be  perceived.  It  is  this 
irregular  reflection  or  scattering  of  the  light  in  all  directions,  which 
renders  non-luminous  objects  distinguishable  in  the  light.  The 
light  of  the  moon  and  of  the  planetary  bodies  furnish  instances  of 
this  kind.  A further  evidence  of  the  value  of  this  scattering  or 
secondary  radiation,  is  afforded  by  the  difference  between  the  mild 
and  softened  light  which  is  reflected  from  the  heavens  when  par- 
tially covered  with  clouds,  and  the  strong  lights  which  fatigue 
the  eyesight  in  a cloudless  summer’s  day.  It  is  entirely  to  this 
secondary  radiation  that  we  owe  the  generally  diffused  and  sub- 
dued light  of  day,  even  when  the  sun  itself  may  be  concealed  by 
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clouds ; and  the  morning  and  evening  twilight,  while  the  great 
luminary  itself  is  below  the  horizon,  is  due  to  the  same  cause, 
each  illuminated  particle  of  the  atmosphere  contributing  its  share 
in  producing  this  effect. 

(98)  Reflection  from  Curved  Surfaces. — When  light  is  received 
upon  a regular  curved  surface,  it  undergoes  reflection  according  to 
the  usual  law,  the  reflection  from  each  point  of  the  curved  surface 
being,  in  fact,  the  same  as  from  a plane,  tangent  to  the  curve  at 
the  point  of  incidence.  If,  therefore,  the  form  of  a parabolic 
concavity  be  given  to  a mirror,  and  light  in  parallel  rays  be 
allowed  to  fall  upon  its  surface,  all  the  reflected  rays  will  be 
directed  towards  a point  at  which  they  will  cross  each  other,  and 
continue  their  progress  as  before,  the  upper  ray  now  becoming 
undermost,  and  vice  versa.  This  point  of  intersection  is  called 
the  focus  of  the  mirror. 


Fig.  70. 


Let  m m,  fig. 
70,  represent  the 
section  of  the 
curved  surface  ; 
each  of  the  rays 
l r,  l r,  will  be 
reflected  from  it 
as  from  planes  t t, 


tan- 


gent to  the  curve 


at  the  points  of 
incidence  of  the 
respective  rays ; 

they  will  consequently  meet  at  the  focus  f,  cross  there,  and  sub- 
sequently diverge,  p r,  p r represent  the  lines  perpendicular  to 
the  tangents. 

(99)  Simple  Refraction. — When  a ray  of  light  falls  upon  the 
surface  of  an  uncrystallized  transparent  substance  of  uniform 
density,  one  portion  of  the  light  is  regularly  reflected,  and  another 
portion  is  scattered,  by  which  the  surface  is  rendered  visible, 
whilst  a third  portion  is  transmitted.  We  will  now  confine 
our  attention  to  that  portion  of  the  light  which  is  trans- 
mitted. If  the  ray  be  incident  upon  the  surface  of  the  body 
in  a perpendicular  direction,  it  continues  its  course  unchanged; 
but  if  it  fall  upon  the  surface  obliquely,  its  direction  is  sud- 
denly altered  as  it  enters  the  transparent  medium ; it  then 


passes  on  in  its  new  direction  in  a straight  line,  and  on 


quitting  the  medium  it  is  agaiu  abruptly  bent  back  and 
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rendered  parallel  to  its  original  course,  provided  that  the 
surface  of  entrance  and  the  surface  of  exit  he  parallel  to  each 
other.  This  change  in  the  course  of  the  ray  is  termed  refraction. 
If,  in  fig.  71,  g g represent  a section 
of-  a plate  of  glass  with  parallel  sides, 
a ray  of  light,  1 l,  incident  obliquely 
upon  it,  does  not  pass  straight  on  in 
the  direction  l x,  hut  is  deflected  to  G 
l r,  towards  the  perpendicular,  p q ; 
on  quitting  the  medium  at  r,  it  is 
again  bent  out  of  its  new  direction, 
l y,  towards  s,  but  this  time  the  re- 
fraction is  from  the  perpendiculai’,  r o, 
and  the  ray,  r s,  becomes  parallel  to 
its  original  course,  1 x.  On  passing 
from  a rare  medium  like  air,  into  a dense  one  like  glass,  the  ray 
is  bent  towards  a line  perpendicular  to  the  common  surface  of 
the  two  media ; on  again  passing  out  from  glass  into  air,  or  from 
a denser  to  a rarer  medium,  it  is  bent  from  the  perpendicular  to 
the  same  amount. 

Different  media  vary  greatly  in  refracting  power ; combustible 
bodies  in  general  having  the  highest  refracting  energy.  It  was 
upon  this  general  observation  that  Newton  founded  his  conjecture 
that  diamond  was  ‘ probably  an  unctuous  substance  coagulated' : 
the  combustibility  of  the  diamond  has  been  since  fully  verified. 

(100)  Law  of  Refraction. — The  more  obliquely  the  light  falls 
upon  the  surface  of  the  refracting  body  the  greater  is  the  amount 
of  refraction  which  the  ray  experiences.  The  extent  of  the  refrac- 
tion, therefore,  varies  with  the  angle  of  incidence,  hut  by  a know- 
ledge of  the  following  law  it  may  easily  he  calculated  for  all 
angles  in  any  given  substance,  if  its  amount  for  any  one  angle 
has  been  carefully  determined  for  that  particular  substance. 
This  law  of  refraction  may  be  expressed  by  stating  that  when 
light  passes  from  one  medium  into  another,  ( for  the  same  two 
media,  the  sines  of  the  angles  of  refraction  and  of  incidence 
always  bear  the  same  proportion  to  each  other/  The  quotient 
obtained  by  dividing  the  sine  of  the  angle  of  incidence  in  vacuo 
by  the  sine  of  the  angle  of  refraction  in  any  medium,  expresses 
the  index  of  refraction  of  that  medium.  The  incident  and  the 
refracted  ray  are  always  on  opposite  sides  of  a line  drawn  perpen- 
dicular to  the  common  surface  of  the  two  media,  but  they  always 
lie  in  the  same  plane,  and  this  plane  is  perpendicular  to  the  sur- 
face of  the  refracting  medium. 


p 
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Fig.  7 2 may  assist  in  explaining  this 
important  law.  Let  w w represent  a sec- 
tion of  the  refracting  medium,  i l the  in- 
cident ray,  and  l r the  refracted  one. 
Let  p l q be  the  perpendicular  to  the  re- 
fracting surface,  passing  through  the  point 
of  incidence,  l.  With  any  radius,  l r, 
describe  from  the  centre,  l,  the  circle, 
R m p •,  from  m and  r let  fall  the  perpen- 
diculars M N and  R Q,  on  p Q ; m n will 
then  represent  the  sine  of  the  angle  of 
incidence,  ilp,  and  r q the  sine  of  the  angle  of  refraction,  rlq; 
and  gives  the  index  of  refraction,  which  is  uniformly  the  same 
for  the  same  substance,  whatever  be  the  angle  of  refraction.  In 
the  diamond,  for  instance,  m n is  always  2-4  times  as  long  as  rq; 
in  water  it  is  J-j-  times  the  length  of  R Q. 

The  following  table  contains  the  indices  of  refraction  of  a few  substances ; 
the  light  being  supposed  to  pass  from  atmospheric  air : — 


Diamond  

2'439 

Oil  of  Vitriol  ... 

...  i‘434 

Phosphorus  

2*224 

Alcohol  

...  1*372 

Carbonic  Disulphide... 

1*678 

Ether 

- i‘358 

Rock  Salt 

r557 

Water  

— i*335 

Quartz  

1*548 

Ice  

...  1*308 

Castor  Oil 

I'49° 

Tabasheer 

...  i*iii 

The  examination  of  the  refracting  power  of  bodies  in  their  gaseous,  or  least 
complex  molecular  condition,  possesses  a special  interest ; the  subject  was  first 
examined  by  Biot  and  Arago,  and  it  was  carried  further  by  Dulong.  {Ann.  de 
Chimie,  II.  xxxi.  154.) 

It  appears  that  there  is  no  simple  relation  between  the  refracting  power  of  gases 
and  their  densities.  The  vapour  of  hydrochloric  ether,  for  example,  differs  but 
little  in  density  from  sulphurous  anhydride,  though  the  refracting  power  of  the 
former  body  is  nearly  two-thirds  greater  than  that  of  the  latter : and  ordinary 
ether  has  more  than  double  the  refracting  power  of  chlorine,  though  their  densities 
in  the  aeriform  state  are  nearly  the  same. 

The  refracting  power  of  a gas  or  of  a vapour  is  proportioned  to  the  pressure, 
and  is  not  affected  by  temperature,  at  least  so  far  as  experiments  on  pressures  not 
greater  than  that  of  one  atmosphere,  and  on  temperatures  ranging  between  and 
38°  C.  can  decide  the  question.  The  refracting  power  of  a mixture  of  gases  is  equal 
to  the  sum  of  that  of  its  constituents  calculated  for  the  pressure  of  each  constituent 
in  proportion  to  the  amount  present  in  the  mixture.  But  the  refracting  power  of 
a compound  may  be  either  greater  or  less  than  that  of  the  sum  of  its  constituents. 

More  recently  Le  Roux  {Ann.  de  Chimie,  III.  lxi.  385)  has  extended  these 
observations  to  the  vapours  of  certain  simple  substances  which  can  only  be  vola- 
tilized at  elevated  temperatures.  He  found  the  refringent  energy  tf-p , 
jL  being  the  index  of  refraction  and  d the  vapour  density)  of  sulphur  vapour 
to  agree  with  that  of  oxygen  as  determined  by  Dulong,  and  that  of  the 
vapour  of  phosphorus  agreed  closely  with  a similar  determination  for  nitrogen. 
It  is  possible  that  these  coincidences  are  only  accidental,  for  elements  which  are 
analogous  in  their  chemical  relations  have  not  been  found  to  exhibit  generally 
any  close  agreement  in  refracting  power. 
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Le  Roux  remarks  that  in  the  case  of  gaseous  bodies  it  is  a matter  of  indif- 
ference whether  the  refringent  energy  he  calculated  from  the  formula  ! 0r 

3 . ® 

• since  the  index  of  refraction  /j.  is  of  the  form  I + e,  e being  a very 
small  quantity ; consequently  its  square  will  be  equal  to  i + it  within  a quantity 
certainly  less  than  that  due  to  errors  of  observation. 

The  following  table  exhibits  the  principal  results  of  the  experiments  of 
Dulong,  the  four  last  being  due  to  Le  Roux.  The  refracting  power  of  each 
gas  as  compared  with  air  is  calculated  upon  the  supposition  that  they  are  all 
under  a pressure  of  76omm-  at  o°  C. 


Observed 
8p.  Gr  * 

(Refracting  Power. 

Index  of 

Name  of  Substance. 

Air. 
= 1*0 

Absolute 

= ft2- 1. 

Refraction 

= /t. 

Air  ...  

I "OOOO 

I'OOO 

0-000589 

I-OOO294 

Oxygen  

1*1026 

0-924 

0"000544 

I-000272 

Hydrogen  

0-0685 

0-470 

0-000277 

I-OOOI38 

Nitrogen  

o'o  76 

1*020 

0-000601 

I-OOO30O 

Chlorine 

2-47 

2-623 

0-000544 

1-000772 

Nitrous  Oxide  

r527 

I-7IO 

O-OOIOO7 

1-000503 

Nitric  Oxide 

1-039 

I-030 

o-ooo6o  6 

1-000303 

Hydrochloric  Acid 

1*254 

r527 

0-000899 

I-OOO449 

Carbonic  Oxide  

0-972 

I’I57 

o-ooo68i 

1-000340 

Carbonic  Anhydride 

1*524 

1-526 

0-000899 

1*000449 

Cyanogen 

i-8i8 

2-832 

o'ooi668 

1*000834 

Olefiant  Gas 

0-980 

2-302 

0-001356 

1*000678 

Marsh  Gas  

°*559 

1-504 

o"ooo886 

1-000443 

Ethyl  Chloride  

2-234 

3*72 

0*002191 

1*001095 

Hydrocyanic  Acid 

o*944 

i*53i 

0-000903 

1 "00045 1 

Ammonia  

0591 

1-309 

0-000771 

1-000385 

Phosgene  Gas  

3’442 

3'936 

0-002318 

I "001130 

Sulphuretted  Hydrogen.. 

1-178 

2-187 

0-001288 

1-000644 

Sulphurous  Anhydride... 

2-247 

2-260 

0001331 

1-000665 

Ether  

2-580 

5*I97 

0-003061 

1-001530 

Carbonic  Disulphide  ... 

2-644 

5-110 

0-003010 

1-001500 

Phosphuretted  Hydrogen 

Sulphur 

Phosphorus  

Arsenic 

Mercury 

1-256 

6-617 

4*355 

10*39 

6-976 

2-682 

0001579 
0*003258 
0-002728 
0-002228 
0001 1 12 

1*000789 

1-001629 

1-001364 

1-001114 

1-000556 

Many  familiar  phenomena  receive  an  easy  explanation  from  the 
law  of  refraction.  If  a coin  be  placed  in  an  opaque  vessel,  and 
the  observer  retire  until  the  edge  of  the  basin  just  hides  it  from 
his  view,  the  coin  will  again  become  visible  if  water  be  carefully 
poured  in  without  disturbing  its  position ; the  rays  of  light  pro- 
ceeding from  the  coin,  which  before  passed  above  the  eye  of  the 
observer,  are  now  abruptly  bent  downwards  from  the  perpendicular, 
as  they  emerge  into  the  air,  and  the  image  of  the  object  is  con- 
veyed to  the  eye.  The  coin  appears  to  be  raised,  but  never  dis- 
placed to  the  right  or  to  the  left  of  its  true  position ; the  refracted 


* These  specific  gravities  have  since  in  many  cases  received  corrections. 
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ray,  notwithstanding  its  change  of  medium,  continues  in  the  same 
plane,  which  is  vertical  to  that  forming  the  common  surface 
of  the  refracting  media.  For  a similar  reason  a straight  stick 
plunged  obliquely  into  water  appears  to  be  bent  upwards  abruptly, 
where  it  enters  the  liquid. 

(ioi)  Refraction  at  Inclined  Surfaces. — Since  the  refractive 
action  is  exercised  at  the  surface  of  junction  between  the  two 
media,  and  is  governed  by  the  inclination  of  the  ray  to  a perpen- 
dicular to  that  surface,  it  is  manifest  that  by  altering  the  inclina- 
tion of  the  surface  at  which  the  ray  passes  out  of  the  medium, 
the  inclination  of  the  emerging  ray  may  be  altered ; so  that, 
instead  of  continuing  its  passage  in  a direction  parallel  to  the  one 
which  it  possessed  on  entrance,  it  may  be  made  to  deviate  perma- 
nently from  this  to  a greater  or  less  extent. 

Fig.  73.  If  o o o (fig.  73),  repre- 

sent the  section  of  a triangu- 
lar prism,  or  bar  of  glass,  the 
incident  ray,  1 l,  on  entering 
this  medium  is  bent  towards 
the  perpendicular,  f p:  on 
quitting  it  at  r,  it  is  bent 
from  the  perpendicular,  Q p, 
and  assumes  a course,  R s, 
permanently  deflected  from 
its  new  direction,  l y,  and 
x/  from  its  original  direction  1 x. 

This  deflection  is  always  towards  the  thick  part  of  the  prism.  By 
employing  two  such  prisms  set  base  to  base,  the  rays  may  be 
refracted  towards  one  common  line,  where  they  would  cross  and 
diverge;  and  by  using  a lens  of  glass  (fig.  74),  with  two  convex 
surfaces,  which  are  segments  of  spheres,  the  incident  rays,  r l,  r l, 

Fig.  74. 
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Fig.  75. 


may  be  caused  to  converge  towards  a common  focus,  r ; each 
portion  of  the  curved  surface  refracting  the  ray  in  the  manner 
of  a plane,  t t,  t' t',  t"  t",  tangent  to  the  curve  at  that  particular 
spot  or  point  of  incidence. 

(102)  Total  Reflection. — 111  the  passage  of  light  from  a denser 
into  a rarer  medium,  as  when  light  passes  from  glass  into  air,  the 
obliquity  of  the  refracted  ray  increases  as  the  angle  of  incidence 
increases,  until  at  length  the  refracted  ray  becomes  parallel  to  the 
common  surface  of  the  two  media.  Light,  which  traverses  the 
denser  medium  and  becomes  incident  upon  this  common  surface 
at  an  angle  more  oblique  than  this,  ceases  to  be  refracted ; refraction 
becomes  impossible,  and  the  ray  is  wholly  reflected  within  the 
denser  medium.  The  angle  of  inci- 
dence at  which  this  phenomenon 
first  shows  itself  is  termed  the  angle 
of  total  reflection.  In  fig.  75,  let  g g 
represent  a plate  of  glass  with  pa- 
rallel sides,  r l p a perpendicular  at 
the  point  of  incidence.  The  inci- 
dent ray,  a l,  instead  of  passing  to 
a' , would  be  refracted  from  the  per- 
pendicular p p to  l a on  emerging 
into  the  air ; bl  would  be  still  more 
refracted  from  l b' , and  the  refracted  portion  l b would  be  nearly 
parallel  with  the  surface  of  the  glass,  ivhilst  c l would  be  incapable 
of  refraction  at  all,  and  would  be  wholly  reflected,  as  to  l c.  This 
phenomenon  is  easily  seen  by  placing  the  back  to  the  light  and 
holding  a glass  of  water  a little  above  the  level  of  the  eye ; on 
looking  obliquely  up  through  the  water,  a spoon,  or  other  object 
placed  in  the  glass,  will  appear  to  be  perfectly  reflected  upon  the 
surface  where  the  liquid  and  the  air  meet.  The  same  thing  is 
seen  by  holding  a glass  prism  horizontally  before  a window,  and 
turning  it  slowly  round  while  the  observer  faces  the  window ; on 
looking  down  into  the  prism,  the  internal  surface  of  each  face  in 


succession,  as 


it  becomes  undermost,  reflects  the  light  with  the 


brilliancy  of  a mirror. 

T1  10  diamond  is  indebted  for  much  of  its  brilliancy  to  this 
total  reflection,  because  owing  to  the  high  refractive  power  of  this 
gem,  total  reflection  commences  at  small  angles  of  incidence. 

(103)  Measurement  of  the  Index  of  It  fraction. — The  determination  of  the 
refractive  index  of  a body  is  often  a valuable  guide  in  estimating  its  chemical 
purity.  The  adulteration  of  essential  oils  may  thus  be  often  detected  with  ease, 
when  it  would  otherwise ‘be  difficult  to  ascertain  it. 

Wollaston  contrived  a simple  means  of  determining  the  refractive  index  of  a 
1 M 
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body  in  air,  dependent  upon  the  measurement  of  the  angle  at  which  total  reflec- 
tion commences.  If  this  angle  be  measured  in  a glass  prism,  we  are  furnished 
with  the  means  of  determining  the  refractive  index  of  the  prism  in  air.  Say  that 
the  angle  c l p (fig.  75),  at  which  total  reflection  of  the  incident  ray  commence' 
in  the  prism,  is  found  to  be  390  io' ; the  refractive  index  of  the  prism  in  air  is 
calculated  by  dividing  thb  sine  of  the  angle  of  refraction  by  the  sine  of  this  angle 
of  incidence : but  the  angle  of  refraction  at  which  total  reflection  begins  is 
always  90°  ; the  refractive  index  therefore  is  si*‘"yjTw.  or  iVwtt  = Now, 

cause  a drop  of  any  liquid  to  adhere  to  the  under  surface  of  the  prism ; provided 
that  the  refracting  power  of  the  liquid  be  less  than  that  of  the  glass,  the  angle  of 
total  reflection  will  be  increased : suppose  the  prism  be  moistened  with  water, 
the  angle  of  total  reflection  will  now  be  57^-°.  The  water  has  a higher  refracting 
power  than  air,  consequently,  the  difference  in  refracting  power  between  glass  and 
water  being  less  than  that  between  glass  and  air,  the  angle  of  incidence  required 
to  produce  total  reflection  is  greater.  The  refractive  index  of  the  substance  under 
trial  may  be  ascertained  by  dividing  the  sine  of  its  angle  of  total  reflection,  under 
these  circumstances,  by  the  sine  of  the  same  angle  for  the  glass  prism.  In  the 
case  of  water  the  refractive  index  is  ^ or  = i'336.  The  refracting 

index  of  solids  with  flat  surfaces  may  be  determined  in  the  same  way,  by  cementing 
them  to  the  surface  of  the  prism  with  some  material  of  higher  refracting  power 
than  the  glass,  such  as  balsam  of  tolu. 

Wollaston’s  instrument,  fig.  76,  gives  at  once  the  refractive  index  sought, 
without  any  calculation. 

Fig.  76. 


On  a board,  a b,  is  fixed  a flat  piece  of  deal,  c d,  to  which  by  a hinge  at  d, 
is  jointed  a second  piece,  d e,  10  inches  long,  carrying  two  plane  sights,  s and  s, 
at  its  extremities;  at  e is  a second  hinge  connecting  it  with  cf  which,  if  the 
prism  employed  has,  as  supposed,  a refractive  index  of  1-583,  must  be  1 ^’83 
inches  long;  at  the  other  extremity  of  ef  is  a third  hinge  by  which  f g is  con- 
nected with  it ; at  i also  is  a hinge  uniting  the  rod  i g,  which  is  half  the  length 
ot  ef  to  the  middle  of  cf ; and  then,  since  g moves  in  a semicircle,  a line 
joining  e and  g would  be  perpendicular  to  f g.  The  piece  c d has  a cavity  in  the 
middle  of  it,  so  that,  when  any  substance  is  applied  to  the  under  surface  of  the 
rectangular  glass  prism,  p,  the  prism  may  continue  to  rest  horizontally  on  its  ex- 
tremities. When  e d has  been  so  elevated  that  the  yellow  ra3rs  in  the  fringe  of 
colours,  observable  where  perfect  reflection  terminates,  are  seen  through  the 
sights,  the  point  g,  by  means  of  a vernier  which  it  carries,  shows  upon  the  rule 
./  g,  which  is  graduated  to  fractions  of  an  inch,  the  number  of  inches  and  fractions 
ol  an  inch  which,  when  divided  by  10,  gives  the  refractive  index  sought.  The 
lengths  of  the  pieces,  c f and  d c,  are  proportional  to  the  refractive  indices  of  the 
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prism  and  of  air.  If  the  dotted  line  at  p he  a perpendicular  to  the  reflecting 
surface,  l p will  represent  the  incident  ray. — {Phil.  Trans.  i8o2,p.  367.) 

Wollaston  mentions  that  genuine  oil  of  cloves  had  a refractive  index  of 
1-535,  but  that-  some  of  inferior  quality,  which  had  probably  been  adulterated, 
had  a refractive  index  of  only  1-498. 

The  following  table  contains  some  of  the  results  obtained  by  Wollaston  with 
this  instrument : — 


Befractive  Index  of  Flint  Glass  Prism,  p = U583 


Oil  of  Sassafras. 
Oil  of  Cloves 
Canada  Balsam  . 
C'apivi  Balsam  . 
Oil  of  Amber  . 
„ Nutmeg  . 
„ Linseed  . 
„ Lemons  . 


i‘536 

Oil  of  Turpentine 

1 535 

Bectified  ditto  ... 

1-528 

Oil  of  Almonds 

t‘5°7 

„ Olives  

1 5°5 

„ Peppermint  . . . 

i'497 

,,  Lavender 

JA85 

Melted  Spermaceti  ... 

i'476 

Sulphuric  Acid 

1-476 

1-470 

1-470 

1-469 

1-468 

1-467 

1-446 

r435 


(104)  Prismatic  Analysis. — Upon  examining  light  that  has 
undergone  refraction  by  a prism,  it  is  found  that  mere  change  in 
direction  is  only  one  of  the  phenomena  observable.  Suppose  a 
beam  of  light,  as  represented  at  s l,  fig.  77,  be  admitted  through 


Fig.  77. 


a small  slit,  s,  into  a darkened  room,  and  be  there  received  upon 
a prism,  p ; if  the  light,  after  transmission  through  the  prism,  be 
allowed  to  fall  upon  a white  screen,  v r x,  placed  at  a distance  of 
three  or  four  metres, — instead  of  a narrow  slit  of  white  light,  x, 
corresponding  to  the  aperture,  an  elongated  coloured  image  of  the 
refracted  beam  is  seen,  as  at  v r,  terminated  by  parallel  ends,  and 
exhibiting  the  brilliant  hues  of  the  rainbow.  This  elongation 
occurs  in  the  plane  of  the  reflected  and  refracted  rays.  Such  a 
coloured  image  is  termed  the  prismatic  spectrum. 

Newton,  who  first  carefully  investigated  this  remarkable  fact, 
distinguished  seven  different  colours,  which  gradually  shade  off  one 
into  the  other,  viz.,  violet,  indigo,  blue,  green,  yellow,  orange,  and 
red.  White  light  may  therefore  be  regarded  as  the  result  of  a 
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mixture  of  rays  of  different  colours,  which  are  unequally  acted 
upon  by  the  prism.  Each  colour  has  its  own  peculiar  refrangibi- 
lity : the  red,  which  deviates  the  least  from  its  original  course,  is 
least  refrangible,  and  the  violet  the  most  so ; whilst  the  inter- 
mediate colours  possess  intermediate  degrees  of  refrangibility. 
Having  once  been  separated  by  refraction,  no  second  refraction  is 
capable  of  further  decomposing  any  of  these  colours.  They  may, 
however,  be  recombined  by  using  a second  prism,  in  an  inverted 
position  (as  shown  by  the  dotted  lines  at  q,  fig.  77),  or  by  employ- 
ing, what  amounts  to  the  same  thing,  a convex  lens,  in  which  case 
white  light  is  reproduced  at  the  focus  of  the  lens.  The  compo- 
sition of  white  light  maybe  illustrated  by  dividing  a circular  disk 
of  paper  into  seven  sectors,  each  of  an  extent  corresponding  with 
the  extent  of  the  colour  in  the  spectrum,  and  painting  each  with 
its  appropriate  colour ; on  causing  the  disk  to  rotate  rapidly  upon 
an  axis  passing  vertically  through  its  centre,  the  seven  impressions 
will  be  given  simultaneously  to  each  point  of  the  retina,  and  the 
paper  will  appear  to  be  of  a greyish  white.  The  impossibility  of 
obtaining  pigments  of  the  exact  hue,  or  of  the  brilliancy  of  the 
coloured  light  of  the  spectrum,  renders  a pure  white  unattainable 
by  this  means. 

(105)  Theory  of  Colours. — Upon  this  decomposability  of  white 
light  Newton  founded  his  explanation  of  the  colours  of  natural 
objects : — The  objects  are  themselves  devoid  of  colour,  but  when 
placed  in  white  light  they  absorb  the  rays  of  one  or  more  colours, 
and  reflect  the  rest : the  object,  therefore,  appears  to  be  of  the 
colour  that  would  be  produced  by  the  ray  or  mixture  of  rays  which 
it  reflects ; green  objects,  for  example,  absorb  the  red  rays  and 
reflect  the  yellow  and  the  blue ; purple  absorb  the  yellow,  and 
reflect  the  red  and  the  blue.  The  rays  thus  absorbed  are  said  to 
be  complementary  to  those  that  arc  reflected ; a complementary 
colour  being  always  that  tint  which  when  added  to  the  primary 
colour  upon  the  eye  would  constitute  white  light.  This  theory  of 
colours  may  be  illustrated  by  placing  any  coloured  object  in  light 
of  one  tint,  or  homogeneous  light , as  it  is  called,  such  as  that  of  an 
isolated  portion  of  the  spectrum.  A purple  object,  for  instance, 
when  placed  in  the  blue  rays  will  appear  to  be  blue ; if  placed  in 
the  red  rays  it  will  appear  to  be  red ; and  a white  screen,  which 
lias  the  power  of  reflecting  all  the  colours,  will  take  any  tint  in  suc- 
cession, according  to  the  colo\;r  of  the  incident  ray.  An  object  of 
a pure  red,  on  the  contrary,  will  appear  to  be  black  in  any  lmt  the 
rod  ray,  because  it  absorbs  all  the  other  colours  as  perfectly  as 
charcoal  or  black  velvet  absorbs  white  light  or  rays  of  all  colours. 
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Hence  it  appears  that  -white  light  may  be  decomposed  by  ab- 
sorption, as  well  as  by  refraction  or  prismatic  analysis.  By  trans- 
mitting white  light  through  transparent  coloured  media,  we  may 
obtain  rays  of  any  given  tint : the  light  thus  obtained  is  not  always 
the  same  as  that  produced  by  prismatic  analysis,  though  apparently 
of  the  same  colour ; by  transmission  through  a coloured  medium, 
a green,  for  instance,  may  be  obtained,  which  may  either  be 
identical  with  the  green  isolated  by  the  prism,  and  then  it  cannot 
further  be  separated  into  its  components ; or  it  may  be  a compound 
colour  resulting  from  the  intermixture  of  rays  of  different  degrees 
of  refrangibility,  and  in  this  case  it  is  susceptible  of  further  de- 
composition. The  coloured  light  that  is  obtained  by  absorption  is 
seldom  so  pure  as  that  furnished  by  prismatic  decomposition. 

Gladstone  (Q.  J.  Cliem.  Soc.  x.  79)  has  made  some  interesting  observations 
upon  the  relation  existing  between  the  chemical  composition  of  a body  and  the 
absorbent  effect  which  it  exerts  upon  transmitted  light.  His  experiments  were 
performed  upon  substances  in  solution  which  were  placed  in  a wedge-shaped  vessel 
or  hollow  prism,  with  the  view  of  ascertaining  the  influence  of  different  thick- 
nesses of  liquid  upon  the  incident  light.  A beam  of  diffused  light  was  admitted 
through  a vertical  slit  into  a darkened  chamber,  and  the  line  of  light  thus  obtained 
was  allowed  to  fall  upon  the  vessel  held  with  the  thin  edge  of  the  wedge  down- 
wards, so  that  the  light  passed  through  different  thicknesses  of  the  solution,  from 
the  thinnest  film  to  a stratum  of  an  inch  (25mm')  in  depth.  The  transmitted  light 
was  then  examined  by  means  of  a good  prism.  The  light  which  passes  through 
the  thinner  strata  yields  a spectrum  generally  differing  hut  little  from  that  of  day- 
light ; bnt  that  which  has  traversed  greater  depths  of  liquid  exhibits  a rapid  dis- 
appearance of  certain  portions  of  the  rays,  whilst  other  rays  are  but  little  affected. 
Fig.  78,  l shows  the  spectrum  obtained  by  transmitting  a beam  of  daylight 


Fig.  78. 


Fig.  78.  2. 


Fig.  79. 


through  a dilute  solution  of  a salt  of  cobalt,  which  appears  to  be  of  a delicate 
rose  colour  to  the  unaided  eye.  The  same  salt  in  more  concentrated  solutions 
appears  to  be  of  a rich  blue,  and  exhibits  a spectrum  shown  at  fig.  78,  2,  which 
represents  the  appearance  of  the  spectrum  furnished  by  a strong  solution  of 
cobaltous  chloride  in  alcohol.  The  letters  correspond  to  those  of  Fraunhofer’s  lines 
(106),  the  right-hand  side  of  the  figures  indicating  the  red  end  of  the  spectrum; 
the  lower  part  of  the  figures  showing  the  effect  of  the  thinnest  strata  of  liquid. 
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It  was  ascertained  from  an  extensive  series  of  observations  made  in  this 
manner,  that  when  the  salts  formed  by  the  nnion  of  a coloured  base  with  different 
colourless  acids  were  examined,  the  compounds  of  the  same  base  nearly  always 
exhibited  a similar  absorbent  action  upon  the  spectrum.  Even  in  dichromic 
media,  or  solutions  which,  under  certain  circumstances,  appear  to  the  unaided  eye 
to  transmit  light  of  one  tint,  and,  under  certain  other  circumstances,  to  transmit 
light  of  a different  tint,  this  law  generally  holds  good.  An  exemplification  of 
this  fact  is  seen  in  the  case  of  the  chromic  salts,  some  of  which  exhibit  a green 
colour  when  in  solution,  others  a red  or  purple  hue.  Now  all  these  salts  furnish 
a spectrum,  the  general  form  of  which  is  shown  in  fig.  79,  in  which  the  indigo 
and  the  green  rays  are  soon  cut  off,  whilst  the  red  and  bluish-green  rays  are 
comparatively  little  affected.  By  some  salts,  such  as  chromic  acetate,  the  green 
rays  are  absorbed  much  more  rapidly  than  the  red,  and  hence  these  solutions 
have,  even  in  thin  layers,  a red  colour  : others,  as  the  chromic  chloride,  are  green 
when  their  solutions  are  seen  in  thin  layers,  but  look  red  or  pimple  when  viewed 
in  considerable  mass  by  transmitted  light. 

Some  salts,  even  though  their  solutions  have  but  little  colour,  furnish  very 
characteristic  spectra.  This  is  particularly  the  case  with  solutions  of  didymium, 
which  are  of  a feeble  rose  colour,  but  they  exhibit  two  very  black  lines,  one  in 
the  yellow,  the  other  in  the  green.  These  lines  are  visible  in  the  spectrum  even 
when  the  solution  is  very  dilute,  and  they  may  be  employed  to  indicate  the 
presence  of  small  quantities  of  didymium  in  solutions  of  lanthanum  and  cerium, 
in  which  no  such  lines  occur. 

In  artificial  flames  it  is  very  generally  the  case  that  certain 
colours  are  present  in  smaller  proportion  than  others,  and  are  even 
sometimes  altogether  wanting.  Strontic  nitrate,  for  instance, 
gives  a red  tint  to  burning  bodies ; and  the  prism  shows  that  in 
such  light  the  blue  and  violet,  or  more  refrangible  rays,  are  singu- 
larly deficient.  Common  salt  produces  in  burning  bodies  a nearly 
pure  and  homogeneous  yellow  light,  which  may  he  used  to  illus- 
trate the  observations  just  made  upon  the  cause  of  colour  in 
natural  objects.  The  brilliant  colours  of  insects  or  of  the  plumage 
of  birds  strike  strangely  on  the  eye  when  seen  in  this  yellow 
light. 

(105  a)  Dispersive  Power. — The  prismatic  analysis  of  white  light,  which 
has  just  been  considered,  is  not  due  entirely  to  the  refracting  power  of  the  body 
by  which  it  is  effected.  Another  element  of  great  importance  is  the  dispersive 
power,  which  is  independent  of  its  refraction.  Two  substances  may  possess  an 
equal  amount  of  refracting  power,  in  consequence  of  which  the  mean  deviation 
of  the  rays  transmitted  will  be  the  same,  and  yet  the  spectra  which  they  furnish 
may  be  of  very  unequal  lengths.  If  a hollow  prism  be  made  of  plates  of  glass, 


and  filled  with  oil  of  cassia,  the  spectrum  which  it  produces  will  be  more  than 
douole  the  length  of  that  furnished  by  a similar  prism  of  flint  glass.  The  dis- 
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persive  power  of  oil  of  cassia  is  much  greater  than  that  of  flint  glass,  especially  for 
the  more  refrangible  rays  from  F to  h,  and  hence  there  is  a great  difference  in  the 
length  of  the  two  spectra,  though  the  mean  refracting  powers  of  the  two  media 
do  not  differ  materially.  The  comparative  lengths  of  these  spectra,  as  obtained 
from  prisms  of  equal  angles,  are  given  in  fig.  80.  No.  I is  the  spectrum  of  oil 
of  cassia ; 2 that  of  flint  glass. 

In  the  construction  of  achromatic  lenses,  two  media  which  differ  in  dispersive 
power  are  employed ; by  this  means  the  fringe  of  colours,  which  is  always  per- 
ceptible around  the  margin  of  an  object  viewed  by  an  ordinary  lens  of  high  mag- 
nifying power,  is  removed. 

(105  h)  Sensitiveness  to  Seat. — Gladstone  and  Dale  have  published  ( Phil . 
Trans.  1858,  p.  887)  the  results  of  an  inquiry  into  the  influence  of  temperature 
upon  the  refracting  and  dispersive  power  of  bodies  upon  light.  They  find  that  the 
index  of  refraction  diminishes  in  every  substance  as  the  temperature  increases. 
The  degree  of  this  sensitiveness  to  the  effect  of  heat  varies  much  in  different  sub- 
stances ; melted  phosphorus  and  carbonic  disulphide  being  the  most  sensitive,  and 
water  the  least  sensitive  of  the  bodies  experimented  on  by  them.  This  sensi- 
tiveness, however,  is  independent  of  the  refracting  or  the  dispersive  power  of  the 
substance ; ether,  for  example,  being  much  more  sensitive  than  water  to  the  action 
of  heat,  though  the  refracting  and  the  dispersive  powers  of  the  two  liquids  are 
nearly  the  same.  Those  bodies  which  expand  most  by  heat  are  generally 
the  most  sensitive.  No  sudden  change  of  sensitiveness  has,  however,  been 
observed  on  the  approach  of  the  liquid  to  the  boiling  point.  The  length  of  the 
spectrum  also  decreases  as  the  temperature  rises,  the  effect  of  heat  being  most 
marked  in  those  substances  which  have  the  highest  dispersive  power.  The  dis- 
persive power  is  invariably  diminished  by  rise  of  temperature,  though  not  at  the 
same  rate  as  the  refractive  index,  which  is  found  to  diminish  in  proportion  as  the 
density  diminishes. 

(105  c)  Influence  of  Chemical  Composition  on  Refraction. — Dale  and 
Gladstone  further  found  that  the  refractive  index  of  any  body,  minus  unity, 
divided  by  the  density  or  the  atomic  weight,  gives  nearly  a constant  quantity, 
which  they  term  the  specific  refractive  energy  of  the  body.  This  result  is  con- 
firmed by  Landolt,  who  has  made  an  extended  series  of  experiments  upon  the 
influence  of  chemical  composition  upon  refracting  power.  ( Pogg . Annal.  exxii. 
545,  cxxiii.  595.)  If  g c be  the  refractive  index  of  the  line  C,  cl  the  specific 
gravity  of  the  compound,  and  P its  atomic  weight,  the  constant  ~ — would  be 
what  Landolt  terms,  the  specific  refractive  energy,  and  Pf^--1)  its  equivalent  of 
refraction.  From  his  observations  Landolt  draws  the  following  conclusions, 
which  confirm  and  extend  those  of  Gladstone  and  Dale : — 

t.  Metameric  bodies  have  usually  very  nearly  the  same  specific  refractive 
pnergy,  and,  consequently,  the  same  equivalent  of  refraction.  Gladstone  and 
Dale,  however,  remark  that  though  this  is  true  where  there  is  close  chemical 
relationship,  isomeric  bodies  are  sometimes  widely  different  in  optical  properties, 
as  in  the  case  of  aniline  and  picoline. 

2.  In  polymeric  bodies  the  index  of  refraction  and  the  density  increase  with 
each  duplication  of  the  formula,  but  the  specific  refractive  energy  diminishes 
slightly ; the  indices  of  refraction  do  not,  therefore,  increase  exactly  in  multiple 
proportion. 

3.  In  homologous  series,  with  few  exceptions,  the  index  of  refraction  and 
the  specific  refractive  energy  increase  as  the  terms  ascend  in  the  series,  the 
difference  for  each  addition  of  CHa  becoming  progressively  less:  the  equivalent 
of  refraction,  on  the  other  hand,  increases  uniformly  for  each  addition  of  CH.. 

4.  On  comparing  together  compounds  belonging  to  different  series,  the 
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empirical  formulae  of  which  differ  only  in  the  number  of  atoms  of  carbon,  the 
specific  gravity,  and  usually  also  the  refractive  index,  is  diminished  by  each  addi- 
tional atom  of  carbon : the  specific  refractive  energy  is,  in  some  cases,  increased, 
and  in  others,  diminished,  but  the  equivalent  of  refraction  generally  increases 
very  uniformly. 

3.  When  the  proportion  of  hydrogen  only  is  increased,  the  specific  gravity, 
the  index  of  refraction,  the  specific  refractive  energy,  and  the  equivalent  of  re- 
fraction are  all  increased. 

6.  When  the  number  of  atoms  of  oxygen  alone  is  increased,  the  density,  the 
index  of  refraction,  and  the  equivalent  of  refraction  are  all  increased,  whilst  the 
specific  refractive  energy  is  diminished. 

The  equivalent  of  refraction,  it  appears,  then,  is  always  increased,  whether 
hydrogen,  oxygen,  or  carbon  be  added  to  the  compound ; but  the  amount  of  the 
increase  is  not  uniform  for  each  additional  atom  of  the  same  element,  being  in 
some  cases  greater  than  in  others,  according  as  the  chemical  type  of  the  com- 
pound varies. 

In  the  case  of  mixtures,  unattended  by  contraction,  Dale  and  Gladstone  find 
that  the  specific  refractive  energy  is  the  arithmetical  mean  of  that  of  its  com- 
ponents ; and  they  conclude,  from  the  results  of  their  entire  investigation,  that 
“ every  liquid  has  a specific  refractive  energy  composed  of  the  specific  refractive 
energies  of  its  component  elements,  modified  by  the  manner  of  combination,  and 
which  is  unaffected  by  change  of  temperature,  and  accompanies  it  when  mixed 
with  other  liquids”  [Phil.  Trans.  1863,  p.  337). 

(106)  Fixed  Lines  in  the  Solar  Spectrum  ; Fraunhofer’s  Lines  ; 
Bright  Lines  in  Artificial  Lights. — Newton,  by  admitting  a beam 
of  solar  light  through  a small  circular  aperture  into  a darkened 
room,  and  allowing  it  to  fall  upon  a triangular  prism  of  glass, 
obtained  the  magnificent  coloured  image  known  as  the  solar  spec- 
trum, which  shades  off  by  insensible  gradations  from  the  least 
refracted  red  into  the  most  refracted  or  violet  portion  of  the 
light.  But  it  does  not  appear  that  any  one,  till  'Wollaston’s  time, 
a century  later,  examined  the  effect  of  admitting  the  light  through 
a narrow  slit,  with  sides  parallel  to  those  of  the  prism,  and  view- 
ing it  directly,  by  placing  the  eye  immediately  behind  the  prism 
{Phil.  Trans.  1802,  p.  378).  Wollaston  found  that  the  spectrum 
so  obtained  was  not,  as  it  appeared  to  be  by  the  ordinary  mode 
of  examination,  a continuous  stripe  of  light,  but  that  it  was  crossed 
at  right  angles  to  its  length  by  dark  bands. 

It  was  not,  however,  till  1815,  that  these  dark  bands  were 
carefully  examined,  when  the  celebrated  German  optician,  Fraun- 
hofer, published  a minute  description  of  them,  accompanied  by  a 
careful  map,  in  which  he  figured  more  than  six  hundred  of  these 
lines,  which  have  ever  since  borne  the  name  of  Fraunhofer’s  lines. 
The  more  important  of  these  lines  lie  distinguished  by  the  letters 
of  the  alphabet,  and  in  the  uppermost  spectrum  shown  in  figs.  81 
and  83,  a few  of  them  are  given  as  poiuts  of  comparison  with 
other  spectra. 

In  order  to  observe  these  lines,  the  sun’s  light,  after  admission  through  a 
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narrow  vertical  slit  into  a darkened  room,  was  allowed  to  fall  upon  a prism  placed, 
with  its  axis  parallel  to  the  slit,  and  at  a distance  of  about  24  feet  (7  or  8 metres) 
from  it.  The  prism  was  fixed  before  the  object-glass  of  a telescope,  of  low  power, 
in  such  a manner  that  the  angle  formed  by  the  incident  light  with  the  firs.t  face 
of  the  prism,  was  equal  to  that  formed  by  the  refracted  beam  with  the  second 
face,  so  that  the  position  of  the  prism  was  that  in  which  the  light  is  subjected  to 
the  minimum  amount  of  deviation.  This  is  consequently  generally  spoken  of 
as  the  position  of  minimum  deviation.  Under  these  circumstances  Fraunhofer 
observed  numberless  vertical  lines,  varying  in  breadth  and  in  strength  in  different 
parts  of  the  spectrum.  These  bands  were  always  visible,  whatever  was  the  solid  or 
liquid  medium  used  in  the  construction  of  the  prism,  and  whether  its  refracting  angle 
were  great  or  small ; and  under  all  circumstances  they  preserved  the  same  relative 
position  in  the  respective  coloured  spaces  in  which  they  occur.  This  fixed  position 
has  enabled  the  optical  observer  to  use  these  lines  as  points  of  reference  by  which 
the  refractive  indices  of  a great  variety  of  bodies  have  been  determined  with 
precision. 

When,  however,  the  source  of  the  light  was  varied,  as  if  the 
flame  of  a candle,  the  light  of  the  fixed  stars,*  or  the  spark  from 
the  electrical  machine  was  made  use  of,  a different  set  of  lines  was 
in  each  case  observed  to  occur. 

Beyond  this  fact — viz.,  the  dependence  of  the  position  of  the 
lines  upon  the  source  of  the  light  employed — Fraunhofer  was 
unable  to  ascertain  anything  connected  with  their  cause. 

The  inquiry  thus  launched  by  Fraunhofer  has  been  followed  in 
four  principal  branches  of  research,  which  may  be  described  as 
relating  to — 

a.  Cosmical  lines,  or  the  black  lines  produced  in  the  light  of 
the  sun,  the  planetary  bodies,  and  the  fixed  stars. 

b.  Black  lines  produced  by  absorption,  a class  of  phenomena 
discovered  by  Sir  D.  Brewster,  in  his  observations  upon  the  red 
vapours  of  nitrous  acid. 

c.  Bright  lines  produced  by  the  electric  spark  when  taken 
between  different  metallic  conductors. 

d.  Bright  lines  produced  by  coloured  flames  or  by  the  intro- 
duction of  different  substances  into  flame. 

I shall  enter  into  some  detail  -upon  this  subject,  which  has 
acquired  great  interest  and  importance  from  the  recent  remarkable 
investigations  of  Kirchhoff  and  Bunsen. 


* The  Moon  and  the  planets,  including  Venus,  Jupiter,  Saturn,  and  Mars, 
exhibit  lines  corresponding  with  those  of  the  Sun.  In  the  case  of  Jupiter, 
Saturn,  and  Mars,  additional  lines  are  also  visible,  owing  to  an  absorptive  action, 
due,  as  is  believed,  to  the  atmospheres  surrounding  these  planets  (Huggins  and 
Miller,  Phil.  Trans.  1864,  421).  Sirius  shows  different  lines,  and  Castor 
others  somewhat  similar.  Amongst  the  lines  of  Procyon,  Fraunhofer  recognized 
the  solar  line  d,  and  in  those  of  Capella  and  Betelgeux,  both  d and  b (Brewster’s 
Edin.  Journ.  Science,  1828,  vol.  viii.  p.  7).  See  also  note,  p.  186. 
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a.  The  cosmical  lines  admit  of  partial  reproduction  by  means 
of  photographs  of  the  spectra  in  which  they  occur.  INI  os  t of 

these  lines  shown  by  the  photograph  are,  however,  invisible  to  the 
eye,  as  they  occur  in  that  part  of  the  spectrum  which  is  more  re-  j. 
frangible  than  even  the  violet  rays.  Edmond  Becquerel  ( Taylor’s 
Scientific  Memoirs,  iii.  537)  was  the  first  who  received  the  im-  .. 
pression  of  the  spectrum  with  suitable  precautions  upon  a Da- 
guerreotype plate ; and  he  made  the  important  and  interesting 
discovery  that  the  inactive  spaces  in  the  portion  of  the  chemical 
spectrum  produced  by  visible  rays,  correspond  accurately  with  the 
dark  lines  of  Fraunhofer, — a discovery  immediately  afterwards  cor- 
roborated by  the  independent  observations  of  Draper,  of  New 
York,  and  subsequently  confirmed  in  a remarkable  manner  for 
the  invisible  rays,  by  Stokes,  who  (Phil.  Trans,  a 852)  succeeded 
in  rendering  the  lines  in  the  most  refrangible  and  extra-violet 
portions  apparent  to  the  eye,  by  his  discovery  that  the  fluorescent 
power  of  the  spectrum  is  interrupted  by  inactive  spaces,  the 
position  of  which  correspond  accurately  with  the  lines  observed 
by  Becquerel. 

h.  The  absorption  bands  produced  by  coloured  gases  were  first 
indicated  in  1832  by  Brewster  (Phil.  Mag.  May,  1836,  viii.  384), 
who  found  that  the  brownish-red  vapours  of  peroxide  of  nitrogen 
have  the  remarkable  power  of  absorbing  the  sun's  rays  in  such  a 
manner  as  to  produce  a series  of  dark  bands  in  the  light  when 
transmitted  through  it.  Professors  W.  H.  Miller  and  Daniell 
subsequently  showed  that  the  same  effect  is  produced,  whatever 
be  the  source  of  light  employed.  In  the  course  of  this  investiga- 
tion an  important  observation  was  made  by  Brewster,  who  noticed 
distinct  lines  and  bands  in  the  red  and  green  spaces,  which  at  other 
times  wholly  disappeared.  This  he  found  to  be  due  to  an  ab- 
sorptive action  of  the  earth's  atmosphere ; for  these  bands  were 
only  visible  when  the  sun  approached  the  horizon.  A few  years 
later  I had  an  opportunity  myself,  whilst  examining  the  spectrum 
of  diffused  daylight  in  the  afternoon  during  a violent  thunder- 
shower, to  observe  the  sudden  appearance  of  a group  of  lines  in  the 
brightest  part  of  the  spectrum,  between  n and  e,  increasing  in  dis- 
tinctness with  the  violence  of  the  shower,  and  fading  and  disap- 
pearing as  the  rain  passed  away.  These  observations,  therefore, 
prove  that  certain  of  the  fixed  lines  in  the  solar  spectrum  are  de- 
pendent upon  the  absorptive  action  exerted  by  the  earth’s  atmo- 
sphere.* But  the  larger  portion,  it  is  supposed,  arc  due  to  another 


* Janssen  ( Comptes  Eendus,  1863)  and  J.  P.  Cooke  have  since  studied 
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cause,  first  suggested  by  Kirchhoff.  Prof.  Miller,  of  Cambridge, 
in  conjunction  with  Daniell,  followed  up  these  experiments,  and 
showed  that  other  coloured  vapours — viz.,  those  of  bromine,  iodine, 
and  euchlorine — possess  this  property  {Phil.  Mag.  1833,  ii.  381). 

Twelve  years  afterwards  I myself  made  a numerous  series  of 
experiments  upon  the  same  subject  {Phil.  Mag.  xxvii.  81).  The 
result  of  these  experiments  showed  that  mere  existence  of  colour 
in  a vapour  does  not  indicate  of  necessity  the  existence  of  bands 
in  its  spectrum.  The  red  vapours  of  tungstic  chloride  give  no 
lines,  while  bromine  vapour,  which  has  to  the  eye  the  same  colour, 
produces  a remarkable  series. 

The  probable  position  of  the  lines  cannot  be  inferred  from  tlie  colour  of  the 
gas : with  the  green  oxychloride  of  manganese  the  lines  are  most  abundant  in 
the  green,  whilst  with  the  red  vapours  of  nitrous  acid  they  increase  in  number 
and  density  as  they  advance  towards  the  blue  end  of  the  spectrum.  Simple 
bodies,  as  well  as  compounds,  may  produce  lines ; and  two  simple  bodies,  which 
singly  do  not  produce  them,  may  in  their  compounds  occasion  them  abundantly ; 
e.g.,  neither  oxygen,  nitrogen,  nor  chlorine,  when  uncombined,  occasions  lines, 
but  some  of  the  oxides,  both  of  nitrogen  and  of  chlorine,  exhibit  tbe  phenomena 
in  the  most  striking  manner.  There  are,  however,  oxides  both  of  nitrogen  and 
chlorine,  some  of  them  coloured,  which  do  not  occasion  the  appearance  of  lines. 
We  find  also  that  lines  may  exist  in  the  vapour  of  simple  substances,  as  in  iodine, 
which  disappear  in  their  •compounds.  This  is  exemplified  in  the  case  of  hydriodic 
acid.  Sometimes  the  same  lines  are  produced  by  different  degrees  of  oxidation 


the  conditions  under  which  these  atmospheric  bands  are  produced.  Cooke 
( Phil ■ Mag.  1866)  has  found  that  certain  of  them  are  connected  with  the  mois- 
ture of  the  atmosphere,  and  these  lines  become  more  marked  in  proportion  to 
the  increase  in  the  quantity  of  aqueous  vapour.  In  October,  1864,  Janssen 
observed  a fire  of  pine  wood  across  the  Lake  of  Geneva  at  a distance  of  2 1 kilo- 
metres, or  after  the  light  had  traversed  a stratum  of  rather  more  than  1 3 miles 
of  moist  air ; and  he  found,  on  examining  the  spectrum  at  this  distance,  that 
certain  atmospheric  lines  appeared,  although  the  same  flame,  when  viewed  close 
at  hand,  presented  no  indication  of  such  lines.  A still  more  decisive  observation 
was  made  by  Janssen  in  the  following  manner  {Comgtes  Pend  us,  lxiii.  289) : 
An  iron  tube,  37  metres  long,  was  enclosed  in  a wooden  trough  of  the  same 
length,  and  packed  with  dry  sawdust ; the  ends  of  the  iron  tube  were  closed 
with  thick  plate  glass,  and  the  atmospheric  air  was  displaced  by  steam,  under  a 
pressure  equal  to  7 atmospheres.  The  light  of  a powerful  coal-gas  flame,  which 
has  no  lines  of  its  own,  was  then  made  to  traverse  the  tube,  and  the  spectrum  of 
the  transmitted  light  was  examined.  In  the  less  refrangible  portion  between 
the  lines  a and  d of  Fraunhofer,  five  obscure  bands  were  seen,  two  of  which  are 
well  marked ; the  appearance  resembling  that  of  this  portion  of  the  solar  spec- 
trum when  viewed  at  sunset ; and  at  the  same  time  a general  absorption  of 
light  was  perceived  in  the  blue  and  violet  portions.  The  light  transmitted  had 
an  orange  or  red  tinge,  which  was  deeper  in  proportion  to  the  quantity  of 
aqueous  vapour.  It  appears  from  those  observations,  though  at  present  no 
detailed  measurements  have  been  published,  that  the  groups  A,  E,  and  c of 
Fraunhofer,  and  two  groups  between  c and  d,  are  due  to  the  action  of  aqueous 
vapour  in  the  atmosphere. 
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of  tbe  same  substances,  a remarkable  instance  of  which  is  furnished  in  the  oxides 
of  chlorine.  In  fig.  81,  No.  1 shows  the  principal  dark  lines  of  the  pure  solar 
spectrum ; 2 represents  the  effect  of  bromine ; 3,  that  of  peroxide  of  nitrogeD, 

Fig.  81. 


the  system  of  lines  which  it  furnishes  being  totally  different  from  that  of  bromine, 
notwithstanding  the  close  resemblance  in  colour  of  the  two  vapours ; 4 shows  the 
lines  in  the  green  vapours  of  oxychloride  of  manganese. 

c.  On  the  Spectra  of  the  Electric  Spaj’k. — Wollaston  (Phil. 
Trans.  1802,  p.  380)  observed  that  the  spectrum  of  tlie  electric 
spark  is  not  continuous,  and  that  it  differs  from  that  of  ordinary 
sunlight,  as  well  as  from  that  furnished  hv  the  light  of  a candle. 
Fraunhofer  also  made  a similar  observation  ; hut  the  first  person 
who  called  attention  to  the  important  fact  that  the  nature  of  the 
metals  employed  modifies  the  resulting  spectrum,  was  Wheatstone, 
who,  at  the  Dublin  meeting  of  the  British  Association  for  1835, 
read  a paper  “ On  the  Prismatic  Decomposition  of  the  Electric, 
Voltaic,  and  Electro-Magnetic  Sparks.”  In  the  abstract  pub- 
lished in  the  Report  of  the  Proceedings  of  the  Association  for  that 
year,  the  author  states  that  the  spectrum  of  tlie  electro-magnetic 
spark  taken  from  mercury,  as  well  as  from  zinc,  cadmium,  tin, 
bismuth,  and  lead  in  the  melted  state,  consists  of  definite  rays 
separated  by  dark  intervals  from  each  other ; but  the  number, 
position,  and  colours  of  the  bright  lines  vary  in  each  case.  The 
appearances  arc  so  different,  that  the  metals  may  be  readily  distin- 
guished from  each  other  by  this  mode  of  examination.  V hen  the 
voltaic  spark  from  mercury  was  taken  successively  in  the  ordinary 
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vacuum  of  the  air-pump,  in  the  Torricellian  vacuum,  and  in 
gaseous  carbonic  anhydride,  the  same  results  were  obtained  as 
when  the  experiment  was  performed  in  air,  or  in  oxygen  gas.  The 
light,  therefore,  does  not  arise  from  the  combustion  of  the  metal. 

Masson,  in  1 85 1 and  1 855,  in  the  course  of  his  investigations 
on  electric  photometry  (Ann.  de  Chimie,  III.  xxxi.  295,  and  xlv. 
387),  examined  the  spectra  produced  by  various  metals  which  were 
employed  as  dischargers  to  the  Leyden  jar,  and  also  when  heated 
by  the  voltaic  arc,  and  gave  drawings  of  the  different  spectra, 
made  by  means  of  the  camera  lucida.  The  spectra  which  he  has 
given  of  the  same  metals  as  those  examined  by  'Wheatstone,  are 
much  more  complicated  than  those  described  by  the  English 
philosopher.  These  discrepancies  were  subsequently  explained  by 
Angstrom  (Phil.  Mug.  1855,  p.  327),  who  showed  that  owing  to 
the  intense  heat  of  the  electric  discharges  employed  by  Masson, 
he  obtained  two  spectra  simultaneously,  one  due  to  the  metal,  the 
other  to  the  atmosphere  itself,  the  constituent  gases  of  which 
became  heated  by  the  spark  to  incandescence.  Certain  bright 
lines  remarked  by  Masson  as  common  to  the  spectra  of  all  the 
metals  were  really  these  atmospheric  lines.  By  causing  the  spark 
to  pass  between  the  same  metals  when  immersed  in  various  gases, 
the  particular  bright  lines  due  to  the  metal  remained  unaltered, 
whilst  the  others,  due  to  the  gaseous  medium,  disappeared,  and 
their  place  was  supplied  by  new  bright  lines.  Angstrom,  in  the 
course  of  his  paper,  suggests,  though  he  does  not  distinctly  state, 
the  explanation  of  Fraunhofer’s  dark  lines,  subsequently  brought 
forward  by  Kirchhoff. 

In  1858  and  1859,  an  important  series  of  investigations  was 
published  by  Pliicker  (Poggendorff’s  Annal.  ciii.  88,  151,  civ. 
1 13,  622,  cv.  67,  evii.  77,  497),  relating  to  the  character  of  the 
electric  light  produced  by  transmitting  the  secondary  discharge 
from  Ruhmkorff’s  coil  through  narrow  tubes  filled  with  different 
gases,  and  subsequently  exhausted  as  completely  as  possible.  Va- 
cuous tubes  were  thus  obtained  with  only  imponderable  traces  of 
various  gases  and  vapours,  including  oxygen,  hydrogen,  nitrogen, 
chlorine,  bromine,  and  iodine.  Pliicker  found  that  each  exhausted 
tube  gave  its  own  characteristic  spectrum,  and  he  measured  with 
great  care  the  principal  bright  lines  visible  in  each.  These  results 
are  very  important  in  relation  to  Kirchhoff’s  theory  of  the  cause  of 
the  dark  lines,  which  requires  that  the  position  of  the  bright  lines 
thus  obtained,  should  coincide  with  the  black  lines  produced  by 
absorption  when  light  is  transmitted  through  these  different  gases. 
Plucker’s  experiments  show  distinctly  that  this  is  not  the  case  in 
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these  gases  (see  also  p.  185).  Dr.  Robinson  subsequently  in- 
vestigated the  effect  of  varying  the  pressure  upon  the  nature  of  the 
electric  spectrum  of  an  incandescent  gas  {Phil.  Trans.  1862,  p. 
939)  : he  finds  that  the  light  is  the  most  intense  under  ordinary 
pressures,  though  at  low  pressures  bright  lines  appear  which  arc 
not  visible  at  the  ordinary  tension  of  the  gases. 

Van  der  Willigen  {Poggendorff’s  Annal.  cvi.  617)  made  the 
interesting  remark  that,  by  placing  in  succession  upon  a pair  of 
wires  consisting  of  a metal  which,  like  platinum,  possesses  few 
special  bright  lines  of  its  own,  small  quantities  of  a weak  solution 
of  chloride  of  calcium,  barium,  or  strontium,  or  of  nitrate  of 
calcium,  &c.,  new  bright  lines  are  produced,  and  these  lines  are 
characteristic  of  the  particular  metal  contained  in  each  of  these 
several  compounds. 

d.  Spectra  of  Coloured  Flames. — The  first  person  who  seems  to 
have  analysed  coloured  flames  by  means  of  the  prism,  was  Sir  J. 
ITerschel,  who  describes  briefly  {Edin.  Phil.  Trans.  1822,  p. 
455),  the  spectra  of  strontic,  calcic,  and  cupric  chloride,  of 
cupric  nitrate,  and  of  boracic  acid.  The  same  observer,  in 
the  article,  Light,  Encycl.  Metrop.  1827,  P-  43^  says: — "Salts 
of  soda  give  a copious  and  purely  homogeneous  yellow,  of 
potash  a beautiful  pale  violet  and  he  then  gives  a general  state- 
ment of  the  results  with  the  salts  of  calcium,  strontium,  lithium, 
barium,  copper,  and  iron.  He  further  continues, — " Of  all  salts 
the  muriates  succeed  best,  from  their  volatility.  The  same  colours 
are  exhibited  also  when  any  of  the  salts  in  question  are  put  in 
powder  into  the  wick  of  a spirit-lamp.  The  colours  thus  communi- 
cated by  the  different  bases  to  flame,  afford  in  many  cases  a ready 
and  neat  way  of  detecting  extremely  minute  quantities  of  them.” 

The  analysis  of  the  spectra  of  artificial  lights  was  resumed  by 
Fox  Talbot  in  1826  (Brewster’s  Journal  of  Science,  vol.  v.  p.  77). 
He  there  describes  a method  of  obtaining  a yellow  monochromatic 
light  by  the  use  of  an  ordinary  spirit-lamp  with  a cotton  wick  fed 
with  dilute  alcohol  holding  common  salt  in  solution.  He  found 
the  same  effect,  whether  chloride,  sulphate,  or  carbonate  of 
sodium  was  employed. 

Nitrate,  sulphate,  chlorate,  and  carbonate  of  potassium  agreed 
in  giving  a bluish- white  tiugc  to  the  flame.  By  burning  a mixture 
of  nitre  and  sulphur,  he  observed  a red  line  of  low  but  definite 
refrangibility,  which  he  regarded  as  characteristic  of  the  salts  of 
potassium,  as  the  yellow  line  is  of  the  salts  of  sodium.  He  con- 
cludes his  paper  with  the  following  observation,  which  follows 
some  remarks  upon  certain  experiments  of  Hcrschel’s : — ■“  If  this 
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opinion  should  be  correct  and  applicable  to  the  other  definite  rajs, 
a glance  at  the  prismatic  spectrum  of  a flame  may  show  it  to  con- 
tain substances  which  it  would  otherwise  require  a laborious 
chemical  analysis  to  effect." 

In  the  Phil.  Mag.  for  1834,  vol.  iv.  p.  114,  Fox  Talbot  fur- 
ther showed  how,  notwithstanding  the  similai’ity  in  colour  of  the 
light  of  lithium  and  strontium,  they  can  at  once  be  distinguished 
by  means  of  the  prism.  He  says, — “ The  strontia  flame  exhibits 
a great  number  of  red  rays,  well  separated  from  each  other  by 
dark  intervals,  not  to  mention  an  orange  and  a very  definite 
bright  blue  ray.  The  lithia  exhibits  one  single  red  ray.  Hence 
I hesitate  not  to  say  that  optical  analysis  can  distinguish  the 
minutest  portions  of  these  two  substances  from  each  other  with  as 
much  certainty,  if  not  more,  than  any  other  known  method." 

The  spectra  of  coloured  flames  were  further  examined  in  1845 
by  myself,  and  an  account  of  these  experiments  was  given  in  a 
paper  read  that  year  before  the  Chemical  Section  of  the  British 
Association,  at  Cambridge.  (Phil.  Mag.  xxvii.  81.) 

In  these  experiments  an  alcohol  lamp,  feel  with  the  solution  of  the  compound 
the  flame  of  which  was  to  be  examined,  and  a common  wick  supported  in  a small 
glass  tube,  furnished  the  flame.  The  lamp  was  placed  opposite  the  vertical  slit, 
through  which  diffused  daylight  could  also  he  transmitted  at  pleasure.  Fraun- 
hofer’s lines  thus  served  as  points  of  comparison  of  the  different  flames.  The 
paper  was  illustrated  by  coloured  lithographs  of  various  spectra,  including  those 
of  cupric  chloride,  boracic  acid,  strontic  nitrate,  calcic  and  baric  chlorides,  in 
minute  detail.  The  green  light  produced  by  burning  a solution  of  cupric  chloride 
in  alcohol,  for  instance,  gives  the  spectrum  shown  in  fig.  8 1,  No.  5.  and  that 
furnished  by  an  alcoholic  solution  of  boracic  acid  is  represented  in  No.  6.  Nume- 
rous other  spectra  were  also  described,  including  those  of  the  chlorides  of  sodium, 
manganese,  and  mercury,  and  of  a large  number  of  other  metals. 

(107)  Spectrum  Analysis. — But  it  is  to  Kirchhoff  and  Bunsen. 
(Poggendorff’s  Annal.  cx.  p.  161)  that  we  are  indebted  for  re- 
ducing the  prismatic  observation  of  flame  tinged  by  the  salts  of 
different  metals  to  a simple  and  systematic  method  of  qualitative 
analysis  for  the  alkalies  and  alkaline  earths ; and  they  have  con- 
trived a spectroscope  by  which  the  different  spectra  may  be  con- 
veniently examined  and  compared  with  one  atiother. 

Fiw.  82  exhibits  a very  complete  form  of  the  instrument  adapted  to  a single 
prism  ( Poggendorff's  Annul,  cxiii.  374).  It  is  an  improvement  on  the  instru- 
ment used  by  Swan  and  by  Masson ; including  a scale  for  ascertaining  the 
position  of  the  lines  in  different  cases,  as  well  as  a reflecting  prism,  by  which  two 
spectra  can  be  compared  side  by  side,  r represents  a flint-glass  prism,  supported 
on  the  cast-iron  tripod,  F,  and  retained  in  its  place  by  the  spring,  c.  At  the  end 
of  the  tube,  a,  nearest  the  prism,  is  a lens,  placed  at  the  distance  of  its  focus  for 
parallel  rays  from  a vertical  slit  at  the  other  end  of  the  tube.  The  width  of  the 
slit  can  be  regulated  by  means  of  the  screw,  e.  One-half  of  this  slit  is  covered 
by  a small  rectangular  prism  designed  to  reflect  the  rays  proceeding  from  the 
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source  of  light,  D,  down  the  axis  of  the  tube,  whilst  the  rays  from  the  source  cf 
light,  E,  pass  directly  down  the  tube.  By  this  arrangement  the  observer  sta- 
tioned at  the  end  of  the  telescope  B,  is  able  to  compare  the  spectra  of  both  lights, 
which  are  seen  one  above  the  other,  and  he  can  at  once  decide  whether  their  lines 
coincide  or  differ,  a and  b are  screws  for  adjusting  the  axis  of  the  telescope  so 
as  to  bring  any  part  of  the  slit  at  e into  the  centre  of  the  field  of  vision.  The 
telescope,  as  well  as  the  tube,  c,  is  moveable  in  a horizontal  plane,  around  the 
axis  of  the  tripod.  The  tube  c contains  a lens  at  the  end  next  to  the  prism. 

Fig.  82. 


and  at  the  other  end  is  a scale  formed  by  transparent  lines  on  an  opaque 
ground;  it  is  provided  with  a levelling  screw,  d.  When  the  telescope  has 
been  properly  adjusted  to  the  examination  of  the  spectrum,  the  tube  c is 
moved  until  it  is  placed  at  such  an  angle  with  the  telescope  and  the  face 
of  the  prism,  that  when  a light  is  transmitted  through  the  scale,  the 
image  of  this  scale  is  reflected  into  the  telescope  from  the  face  of  the  prism 
nearest  the  observer.  This  image  is  rendered  perfectly  distinct  by  pushing  in 
the  tube  which  holds  the  scale  nearer  to  the  lens  in  c,  or  withdrawing  it  to  a 
greater  distance,  as  may  be  required.  The  reflected  lines  of  the  scale  can  then 
be  employed  for  reading  off  the  position  of  the  bright  or  dark  lines  of  the  spec- 
trum, as  both  will  appear  simultaneously,  overlapping  each  other,  in  the  field  of 
the  telescope.  By  turning  the  tube  c round  upon  the  axis  of  the  tripod,  any 
particular  line  of  the  scale  can  be  brought  to  coincidence  with  any  desired  line  of 
the  spectrum.  Stray  light  is  excluded  by  covering  the  stand,  the  prism,  and 
the  ends  of  the  tubes  adjoining  it,  with  a loose  black  cloth.  The  dispersive 
power  upon  the  spectrum  may  be  much  increased  by  using  several  prisms  instead 
of  one : in  the  experiments  of  Kirchhoff  upon  the  solar  spectrum,  he  used  four 
prisms;  Huggins  {Phil.  Trans.  1864)  in  his  observations  on  the  spectra  of  the 
metals  obtained  witli  the  electric  spark  employed  six  prisms,  and  Gassiot  has  used 
an  apparatus  with  nine  prisms.  Much  care  is  required  in  placing  the  prisms : 
the  refracting  edge  of  each  prism  must  be  truly  vertical,  and  the  position  of 
minimum  deviation  for  the  rays  to  be  observed  must  be  obtained. 

The  extraordinary  delicacy  of  certain  of  these  spectrum  re- 
actions was  indicated  by  Swan  ( Ed'm . Phil.  T'rans.  1857,  xxi.  413), 
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who  measured  it  for  sodium,  by  the  only  accurate  method,  namely, 
by  dissolving  a weighed  quantity  of  the  salt  in  a known  quantity 
of  water,  and  he  thus  determined  with  precision  the  limit  of  the 
reaction.  Bunsen  and  Kirchhoff  attempted  to  estimate  the  sen- 
sitiveness of  the  reaction  by  deflagrating  a given  weight  of  the 
various  salts  in  the  room  in  which  they  were  experimenting,  and 
diffusing  the  vapour  mechanically  through  the  air,  increasing  the 
quantity  of  the  salt,  until  a gas  flame  showed  the  reaction  of  the 
peculiar  metal,  due  to  particles  in  suspension.  But  it  is  obvious 
that  this  ingenious  method  does  not  admit  of  precision,  and  is 
liable  to  lead  to  an  exaggerated  estimate  of  the  delicacy  of  the 
reaction,  from  the  impossibility  of  ensuring  uniformity  in  the 
diffusion  of  the  salt. 

4 

The  sodium  reaction  is  the  most  sensitive  of  all ; by  its  means 
Swan  could  detect  „ 5 0i00-o  of  a grain  of  sodium  ; and  so  exten- 
sively is  common  salt  diffused,  that  scarcely  any  flame  can  be  ob- 
tained in  which  the  indication  of  sodium  is  absent. 

Having  observed  the  position  of  the  bright  lines  produced  by 
introducing  into  the  flame  of  a Bunsen  gas-burner  the  chlorides 
of  the  metals  of  the  various  alkalies  and  alkaline  earths,  each  of 
which  had  been  purified  for  these  experiments  with  great  care, 
Bunsen  and  Kirchhoff  constructed  a chart  in  which  the  different 
lines  were  laid  down  for  each,  and  they  were  able,  by  observing 
the  position  of  the  lines  obtained  when  a mixture  of  various  chlo- 
rides was  introduced  into  the  flame,  to  ascertain  the  presence  of 
these  different  metals  with  sufficient  readiness  to  use  the  method 
for  the  purposes  of  qualitative  analysis.  The  rapidity  with  which 
the  result  is  obtained  by  a practised  observer,  and  the  minuteness 
of  the  quantity  required  for  the  examination,  give  this  method  a 
superiority  over  any  other  now  in  use  for  the  qualitative  analysis 
of  the  alkalies  and  alkaline  earths ; moreover,  the  circumstance 
that  the  mere  inspection  of  a source  of  light  furnishes  informa- 
tion respecting  the  composition  of  the  bodies  undergoing  combus- 
tion or  volatilization  within  it,  extends  the  mode  of  inquiry  over 
distances  limited  only  by  the  distance  through  which  the  object 
is  visible  : we  are  thus  furnished  with  a method  of  analysis  which 
is  applicable  to  the  luminous  atmosphere  of  the  sun,  the  stars,  as 
well  as  to  the  light  of  the  planetary  bodies,  and  even  of  the 
nebulae.  This  circumstance  invests  the  subject  with  an  interest 
like  that  which  attends  the  employment  of  the  telescope;  at  the 
same  time  the  minuteness  of  its  search  enables  it  to  reveal,  like 
the  microscope,  quantities  of  matter  indefinitely  small. 

This  minuteness  in  its  scrutiny  has  already,  in  the  hands  of 
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Bunsen  and  Kirchhoff,  led  to  the  discovery  that  many  bodies,  such 
as  lithia  and  strontia,  formerly  supposed  to  be  rare,  are  really 
widely  distributed  in  minute  quantities.  It  also  led  them  to  dis- 
cover the  two  new  alkalies  ccesia  and  rubidia,  the  first  named  from 
ccesius,  “ sky-coloured/'’  in  allusion  to  two  characteristic  blue  lines 
in  its  spectrum ; the  second  from  rubidus,  “ dark  red/J  owing 
to  the  existence  in  its  spectrum  of  two  red  lines  of  remarkably  low 
refrangibility. 

These  bases  were  found  in  the  course  of  an  examination  by 
the  prism  of  the  residue  of  the  mother-liquor  from  the  Durkheim 
spring,  when  the  occurrence  of  these  hitherto  unobserved  lines 
induced  Bunsen  to  make  a minute  chemical  examination  of  the 
water  which  furnished  them.  The  inquiry  showed  that  in  every 
ton  of  the  original  water,  about  three  grains  of  esesic  chloride, 
and  rather  less  than  four  grains  of  rubidic  chloride,  were  present. 
These  two  salts  so  closely  resemble  potassic  chloride  in  properties, 
that  it  would  have  been  impossible  to  have  ascertained  their  exis- 
tence in  the  minute  proportion  in  which  they  occur,  but  for  the 
method  of  spectrum  analysis.  To  these  bodies  Crookes,  in  May, 
1 86 1,  added  a third  metallic  element,  thallium,  so  called  from 
OaWbg,  a budding  twig,  in  allusion  to  the  brilliant  green  line 
in  which  the  luminosity  of  its  spectrum  is  concentrated.  This 
body  was  found  in  minute  quantity  in  the  residue  from  a sul- 
phuric acid  chamber  at  Tilkerode,  in  the  Hartz ; and  it  has  since 
been  found  in  various  other  localities,  particularly  in  Belgian 
pyrites.  Still  more  recently  a fourth  metal  lias  been  found  by 
the  spectrum  examination  of  one  of  the  Freiberg  zinc  ores. 
Messrs.  Reich  and  Richter,  its  discoverers,  named  it  indium, 
from  its  pair  of  characteristic  lines  in  the  indigo. 

(107  a)  Influence  of  Different  Temperatures — Spectra  of  Com- 
pounds. — Kirchhoff  and  Bunsen  ignited  many  of  the  salts  of  the 
different  metals  in  flames  of  very  varying  temperature,  including 
those  of  sulphur,  carbonic  disulphide,  diluted  alcohol,  carbonic  oxide, 
hydrogen,  and  the  oxyhydrogen  mixture  ; and  they  state  that  the 
same  metal  always  produced  the  same  lines,  whichever  flame  they 
employed  to  heat  it. 

It  has,  however,  since  been  observed  by  Tyndall,  Frankland, 
Roscoc  and  Clifton,  myself,  and  others,  that,  as  the  temperature 
rises,  a new  series  of  bands  becomes  visible  in  certain  cases.  The 
spectrum  of  lithic  chloride,  in  the  flame  of  a Bunsen  burner,  gives 
but  a single  intense  crimson  line ; in  a hotter  flame,  as  that  of 
hydrogen,  it  gives  an  additional  orange  ray ; and  in  the  oxyhydro- 
gen  jet,  or  the  voltaic  arc,  a broad  brilliant  blue  band  comes  out 
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in  addition.  A similar  effect  is  perceived  in  the  case  of  metallic 
iron,  of  thallium,  and  of  other  metals  when  heated  by  the  voltaic 
arc,  which  at  elevated  temperatures  furnish  much  more  compli- 
cated spectra  than  when  less  intensely  heated.  A.  Mitscherlich 
( Pogg . Annal.  cxvi.  p.  499)  has  also  shown  that  in  flames  of  low 
temperature,  the  lines  produced  by  different  compounds  of  the 
same  metal  vary  with  the  compound  employed  : in  these  cases 
the  spectrum  observed  is  that  due  to  the  compound,  and  not  to 
its  elementary  constituents  : the  spectrum  of  metallic  copper,  for 
example,  differs  considerably  from  that  of  an  alcoholic  solution  of 
cupric  chloride,  whilst  that  from  an  alcoholic  solution  of  cupric 
iodide  differs  from  both.  These  observations  do  not  destroy  the 
value  of  spectrum  examination  as  a means  of  qualitative  analysis, 
provided  that  the  operator  adopts  the  method  laid  down  by  Bunsen 
and  Kirchhoff,  who  introduce  into  a coal-gas  flame,  furnished  by  one 
of  Bunsen’s  gas-burners,  a chloride  of  the  metal  for  examination, 
supported  on  a loop  of  platinum  wire. 

The  spectra  figured  by  Bunsen  and  Kirchhoff  were  obtained 
in  each  case  by  acting  upon  the  chlorides  of  the  several  metals  ; 
and  those  of  the  alkaline  earths  represent,  according  to  the  re- 
searches of  Diacon  [Ann.  cle  Chimie,  IV.  vi.  25),  mixed  spectra,  due 
in  part  to  the  oxides,  and  in  part  to  the  chlorides  of  the  metals. 
In  the  memoir  just  cited  Diacon  has  confirmed  the  observation  of 
A.  Mitscherlich  that  many  classes  of  binary  compounds  possess 
proper  spectra,  differing  from  those  of  the  pure  metals  both  in 
the  arrangement  and  the  number  of  the  lines. 

During  the  decomposition  of  the  iodides,  bromides,  chlorides, 
and  fluorides  of  certain  metals  in  the  flame  of  the  blow-pipe  fed 
usually  with  air,  or  in  particular  cases  with  oxygen,  brilliant  lines 
were  observed,  due  to  the  halogen  present  in  the  compound ; but 
these  lines,  the  duration  of  which  is  very  variable,  arc  always  ac- 
companied by  the  spectrum  due  to  the  oxide  of  the  metal. 

By  heating  even  the  easily  decomposable  chlorides  of  certain 
metals  in  a hydrogen  flame  fed  with  excess  of  chlorine,  the  special 
spectrum  of  the  chloride  may  frequently  be  obtained,  when  it  is 
seen  to  differ  from  the  spectrum  obtained  from  a flame  supplied 
with  oxygen.  For  example,  in  a chlorinating  flame,  the  chlorides 
of  the  alkali-metals  potassium  and  sodium  give  no  spectrum  at 
all ; the  spectrum  of  lithic  chloride  is  not  altered,  and  pure  strontic 
chloride  docs  not  show  the  orange  and  blue  lines  usually  regarded 
as  characteristic  of  the  compounds  of  strontium. 

The  spectrum  reactions  of  the  halogens,  however,  arc  not  suffi- 
ciently delicate,  nor  can  they  be  as  yet  secured  with  sufficient 
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facility  to  render  the  spectrum  test  superior  to  the  methods  in 
use  by  the  ordinary  mode  of  analysis : though  both  Mitscherlich 
( Pogg . Annal.  cxxi.  459)  and  Diacon  give  processes  for  applying  the 
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spectroscope  for  the  discrimination  of  the  halogens  when  in 
combination. 

The  first  spectrum  shown  in  fig.  83  exhibits  some  of  the  fixed 
dark  lines  of  the  solar  spectrum  contrasted  with  the  position  of 
some  of  the  most  important  bright  lines  furnished  by  the  spectra 
of  the  alkalies  and  alkaline  earths,  when  their  chlorides  are  heated 
upon  a loop  of  platinum  wire  introduced  into  the  flame  of  a 
Bunsen  gas-burner.  The  characteristic  bright  lines  in  the  case 
of  each  metal  are  distinguished  by  the  letters  of  the  Greek 
alphabet,  the  most  strongly  marked  lines  being  those  indicated 
by  the  earliest  letter. 

Amongst  the  various  spectra,  that  of  thallium  and  those  of  the 
alkali-metals  are  the  simplest.  In  the  potassium  spectrum  the 
most  characteristic  bright  lines  are  the  red  line  K a,  and  violet 
line,  K (3.  A copious  diffused  light  fills  up  the  central  portion 
of  the  spectrum.  In  the  case  of  sodium,  nearly  the  whole  of  the 
light  is  concentrated  on  the  intense  yellow  double  line,  Na  a.  In 
the  lithium  spectrum,  a crimson  band,  Li  a,  is  the  prominent 
line ; Li  (3  is  seldom  visible ; but  at  the  elevated  temperature  of  the 
voltaic  arc,  an  additional  blue  line  becomes  very  intense.  In  the 
spectrum  of  caesium,  a good  deal  of  diffused  light  is  visible,  but 
the  two  lines  in  the  blue,  Cs  a and  Cs  (3,  are  strongly  marked, 
and  may  be  seen  when  a quantity  of  the  chloride  not  exceeding 
1 , „ 0 of  a grain  of  the  pure  salt  is  used,  or  --  of  a grain  if 

diluted  with  fifteen  hundred  times  its  weight  of  lithic  chloride. 
Rubidium  is  not  distinguishable  in  quantities  quite  so  minute.  The 
lines,  Rb  a and  Rb  (3,  in  the  blue,  and  Rb  y in  the  red,  are 
almost  equally  characteristic,  but  about  J3loou  of  a grain  of  the 
chloride  is  required  to  render  them  visible.  Thallium  is  recog- 
nized by  the  single  intense  green  line  T1  a.  The  spectra  of  the 
alkaline  earths  arc  equally  definite  though  more  complicated. 

The  salts  which  are  most  readily  volatilized,  such  as  the 
chlorides,  bromides,  and  iodides  of  the  different  metals,  give  the 
most  brilliant  spectra.  But  it  is  only  in  the  case  of  the  alkalies 
and  the  alkaline  earths  that  the  spectra  thus  obtained  are 
characteristic.  Where  the  spectra  of  the  other  metals  are  re- 
quired, recourse  must  be  had  to  Wheatstone’s  method  of  taking 
electric  sparks,  between  wires  consisting  of  the  metal  of  which  the 
spectrum  is  required ; and  the  electric  sparks  may  conveniently  be 
procured  by  the  employment  of  Ruhmkorff’s  coil.  The  tempera- 
ture obtained  in  this  way  is  very  intense,  and  developes  bright 
lines  not  produced  by  the  heat  of  ordinary  flames.  When  a com- 
pound gas  or  vapour  is  made  the  medium  of  the  electric  discharge, 
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the  spectra  produced  are  those  of  the  elementary  components  of 
the  gas.  It  seems  as  though,  at  these  intense  temperatures, 
chemical  combination  were  impossible;  and  oxygen  and  hydrogen, 
chlorine  and  the  metals,  may  therefore  all  coexist  in  a separate 
form,  although  mechanically  intermingled. 

The  application  of  these  processes  of  optical  analysis  to  the 
examination  of  furnace  flames,  at  different  stages  of  various  pro- 
cesses in  the  arts,  cannot  fail  to  afford  information  of  high 
interest,  which  can  be  obtained  in  no  other  way.  Roscoe  has 
already  applied  it  successfully  in  studying  the  Bessemer  process 
for  steel. 

(108)  Projection  of  Spectra  on  a Screen. — Fig.  84. 

When  it  is  desired  to  render  the  lines  produced  hy 
the  spectra  from  different  metals  visible  to  a large 
audience,  they  may  be  shown  hy  the  employment  of 
the  voltaic  battery.  About  forty  pairs  of  Grove’s 
construction  will  answer  well.  The  wires  of  the 
battery  must  he  connected  with  the  carbon  electrodes 
of  a Duboscq’s  electric  lamp.  The  metals  to  be 
burned  are  supported  upon  the  lower  or  positive 
electrode  made  of  the  hard  carbon  deposited  in  the 
gas  retorts ; and  when  the  salts  of  the  metals  are  to 
he  employed,  two  or  three  vertical  holes  are  drilled 
into  the  upper  end  of  the  charcoal  point,  and  into 
these  the  salt  for  experiment  is  introduced.  O11 
completing  the  connexion  with  the  battery,  the  arc 
is  produced  as  usual.  The  general  arrangement  of 
the  apparatus  is  shown  in  Fig.  84.  The  light  is 
allowed  to  escape  from  the  lamp  through  a narrow 
vertical  slit  s,  of  which  a distinct  image  must  be 
produced  upon  the  white  screen  w w,  destined  to 
receive  the  spectrum  at  a distance  of  from  fifteen  to 
twenty  feet  from  the  lamp.  When  the  arrangement 
is  thus  far  completed,  a hollow  prism  pv  filled  with 
carbonic  disulphide,  is  interposed  between  the  con- 
denser c and  the  screen,  and  the  lamp  with  the  con- 
densing lens  is  turned  round  until  an  image  of  the 
spectrum  falls  upon  the  screen,  the  prism  being 
brought  to  the  angle  of  minimum  deviation,  when  the 
incident  and  refracted  rays  form  equal  angles  with 
its  faces.  When  this  is  properly  adjusted,  the  bands 
peculiar  to  each  spectrum  are  distinctly  visible  on 
the  screen.  If  it  be  desired  to  obtain  a longer  image 
of  the  spectrum,  this  may  he  effected  hy  making  the 
refracted  rays  fall 
at  the  proper  angle 
upon  a second 
prism  before 
they  reach  the 
screen. 
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(109)  Kirchhoff’s  Theory  of  Fraunhofer’s  Lines. — From  what 
has  been  already  stated,  it  is  obvious  that  a large  number  of  the 
principal  facts  in  relation  to  the  occurrence  of  the  bands  of  the 
spectrum  were  known  before  Kirchhoff  and  Bunsen  directed  their 
attention  to  the  subject.  But  it  has  been  invested  with  a new 
interest  by  the  discovery  of  the  new  metals,  caesium,  rubidium, 
thallium,  and  indium,  and  particularly  by  a theory  of  Kirchhoff’s, 
which  embraces  and  generalizes  the  greater  number  of  the 
phenomena.  This  theory  we  shall  now  consider. 

It  is  to  be  remembered  that  the  spectrum  produced  by  the 
ignition  of  a solid  or  of  a liquid  always  yields  a continuous  band 
of  light,  containing  rays  of  all  degrees  of  refrangibility  within  the 
range  of  its  two  extremes;  but  the  same  body,  when  converted 
into  vapour,  may  produce  a luminous  atmosphere  which  may  emit 
light  of  certain  definite  refrangibilities  only,  so  as  to  produce  a 
spectrum  consisting  of  a series  of  bright  bands  of  particular 
colours,  separated  from  each  other  by  intervals  more  or  less  com- 
pletely dark.  Bearing  these  facts  in  mind,  the  theory  proposed 
to  account  for  Fraunhofer’s  lines  will  be. readily  understood. 

In  1858,  Balfour  Stewart  published  ( Edin . Phil.  Trans,  vol. 
xxii.  p.  i)  a paper  on  the  law  of  exchanges  in  radiant  heat,  and  in 
the  following  year  the  subject  was  taken  up  by  Kirchhoff,  who 
arrived  at  the  same  conclusions  as  Stewart,  independently ; and 
the  German  philosopher  extended  his  theory  to  the  phenomena  of 
light  as  well  as  those  of  heat.  The  conclusion  at  which  he  arrived 
may  be  thus  stated  : That  when  any  substance  is  heated  or  is  ren- 
dered luminous,  rays  of  a certain  and  definite  degree  of  refrangi- 
bility are  given  out  by  it ; Avhilst  the  same  substance  has  also  the 
power  of  absorbing  rays  of  this  identical  refrangibility. 

Sodium,  for  example,  when  vaporized  at  a high  temperature, 
emits  an  intensely  brilliant  yellow  light,  which  is  concentrated  into 
two  closely  contiguous  bands  or  bright  lines  coincident  in  position 
with  Fraunhofer’s  double  black  line  d in  the  solar  spectrum.  Fraun- 
hofer had  himself  observed  the  exact  coincidence  of  the  double  black 
line  d in  the  solar  spectrum,  with  the  double  bright  line  in  artificial 
lights,  now  known  to  be  characteristic  of  sodium.  If  through  a flame 
coloured  by  sodium,  the  more  powerful  light  of  the  charcoal  points 
or  ignited  lime  be  transmitted,  the  continuous  spectrum  due  to 
this  stronger  source  of  light  is  interrupted  by  a double  black  line 
coincident  with  the  solar  black  double  line,  n .*  Kirchhoff  has 


* Foucault  ( Journal  de  Vlnstitut,  Feb.  7th,  1849)  ah'eady  made  this 
observation  in  a particular  instance.  He  caused  the  image  of  the  sun  to 
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also  ascertained  that  certain  of  the  bright  bands  in  the  spectra  of 
potassium,  lithium,  barium,  and  strontium,  may  in  like  manner 
he  reversed,  and  I have  found  that  some  of  the  strongest  lines 
in  the  blue  in  the  spectrum  of  copper  may  be  similarly  reversed. 

Now  KirchhofF  has  applied  these  facts  to  the  explanation  of 
Fraunhofer’s  dark  lines.  He  supposes  that  in  the  luminous  atmo- 
sphere of  the  sun,  the  vapours  of  various  metals  are  present,  each 
of  which  would  give  its  characteristic  system  of  bright  lines  ; but 
behind  this  incandescent  atmosphere  containing  metallic  vapour,  is 
the  still  more  intensely  heated  solid  or  liquid  nucleus  of  the  sun, 
which  emits  a brilliant  continuous  spectrum  containing  rays  of  all 
degrees  of  refrangibility.  When  ihe  light  of  this  intensely  heated 
nucleus  is  transmitted  through  the  incandescent  photosphere  of 
the  sun,  the  bright  lines  which  would  be  produced  by  the  photo- 
sphere are  reversed ; and  Fraunhofer’s  black  lines  are  only  the 
reversed  bright  lines  which  would  be  visible  if  the  intensely  heated 
nucleus  were  no  longer  there. 

Kirchhoff  has  proceeded  to  test  this  theory  by  submitting  the 
solar  spectrum  to  a most  minute  investigation  ( Researches  on  the 
Solar  Spectrum,  and  on  the  Spectra  of  the  Chemical  Elements, 
translated  by  Roscoe,  and  published  in  a separate  form.) 

The  diagram  on  the  following  page  is  copied  from  a small  portion 
of  Ivirchhoff’s  detailed  drawing,  including  the  part  of  the  spectrum 
extending  from  e to  b (fig.  85),  and  he  states  that  for  every  bright 
line  in  the  spectrum  of  iron  there  is  a corresponding  black  line  in 
the  solar  spectrum.  About  sixty  such  lines  occur  between  d and  f, 
and  in  the  small  portion  contained  in  the  figure  there  are  fourteen 
such  lines  indicated  by  the  mark  Fe.  The  strong  black  lines  near 
b,  marked  Mg,  coincide  with  the  brilliant  green  lines  in  the 
spectrum  of  magnesium.  Chromium,  nickel,  cobalt,  and  calcium, 
also  give  less  distinctly  marked  lines,  indicated  by  the  letters 
Cr,  Ni,  Co,  and  Ca. 

Kirchhoff,  from  these  and  other  more  extended  observations, 
draws  the  conclusion  that  in  the  atmosphere  of  the  sun  the 
vapours  of  sodium,  magnesium,  calcium,  iron,  chromium,  and 
nickel,  and  possibly  zinc,  cobalt,  and  manganese,  are  present ; 

fall  exactly  on  the  voltaic  arc,  and  by  viewing  this  compound  light  through  a 
prism,  he  observed  that  the  double  brilliant  line  of  the  arc  coincided  exactly  with 
the  double  black  line  of  the  solar  light,  and  when  they  overlapped,  the  black  line 
of  the  solar  spectrum  was  rendered  considerably  more  intense.  This  absorption 
by  a heated  gas  of  rays  of  the  same  refrangibility  as  those  which  it  emits,  is  not 
without  an  analogy  in  the  case  of  sound ; for  a stretched  string  will  absorb  the 
vibrations  of  a second  string  in  unison  with  itself,  and  will  in  consequence  itself 
respond  to  the  note  when  sounded  by  the  second  string. 
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but  that  lithium,  copper,  and 
silver  are  not  present.  Angstrom 
considers  the  existence  of  hydro- 
gen, aluminum,  and  probably  of 
barium  and  strontium,  may  also 
be  inferred. f 

Fascinating  as  this  theory  is, 
it  must  be  remembered  that  it 
does  not  explain  all  the  facts  at 
present  known  respecting  the  va- 
pours of  hydrogen,  mercury,  chlo- 
rine, bromine,  iodine,  and  nitrogen 
(p.  173).  Some  of  these  anomalies 
may  possibly  receive  their  expla- 
nation from  the  recent  investi- 
gations of  Plucker  and  Hittorf 
(Phil.  Trans.  1865,  1).  They  have 
found  that  certain  elements,  such 
as  sulphur  and  nitrogen,  give  two 
different  spectra,  the  spectrum  at 
a very  elevated  temperature  being 
entirely  different  from  that  at  a 
lower  temperature,  the  two  not 
having  any  line  or  band  in  com- 
mon. Those  formed  at  the  lower 
temperature  are  designated  spectra 
of  the  first  order,  those  at  the 
higher,  spectra  of  the  second  order. 
W ith  sulphur,  for  example,  the 
following  experiments  may  be 
made  : — A tube  of  the  form  shown 
in  fig.  86,  consisting  of  two  wide 
portions  connected  together  by  a 
capillary  tube,  is  prepared  with 
glass  of  difficult  fusibility  : into 
this  sulphur  is  introduced,  and  the 


Pig.  85.* 


# For  want  of  space,  the  figure  is  ^ 

arranged  vertically  instead  of  across  the  . — — . 

page.  The  upper  extremity  is  the  most  

refrangible  end. 

t Subsequently  to  these  researches  of  Kirchhoff,  Donati,  Secchi,  and  Airy,  each 
published  observations  on  the  spectra  of  some  of  the  fixed  stars,  and  a more  com- 
plete series  was  given  by  Kutherfurd  (Silliman's  Journal,  1863,  vol.  xxxv.  p. 
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last  traces  of  air  having  been  removed,  the  whole  is 
hermetically  sealed.  The  tube  having  been  placed 
in  the  proper  position  before  the  slit  of  the  spectro- 
scope, is  gently  warmed  by  a spirit-lamp,  and  sparks 
from  an  induction  coil  and  Leyden  jar  are  trans- 
mitted by  the  wires — (-•  As  the  temperature  of 
the  tube  is  raised,  the  tension  of  the  sulphur  vapour 
increases,  and  the  first  spectrum  increases  in  bril- 
liancy, whilst  at  the  same  time  the  resistance  to 
the  passage  of  the  spark  continues  to  increase,  and 
as  a necessary  consequence  the  temperature  of  the 
yi  x discharge  continues  to  rise.  The  brilliancy  of  the 
- spectrum  gradually  increases,  and  then  suddenly  the 
first  spectrum  vanishes,  and  is  instantaneously  dis- 
placed by  the  second  spectrum,  which  is  very  rich  in  brilliant 
lines.  On  removing  the  spirit-lamp  the  temperature  falls  and 
the  first  spectrum  reappears,  whilst  the  second  vanishes.  Xitro- 


71).  In  the  Phil.  Trans,  for  1 864,  already  quoted,  is  a paper  on  the  spectra  of  some 
of  the  heavenly  bodies,  by  Messrs.  Huggins  and  W.  A.  Miller,  describing  a form 
of  apparatus  by  which  they  have  been  enabled,  by  a method  of  simultaneous  ob- 
servation, to  effect  a direct  comparison  of  the  spectra  of  the  heavenly  bodies  with 
those  of  different  metals. 

By  this  means  they  have  discovered  that  the  spectra  of  many  of  the  brighter 
stars  contain  dark  lines  corresponding  in  position  with  the  bright  lines  of  cer- 
tain terrestrial  elements.  For  example,  in  the  red  star-  Aldebaran  they  observed 
lines  corresponding  with  those  of  sodium,  magnesium,  hydrogen,  calcium,  iron, 
bismuth,  tellurium,  antimony,  and  mercury.  In  the  remarkable  spectrum  of  the 
orange- tinted  star  a Orionis,  the  lines  of  sodium,  magnesium,  calcium,  and  bis- 
muth were  observed.  The  spectrum  of  (3  Pegasi,  though  fainter,  appears  to  be 
similar  to  that  of  a Orionis.  The  brilliant  white  star  Sirius  gives  evidence  of  the 
presence  of  sodium,  magnesium,  hydrogen,  and  iron,  a Lyra:  and  Pollux  both 
contain  sodium  and  magnesium ; the  former  also  shows  hydrogen,  and  the  latter 
iron.  Capella,  Arcturus,  a Cygni,  and  Procyon,  all  show  the  presence  of  sodium, 
and  no  doubt  of  various  other  terrestrial  elements  also,  but  the  comparison  of 
their  spectra  with  the  telluric  elements  is  at  present  incomplete.  About  forty 
other  stars  were  examined  less  perfectly  by  the  same  observers:  in  every  case 
numerous  fine  lines  were  seen  crossing  the  stellar  spectrum.  Hence  it  may  be 
inferred  that  the  stars,  while  differing  the  one  from  the  other  in  the  kinds  of 
matter  of  which  they  consist,  are  all  constructed  upon  the  same  plan  as  our  sun, 
and  many  of  them,  if  not  all,  are  composed  of  matter  identical,  at  least  in  part, 
with  the  materials  of  our  system. 

Extending  these  observations  from  the  stars  to  the  nebula;,  Huggins  ascer- 
tained that  the  brighter  nebula;,  including  those  known  as  planetary  nebula;,  and 
certain  others  of  sufficient  luminosity  to  admit  of  such  examination,  give  spectra 
oi  an  entirely  different  kind.  Their  light  is  greenish  blue,  and  is  almost  mono- 
chromatic, being  nearly  all  concentrated  into  a single  bright  line,  which  coincides 
in  position  with  a bright  line  in  the  spectrum  of  nitrogen  about  midway  between 
the  lines  b and  F of  the  solar  spectrum.  I11  some  nebula;  a narrower  and  much 
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gen  even  appears  to  give  three  different  spectra ; two  of  these 
are  of  the  first  order.* * 

In  the  case  of  hydrogen,  the  three  characteristic  bright  bands  of  its  ordinary 
spectrum  become  broader  and  broader  as  the  intensity  of  the  current  is  gradually 
increased,  until  the  light  becomes  nearly  continuous ; the  violet  band  expands 
first,  whilst  the  red  always  preserves  a certain  definite  character. 

In  the  case  of  sodium,  the  bright  lines  at  D gradually  expand  and  coalesce, 
as  the  intensity  of  the  current  is  increased;  finally,  this  band  expands,  and 
becomes  traversed  by  two  black  lines  coincident  in  position  with  the  original 
bright  lines. 

Oxygen,  chlorine,  bromine,  iodine,  and  phosphorus  furnish  only  a single 
spectrum ; these  spectra  are  of  the  second  order,  and  are  figured  in  the  memoir 
above  cited.  Arsenicum  and  mercury  also  give  spectra  of  the  second  order  only. 
The  general  appearance  of  the  first  spectrum  of  a gas  or  vapour  consists  of  broad 
luminous  bauds,  generally  nearly  equidistant,  and  very  similar  one  to  the  other 
throughout  the  particular  spectrum.  These  bright  bands  are  crossed  by  number- 
less dark  lines,  as  well  defined  as  those  of  Fraunhofer.  The  general  character  of  the 
second  spectrum  is  that  of  brilliant  bands  upon  a more  or  less  luminous  ground. 
These  bright  bauds  have  a breadth  regulated  by  the  width  of  the  slit  of  the 
spectroscope. 

(no)  Change  in  the  Refrangibdity  of  Light — Fluorescence. — 
A remarkable  discovery  was  made  by  Stokes,  whilst  engaged  in 
pursuing  the  observations  of  Sir  J.  Herschel  respecting  the  effect 
of  light  upon  an  acid  solution  of  cjuinia  sulphate.  This  liquid  is 
colourless  when  viewed  by  transmitted  light,  but  if  placed  in  a 
glass  and  looked  at  from  above,  it  exhibits,  when  exposed  to  direct 
light,  a beautiful  and  intense  blue  upon  its  front  surface ; but  the 
light  which  has  passed  through  one  vessel  containing  the  sulphate 
exhibits  no  such  appearance  on  the  front  face  of  a second  vessel  of 
the  liquid  which  is  similarly  exposed  to  it.  Now,  the  rays  which 

fainter,  more  refrangible  line  was  seen,  and  in  a few  a third  still  fainter,  corre- 
sponding in  position  with  the  hydrogen  line,  F. 

Such  of  the  nebulae  as  exhibit  spectra  of  this  kind  can  no  longer  be  regarded 
as  aggregations  of  suns  of  the  same  order  as  those  to  which  our  own  sun  and 
the  fixed  stars  belong.  In  place  of  an  incandescent  solid  or  liquid  body  trans- 
mitting light  of  all  refrangibilities  through  an  atmosphere  which  intercepts  by 
absorption  a certain  number  of  them,  such  as  our  sun  appears  to  be,  we  must 
probably  regard  these  objects,  or  at  least  their  photo-surfaces,  as  enormous 
masses  of  luminous  gas  or  vapour.  For  it  is  alone  from  matter  in  the  gaseous 
state  that  light  consisting  of  certain  definite  refrangibilities  only,  as  is  the  case 
with  the  light  of  these  nebula),  is  known  to  be  emitted.”  (Huggins,  Phil. 
Trans.  1864,  442). 

* Generally  speaking,  spectra  of  the  first  order  may  be  obtained  by  trans- 
mitting the  secondary  discharge  from  an  induction  coil  through  an  exhausted 
tube,  which  had  previously  been  filled  with  the  gas  intended  for  experiment.  Such 
spectra  of  the  first  order  are  usually  succeeded  by  those  of  the  second  order, 
when  the  secondary  discharge  is  made  through  the  tube,  whilst  at  the  same 
time  a Leyden  jar  is  included  iu  the  circuit,  by  connecting  one  of  the  insulated 
secondary  wires  with  the  outer  coating  and  the  other  with  the  inner  coating  of 
the  jar. 
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produce  this  beautiful  blue  colour  are  not  the  ordinary  blue  rays, 
but  those  of  the  most  refrangible  portion  of  the  spectrum,  which, 
under  ordinary  circumstances,  are  not  perceptible  to  the  eye,  but 
which  are  remarkable  for  their  powerful  chemical  action,  and 
show  their  presence  by  their  chemical  effect  upon  a surface 
covered  with  argentic  chloride,  or  writh  some  other  photographic 
preparation. 

Stokes  (Phil.  Trans.  1852,  p.  468)  found  that  when  a tube 
filled  with  an  acid  solution  of  quinia  sulphate  was  placed 
successively  in  each  of  the  colours  of  the  prismatic  spectrum, 
* throughout  nearly  the  whole  of  the  visible  spectrum  the  light 
passed  through  the  fluid  as  it  would  have  done  through  so  much 
water,  but  on  arriving  nearly  at  the  violet  extremity,  a ghostlike 
gleam  of  pale  blue  light  shot  right  across  the  tube.  On  con- 
tinuing to  move  the  tube,  the  blue  light  at  first  increased  in 
intensity,  and  afterwards  gradually  died  away.  It  did  not,  how- 
ever, cease  to  appear  until  the  tube  had  been  moved  far  beyond 
the  violet  extremity  of  the  spectrum  visible  on  a screen.'  On 
examining  by  a second  prism  the  dispersed  light  thus  obtained,  it 
was  found  that  it  contained  rays  extending  over  a considerable 
range  of  refrangibility  within  the  limits  of  the  visible  spectrum ; 
but  the  least  refrangible  rays,  or  those  of  the  red  end  of  the 
spectrum,  were  wanting. 

This  power  of  changing  the  refrangibility  is  by  no  means  un- 
common, especially  amongst  organic  substances,  most  of  which  show 
it  in  a degree  more  or  less  marked.  The  change  is  not  confined  to 
the  invisible  rays,  but  extends  also  to  those  already  visible,  the  more 
refrangible  being  generally  the  most  affected,  though  it  is  not  limited 
to  this  portion  of  the  spectrum,  for  with  an  alcoholic  solution  of 
chlorophyll  the  effect  is  seen  to  commence  in  the  red  rays.  It  is, 
however,  to  be  remarked,  that  as  yet,  in  every  instance,  the  altered 
ray  gives  rise  to  others  which  are  less  refrangible.  The  change  is 
never  to  rays  of  greater  refrangibility. 

Amongst  the  bodies  in  which  this  phenomenon  is  most  strikingly  exhibited, 
may  be  mentioned,  decoction  of  the  bark  of  the  horse-chestnut  (which  contains 
the  vegetable  principle  termed  cesculin),  an  alcoholic  tincture  of  chlorophyll  (the 
green  colouring  matter  of  leaves),  tincture  of  the  seeds  of  stramonium,  and  tincture 
of  turmeric.  Many  of  these  substances,  when  spread  upon  paper,  form  surfaces 
which,  if  used  as  a screen  for  receiving  the  solar  spectrum,  exhibit  a prolongation 
of  the  more  refrangible  end  far  beyond  the  violet  and  lavender  rays  which  are 
visible  on  ordinary  white  paper ; and  with  due  precaution  the  fixed  lines  of  this 
prolongation  may  be  distinctly  seen.  A slip  of  ivory  makes  a very  tolerable 
screen  for  this  purpose.  Glass,  coloured  yellow  with  uranic  oxide,  also  exhibits 
these  phenomena  in  a very  striking  and  beautiful  form,  but  the  material  which 
furnishes  the  best  screen  is,  according  to  Stokes,  a particular  uranic  phosphate 
(Phil.  Trans.  1862,  p.  602.) 
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The  light  of  many  artificial  flames  which  are  of  feeble  illuminating  power 
often  contains  beams  fitted  to  exhibit  this  kind  of  reduction  in  refrangibility  in 
a conspicuous  manner.  The  flame  of  a common  spirit-lamp,  and  that  of  burning 
sulphur,  are  especially  remarkable.  If  a weak  infusion  of  horse-chestnut  bark 
be  poured  into  a tall  jar  of  water,  illuminated  by  sulphur  when  burning  in 
oxygen,  beautiful  waves  of  phosphorescent  light  are  seen  as  the  two  liquids 
mingle,  owing  to  the  dispersion  of  the  light  rendered  visible  by  the  sesculin  in 
solution.  In  the  same  way,  characters  traced  with  tincture  of  stramonium  on 
white  paper,  and  nearly  invisible  in  daylight,  when  exposed  to  the  light  of 
burning  sulphur,  appear  distinctly  upon  the  paper  in  lines  of  a pale  blue  phos- 
phorescent light. 

The  appearance  produced  by  this  change  in  the  refrangibility 
of  light  is  termed  fluorescence,  and  bodies  which  have  the  power  of 
effecting  it  are  spoken  of  as  fluorescent  substances.  If  the  incident 
light  be  polarized  (119  c/  seq.),  the  dispersed  light  of  the  fluorescent 
body  is  found  to  have  entirely  lost  the  polarized  condition.  Hence 
it  seems  that  the  rays  which  produce  fluorescence  are  first  absorbed 
and  then  re-radiated,  but  in  a condition  of  lower  refrangibility. 

The  colour  of  the  fluorescence  produced  by  a substance  is 
constant  throughout  the  spectrum,  or  nearly  so,  though  at  dif- 
ferent parts  of  the  spectrum  it  varies  in  intensity.  Stokes 
remarks  ( Journ . Chem.  Soc.  1864,  p.  313)  that  if  on  examining 
a solution  in  a pure  spectrum  “we  find  the  fluorescence  taking 
a fresh  start  ivith  a different  colour,  we  may  be  almost  certain 
that  we  have  to  do  with  a mixture  of  two  different  fluorescent 
substances,  the  presence  of  which  is  thus  revealed  without  any 
chemical  process/-’ 

It  has  been  further  ascertained  that  the  nature  and  intensity 
of  the  dispersed  light  are  independent  of  the  state  of  polariza- 
tion of  the  incident  rays.  The  dispersed  light  is  always  un- 
polarized, and  appears  to  be  emitted  equally  in  all  directions,  as 
though  the  body  were  self-luminous. 

It  is  to  be  noted,  even  when  the  exciting  rays  are  homo- 
geneous, that  the  light  emitted  after  absorption  of  the  exciting 
rays  consists  of  a mixture  of  differently  coloured  rays,  without 
any  indication  being  afforded  of  the  kind  of  rays  by  which  the 
fluorescence  was  excited. 

When  the  fluorescent  property  of  a body  is  but  feeble,  Stokes  directs  the 
following  means  to  be  used  for  its  detection: — Place  over  an  aperture  in  the 
shutter  of  a darkened  room  a transparent  body,  which  transmits  only  feebly 
luminous  rays  and  rays  of  high  refrangibility,  and  place  behind  it  a second 
medium  which  absorbs  as  completely  as  possible  the  rays  transmitted  by  the 
first,  whilst  it  transmits  those  rays  which  are  absorbed  by  the  first.  If  these 
media  be  well  chosen,  no  light  will  traverse  the  second  screen.  Two  glass 
troughs,  one  filled  with  the  pure  solution  of  ammonio-cupric  sulphate,  the  second 
with  the  yellow  solution  of  potassic  chromate,  will  act  very  well  in  many  cases. 
Now  interpose  between  the  two  screens  the  object  the  fluorescence  of  which  is  to 
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bo  determined;  as  soon  as  this  is  done,  the  object,  when  viewed  through  the 
second  screen,  will  appear  to  be  more  or  less  luminous,  according  to  the  degree 
in  which  it  possesses  the  property  in  question.  (Phil.  Trans.  1853,  p.  38 3.) 

These  highly  refrangible  rays  do  not  pass  readily  through  glass ; 
indeed,  most  transparent  bodies  absorb  these  rays  to  a greater  or 
less  extent.  This  subject  will  be  again  adverted  to  when  speaking 
of  photography  (p.  229) . By  employing  a prism  of  quartz  and  lenses 
of  the  same  material,  rays  have  been  found,  in  the  examination  of 
lights  from  different  sources,  which  extend  far  beyond  the  limits 
of  the  solar  spectrum.  The  invisible  rays  in  the  solar  spectrum, 
for  example,  extend  beyond  the  violet  extremity  of  the  spectrum 
for  a distance  neai'ly  equal  in  length  to  twice  that  of  the  luminous 
portion  ; but  in  the  electric  light  obtained  by  the  ignition  of  char- 
coal points,  the  invisible  spectrum  can  be  traced  neaidv  six  times  as 
far.  Each  of  the  metals  also  furnishes  a similar  elongated  spectrum, 
when  the  secondary  sparks  from  an  induction  coil  are  transmitted 
between  them.  The  spectra  so  obtained  are  quite  characteristic. 
(W.  A.  Miller,  Phil.  Trans.  1862,  p.  876;  Stokes,  Phil.  Trans. 
3862,  p.  599.)  By  interposing  a coloured  absorbent  medium, 
such  as  gaseous  chlorous  anhydride,  in  the  track  of  the  beam 
before  it  is  transmitted  through  the  prism,  fixed  dark  lines  can  be 
traced  at  different  points  through  this  greatly  elongated  spectrum. 

(111)  Prismatic  analysis  of  the  solar  beam,  however,  discloses 
to  us  other  phenomena  besides  the  separation  of  light  into  portions 
of  different  colours.  The  radiations  from  the  sun  contain  not  only 
luminiferous  rays,  but  they  are  accompanied  by  a large  amount  of 
heat ; these  rays  of  heat  are  susceptible  of  refraction,  like  those 
of  light,  though  as  they  are  for  the  most  part  less  refrangible  than 
the  rays  of  light,  the  calorific  or  heating  rays  are  most  abundant 
near  the  red  end  of  the  spectrum ; a large  proportion  of  the  rays 
of  heat  are  less  refrangible  than  any  of  the  rays  of  light,  and  fall 
in  the  dark  space  below  the  red.  It  has  long  been  well  known 
that  light  is  essential  to  the  health  of  growing  plants,  on  which 
it  exerts  a powerful  chemical  effect,  the  more  luminous  part  of 
the  spectram,  according  to  the  experiments  of  Daubeny  and 
Draper,  being  the  most  active  in  this  respect : many  metallic  and 
other  compounds  are  also  decomposed  by  rays  which  occur  in 
greatest  abundance  in  the  more  refrangible  portions  in  and 
beyond  the  blue  and  violet  rays. 

In  fig.  87  the  black  unbroken  curve  will  serve  to  give  some 
idea  of  the  distribution  in  the  solar  spectrum  of  the  thermic  rays, 
the  maximum  intensity  of  which  is  beyond  the  extreme  red  R, 
the  quantity  of  heat  becoming  less  and  less  towards  the  violet  V, 
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beyond  which  point  Miillcr  found  it  to  be  nearly  imperceptible. 
The  distribution  of  light  is  indicated  by  the  dotted  line,  show- 
ing the  maximum  luminosity  in  the  yellow : while  the  broken 
curve  shows  the  chemical  effect  on  compounds  of  silver,  with  a 
maximum  in  the  violet.  Upon  the  undulatory  theory  it  is  ad- 
mitted that  the  differences  between  the  heating,  the  luminous, 
and  the  chemical  rays,  are  due  to  differences  in  the  relative 
wave  lengths  of  the  rays,  those  of  greatest  wave  length  being 
the  least  refrangible  (114).  The  luminous  effect  depends  upon  the 
peculiar  sensitiveness  of  the  retina  to  rays  of  a certain  wave 
length ; and  in  like  manner  the  chemical  action  appears  to  depend 
upon  the  nature  of  the  sensitive  substance  employed,  and  its  sus- 
ceptibility to  change  under  the  influence  of  raj^s  usually  of  high 
refrangibility  and  of  reduced  wave  length ; each  sensitive  sub- 
stance being  acted  upon  by  rays  of  certain  wave  lengths  only. 

The  annexed  diagram  will  show  the  relative  intensity  of  the 
heating,  luminous,  and  chemical  rays  ; the  heating  effect,  as  occur- 
ring in  the  different  portions  of  the  spectrum,  being  usually 
accepted  as  the  measure  of  the  force  of  radiation  at  any  particular 
part  of  the  spectrum. 


Fig.  87. 


Dark  Seat.  Jt  Y Light  V Chemical 


(112)  P ho  sphoro genic  Rays. — The  complex  nature  of  the  solar 
spectrum  may  be  further  illustrated  by  its  action  upon  phospho- 
rescent bodies.  A certain  number  of  bodies  arc  known  which, 
although  they  do  not,  under  ordinary  circumstances,  emit  light 
in  the  dark,  yet,  after  exposure  in  the  solar  ray,  continue,  with- 
out undergoing  any  perceptible  chemical  change,  to  be  faintly 
luminous,  after  having  been  removed  to  a darkened  room,  for  an 
interval  varying  from  a minute  fraction  of  a second  to  several 
hours.  Amongst  these  substances  Canton’s  phosphorus,  or  impure 
calcic  sulphide,  Baldwin’s  phosphorus,  or  fused  calcic  nitrate,  and 
Bologna  stone,  which  is  a barium  sulphide,  have  been  long  known  ; 
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but  tbe  researches  of  E.  Becquerel  {Ann.  de  Chimie,  III.  lv.  5, 
and  lvii.  40)  have  shown  that  this  property  is  far  more  common 
than  was  previously  supposed,  though  the  duration  of  the  phos- 
phorescent effect  is  often  extremely  brief.  Strontic  sulphide,  and 
certain  varieties  of  diamond  and  of  fluor  spar,  show  it  strongly ; 
alumina  also  exhibits  it  powerfully,  though  but  for  a short  time, 
and  it  is  equally  marked  whether  the  alumina  be  crystallized,  as 
in  ruby  and  sapphire,  or  amorphous,  as  when  recently  precipi- 
tated. It  is  worthy  of  note  that  silica  does  not  exhibit  this  pro- 
perty in  any  of  its  forms ; but  the  salts  of  the  alkalies,  and  of  the 
alkaline  earths,  generally,  show  it  strongly ; most  other  trans- 
parent objects,  particularly  those  of  organic  origin,  such  as  sugar, 
tartaric  acid,  and  quinia,  likewise  possess  the  power,  though  in  a 
much  more  feeble  degree.  Bodies  of  dark  colour,  and  the  metals, 
generally,  do  not  show  it. 

It  lias  been  remarked  that  all  phosphorescent  solids  lose  the  power  of  emit- 
ting light  when  they  are  brought  into  solution.  Indeed,  the  liquid  form  seems 
to  he  unfavourable  to  its  display ; for  solid  bodies,  such  as  potassic  hydrate  and 
uranic  nitrate,  which  melt  at  a moderate  heat,  lose  the  property  whilst  fused,  but 
recover  it  again  immediately  that  they  become  solid. 

Some  gases,  when  enclosed  in  glass  tubes  and  subjected  to  the  transmission 
of  electric  sparks,  exhibit  a phosphorescence  which  lasts  for  a few  seconds. 
Faraday  ascribes  the  luminous  trail,  which  is  sometimes  observed  upon  a cloud 
after  the  passage  of  a flash  of  lightning,  to  a brief  phosphorescence  of  that  portion 
of  the  atmosphere  which  the  flash  has  traversed.  According  to  Morren,  pure 
oxygen,  pure  nitrogen,  and  the  pure  gases  generally,  do  not  produce  this  phe- 
nomenon, which  he  thinks  he  has  traced  to  the  formation  of  nitric  peroxide,  XO„. 
The  phosphorescence  is  most  vivid  and  prolonged  if  a little  SOs  be  added,  but 
other  gases,  such  as  sulphurous  and  carbonic  anhydride,  may  be  substituted, 
though  with  inferior  effect,  for  the  sulphuric  anhydride. 

Certain  of  the  phenomena  of  phosphorescence  may  be  observed  by  selecting 
one  of  those  phosphori  which  retains  its  luminosity  for  some  time,  such  as  calcic 
sulphide,  and,  after  it  has  ceased  to  emit  light  in  the  dark,  sprinkling  it  in 
powder,  over  a piece  of  paper,  in  a darkened  room,  and  submitting  it  to  the  action 
of  the  solar  spectrum : phosphorescence  will  be  produced  in  it,  but  by  tbe  more 
refrangible  rays  only.  There  are  two  maxima  of  illumination,  one  of  which  is 
within  the  blue  and  violet  portion  of  the  spectrum;  the  other  is  beyond  the 
termination  of  the  violet.  In  fig.  88  the  stripe  1 represents  the  diffusion  of 


Fig.  88. 


light  in  the  solar  spectrum,  whilst  2 gives  the  relative  position  of  the  points  ol 
maximum  phosphorescence  with  the  calcic  sulphide,  compared  with  the  luminous 
spectrum. 
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The  flash  of  an  electric  spark,  made  to  pass  so  that  its  light  shall  fall  upon  a 
piece  of  paper  thus  prepared,  is  sufficient  to  render  phosphorescent  the  whole  ex- 
posed surface  of  the  sulphide : hut  if  the  paper  he  partially  covered  by  a plate  of 
even  the  most  transparent  glass,  the  screened  portion  will  not  exhibit  any  phos- 
phorescence. A screen  of  rock  crystal,  however,  produces  no  such  absorbent 
effect,  all  the  portions  of  the  prepared  surface  being  in  this  latter  case  equally 
luminous.  The  light  emitted  from  charcoal-points  ignited  by  a voltaic  current, 
if  it  be  only  instantaneous  in  duration,  is  equally  unable  to  penetrate  glass  so  as 
to  produce  phosphorescence,  although  it  traverses  rock  crystal  readily.  The  solar 
rays,  however,  traverse  either  medium  equally,  without  loss  of  phosphor ogenic 
power.  A long-continued  voltaic  light  produces  a similar  result.  Glass  is  only 
less  perfectly  permeable  than  rock  crystal  to  the  phosphorogenic  rays  that  ac- 
company the  luminous  ones.  It  is  intex-esting  to  observe  that  in  the  phospho- 
rogenic spectrum,  inactive  spaces  occur,  corresponding  exactly  with  the  position 
of  Fraunhofer’s  lines,  and  with  the  dark  bands  of  the  chemical  spectrum.  (E. 
Becquerel,  Ann.  de  Chimie,  III.  ix.  32 J.) 

An  ingenious  instrument  has  been  devised  by  E.  Becquerel  for  the  purpose  of 
observing  phosphorescence  of  very  brief  duration.  One  of  the  forms  of  this 
phosphoroscope,  as  he  terms  it,  is  represented  both  in  section  and  in  plan  in  fig. 
89,  1 and  2.  It  consists  of  a circular  box,  a b,  of  about  six  inches,  or  13  centi- 

Fig.  89. 

1 2 


metres  in  diameter,  upon  the  centre  of  the  floor  of  which  the  object  to  be  tested, 
p,  is  placed ; this  box  is  provided  with  a fixed  lid,  s t,  in  which  are  two  aper- 
tures, m,  n,  near  the  circumference,  and  on  opposite  sides,  as  shown  in  the  plan,  2. 

In  order  to  use  the  instrument,  it  is  placed  in  the  shutter,  w w,  of  a darkened 
room,  so  that  one-half  of  the  box  shall  be  within  the  chamber,  and  the  other  half 
shall  project  outside  it.  Under  these  circumstances,  a beam  of  light,  b,  may  enter 
the  box  at  m,  and  can  be  concentrated,  if  necessary,  by  a lens,  upon  the  object,  p, 
the  phosphorescence  of  which  is  to  be  tried.  An  observer,  stationed  within  the 
dark  room  at  O,  would  see  this  object  through  the  second  aperture,  n.  Beneath 
this  fixed  lid,  however,  is  placed  a second  moveable  cover,  which  by  means  of  wheel- 
work  can  be  made  to  rotate  rapidly  in  a plane  parallel  to  that  of  the  fixed  lid. 
In  this  revolving  cover  are  three  openings,  1,  2,  3,  shown  in  the  plan.  These, 
correspond  in  size  to  the  fixed  apertures,  m,  n,  but  are  situated  at  angular  dis- 
tances of  1 20°  from  each  other  : so  that,  whenever  light  is  entering  by  the  outer 
aperture,  m,  in  the  fixed  lid,  the  inner  aperture,  n,  is  closed ; and  whenever  the 
1 o 
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object  of  which  the  phosphorescence  is  to  be  tested  is  exposed  to  the  observer,  no 
light  from  without  can  reach  it.  Now,  if  the  object  be  visible  to  the  observer  at  0, 
whilst  the  disk  is  in  rotation,  it  can  only  become  so  by  a phosphorescent  action : 
and,  by  varying  the  rate  of  rotation,  the  interval  between  the  action  of  the  light 
on  the  sensitive  surface,  and  the  exposure  of  the  object  to  the  eye  of  the  observer, 
can  be  made  to  vary  from  a period  as  short  as  the  of  a second  to  .any  greater 
interval.  Other  and  still  more  sensitive  forms  of  the  instrument  have  been  em- 
ployed ; but  for  a description  of  these  the  reader  is  referred  to  the  original 
memoirs  above  cited. 

The  colour  of  the  light  emitted  by  these  phosphori  is  peculiar  to  each  sub- 
stance, and  seldom  corresponds  with  that  of  the  incident  ray  : it  is  generally  of  a 
lower  degree  of  refrangibility,  never  of  higher  refrangibility  ; for  instance,  baric 
sulphide  emits  a yellow  light,  though  excited  by  the  violet  and  extra-violet  rays : 
and  calcic  sulphide,  which  in  different  specimens  emits  an  orange,  a green,  or  a 
blue  phosphorescence,  is  in  all  cases  excited  by  the  more  refrangible  portion  of  the 
spectrum  beyond  the  line  G. 

The  cause  of  the  variation  in  tint  of  the  phosphorescence  produced  by  different 
specimens  of  the  same  substance,  has  been  minutely  examined  by  Becquerel ; and 
he  attributes  it  to  molecular,  and  not  to  chemical  differences  in  the  phosphori,  the 
results  being  influenced  by  the  temperature  at  which  the  phosphorescent  body 
was  prepared,  and  the  crystalline  structure  and  greater  or  less  compactness  of  the 
material  ( e.g .,  calcic  sulphate  or  carbonate)  employed  in  the  preparation  of  the 
phosphori.  A phosphorescent  body,  which  has  been  fused,  and  allowed  to  solidify 
again,  when  placed  in  the  phosplioroscope,  often  emits  light  of  a tint  different 
from  that  which  it  exhibited  before  it  had  undergone  fusion ; for  example,  plates  of 
crystallized  boracic  acid  furnish  a greenish-blue  light,  but  after  the  acid  has 
been  fused  the  phosphorescence  is  yellow.  Loaf-sugar  emits  a pale  greenish  light, 
but  after  fusion,  on  again  exposing  it  in  the  phosphoroscope,  it  gives  off  a much 
more  intense  yellowish  light. 

It  is  to  be  remarked  that,  in  many  cases,  the  less  refrangible  rays  of  the  spec- 
trum actually  destroy  the  phosphorescence  produced  by  the  more  refrangible  rays. 

Where  the  phosphorescence  has  a considerable  duration,  it  is  found  that  eleva- 
tion of  temperature  heightens  the  luminosity,  but  shortens  the  duration  of  the 
phosphorescence.  The  effect  of  heat  upon  strontic  sulphide,  when  prepared  with 
due  precaution,  is  very  remarkable.  Certain  specimens  of  it  at  o°  F.  ( — i8°  C.) 
emit  a very  beautiful  violet  phosphorescence;  by  raising  the  temperature  to  i6o° 
(70°  C.),  the  light  emitted  has  a greenish  hue,  and  if  the  tube  which  contains  the 
sulphide  be  heated  to  about  3920  (200°  C.)  the  light  becomes  of  an  orange 
yellow. 

Becquerel  is  of  opinion  that  the  phenomena  of  phosphorescence 
and  those  of  fluorescence  have  a common  origin — many  phospho- 
rescent bodies,  such  as  uranic  nitrate,  sesculiu,  and  quinia  sul- 
phate, emitting  light  of  the  same  tint  as  that  which  they  display 
when  fluorescent.  This  point,  however,  requires  further  investiga- 
tion, since  many  bodies  which  are  highly  phosphorescent  show  no 
signs  of  fluorescence,  and  the  range  of  colour  in  the  light  emitted 
by  phosphorescent  bodies  is  smaller  than  in  the  same  bodies  when 
they  become  fluorescent. 

(113)  Velocity  of  Light. — It  is  certain  that  light  is  the  result 
of  a scries  of  progressive  actions,  since  it  requires  time  for  its  pro- 
pagation. Astronomers  have  ascertained  from  observations  on  the 
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eclipses  or  occult at  ions  of  the  satellites  of  Jupiter,  the  periods  of 
which  are  accurately  known,  that  when  the  earth,  as  represented  at 
f,  fig.  90,  is  situated  at  its  greatest  distance  from  that  planet,  1, 
these  occupations  appear  to  occur  about  a quarter  of  an  hour 
later  than  they  do  when  the  earth  is  nearest  to  it,  as  at  e ; 
consequently,  between  pIG  9Q 

15  and  16  minutes  are  

required  by  light  in  tra-  e » 
versing  the  width  e,  f,  0Qr 

of  the  earth’s  orbit,  _ 

a space  of  about 

] 90,000,000  miles.*  Light  would  therefore  traverse  a space  equal 
to  the  circumference  of  the  earth  in  about  the  eighth  part  of  a 
second  of  time. 

The  velocity  of  light,  however,  varies  with  the  medium  through 
which  it  passes ; in  a denser  medium  its  velocity  is  retarded,  but 
in  a medium  of  uniform  density,  if  it  travel  in  a uniform  direction, 
its  velocity  is  also  uniform.  It  may  be  shown  mathematically 
that  if  the  hypothesis  of  emission  be  correct,  the  velocity  must  be 
quickened  in  a denser  medium,  whilst  on  the  undulatory  theory 
it  should  be  retarded  ; the  decision  of  this  question,  therefore, 
affords  an  experimentum  cruets  between  the  two  theories. 

Foucault  {Ann.  de  Chimie,  III.  xli.  129)  and  Fizeau  have,  in- 
dependently of  each  other,  by  a beautiful  application  of  the  re- 
volving mirror,  first  used  by  Wheatstone,  succeeded  in  solving  this 
important  question ; by  direct  measurement  they  find  that  light  is 
retarded  in  the  denser  medium : the  relative  velocity  being  in- 
versely as  the  refracting  indices  of  the  media  compared.  Conse- 
quently the  theory  of  emission  cannot  be  longer  maintained. 

(114)  Width  and  Frequency  of  Undulations  of  Light. — The  un- 
dulatory hypothesis  accounts  for  differences  in  the  intensity  of  the 


light  r s,  fig.  91,  by  differences  in  the 
amplitude  or  excursion,  a b,  of  the  un- 
dulation ; and  for  the  phenomena  of 


Fig.  91. 
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a c,  and  in  the  frequency  of  the  un- 
dulations ; just  as  in  the  phenomena  of  sound,  the  pitch  of  the 
note  is  proved  to  depend  upon  the  number  of  waves  or  impulses 
which  occur  in  a given  time  : if  one  note  be  an  octave  higher 
than  another  note,  it  will  have  twice  the  number  of  vibrations  in 


* Or,  according  to  more  recent  computations  of  astronomers,  182,000,000 
miles  (23,573  radii  °f  earkh  > Delaunay). 
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the  same  interval  of  time ; while  the  length  of  each  wave  will  be 
just  half  that  of  the  waves  which  produce  the  lower  note : hut 
the  extent  through  which  the  ear  appreciates  proportionate  diffe- 
rences of  rapidity  in  the  undulations  which  produce  sound,  is 
much  greater  than  that  which  the  eye  can  estimate  in  the  case 
of  light.  Most  persons  can  perceive  musical  sounds  in  which 
all  possible  variety  exists  between  1 6 and  2048  vibrations  in  a 
second,  i.e.,  including  a range  of  seven  octaves,  in  the  highest  of 
which  the  vibrations  are  128  times  more  numerous  than  in  the 
lowest.  With  light  the  range  is  much  more  limited,  and  ex- 
tends not  quite  so  far  as  from  i-oo  to  1*75.*  The  average 
length  of  a wave  of  white  light  is  S0'0  0 0 of  an  inch,  or 
q. mm >000^8 8,  which  is  nearly  equal  to  the  thickness  of  6 leaves 
of  gold  ; but  the  length  of  the  wave,  as  well  as  its  frequency, 
differs  in  the  different  colours : in  red  light  it  is  longer,  being 
about  3 ? o o p of  an  inch  (or  o-mm  oco75o),  while  in  violet  it  is  only 
6oo  op,  or  0-mm000340  according  to  the  measurements  of  Fraun- 
hofer. The  number  of  vibrations  is  estimated  at  five  hundred 
million  millions  per  second  (500,000000,000000)  in  white  light ; 
in  red  light  at  482,000000,000000;  and  in  violet  light  at  as 
much  as  707,000000,000000. 

Interference. 

(115)  Illustrations  of  Interference  of  Undulations. — One  of 
the  simplest,  and  at  the  same  time  most  beautiful  proofs  of  the 
analogy  in  the  mechanism  by  which  sound  and  light  are  pro- 
duced, is  exhibited  in  the  phenomena  included  under  the  term 
interference. 

It  is  well  known  that  when  two  stretched  strings,  not  quite 
in  unison  with  each  other,  are  struck  simultaneously,  each  gives 
its  own  note,  and  the  compound  sound  produced,  instead  of  dying 
away  gradually  and  uniformly,  is  subject  to  a succession  of  alternate 
maxima  and  minima  of  intensity ; the  sound  alternately  dies  away 
and  revives  several  times  in  succession  before  it  becomes  finally 
inaudible ; it  thus  produces  what  are  termed  beats  in  the  notes. 
These  beats  are  due  to  the  interference  with  each  other  of  the 
vibrations  from  the  two  strings.  As  one  string  is  vibrating  a little 
faster  than  the  other,  it  must  happen  that  the  direction  of  the 
vibrations  in  the  two  strings  at  certain  moments  must  coincide ; 
at  this  point  we  have  the  maximum  of  sound  ; the  periods  of  vibra- 


* The  range  in  the  invisible  portion  of  the  spectrum  is,  however,  much 
greater  for  the  rays  which  produce  fluorescence  and  chemical  action. 
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tion  will  then  gradually  recede,  and  ultimately  oppose  each  other, 
when  they  produce  a momentary  silence. 

Again,  wrhen  two  equal  impulses  are  given  at  a little  distance 
from  each  other  upon  the  surface  of  a sheet  of  still  water,  each 
becomes  the  centre  of  a system  of  weaves,  which  ultimately  cross 
each  other,  and  alternately  increase  and  diminish  the  effect  of  each 
other.  For  example,  if  in  fig.  92  the  concentric  circles  represent 
two  equal  systems  of  waves  in  water,  setting  out  simultaneously, 
they  will  intersect  each  other;  the  length  of  the  wave  in  each 
system  is  the  same : where  the  crests  of  the  waves  coincide,  the 
elevation  wrill  be  doubled : 
but  where  the  crest  of  one 
wave  coincides  with  the  de- 
pression of  the  other,  the 
water  will  retain  its  level 
surface.  These  points  w ill 
occur  in  regular  succession, 
and  form  ‘ lines  of  double 
disturbance  and  no  distur- 
bance/ The  lines  of  double 
disturbance,  indicated  in 
the  diagram  by  the  points  where  the  circles  touch  or  cut  each 
other,  occur  at  distances  which  differ  by  the  entire  width  of  one 
or  more  w aves,  or  by  an  even  number  of  half  waves.  The  inter- 
mediate points,  or  points  of  no  disturbance,  are  situated  at  dis- 
tances from  the  centres  differing  by  an  odd  number  of  half  waves  : 
the  first  will  occur  at  the  distance  of  half  a wave ; the  second  at 
a wave  and  a half ; the  third  at  two  waves  and  a half,  and  so  on. 
Now  these  phenomena  of  undulation  in  air  and  in  water  have  an 
exact  counterpart  in  the  case  of  light. 

If  a beam  of  light  of  a single  colour  be  admitted  into  a darkened 
room  by  two  small  apertures  in  a thin  sheet  of  metal,  such  as  pin- 
holes, placed  very  near  each  other,  and  the  light  which  enters  be 
allowed  to  fall  upon  a screen  just  beyond  the  point  where  the  outer- 
most rays  of  the  two  cones  intersect  each  other, — a spot  of  increased 
brightness  is  seen  where  the  screen  is  intersected  by  a line  at  right 
angles  to  it,  which  line  also  bisects  at  right  angles  the  line  joining 
the  twro  pin-holes ; on  either  side  of  this  bright  spot  will  be  a 
series  of  bands,  alternately  dark  and  bright,  although  the  dark  bands 
as  well  as  the  bright  ones  are  receiving  the  rays  from  both  aper- 
tures. The  addition  of  light  to  light  has  here  produced  darkness. 
Let  o,  q,  fig.  93,  represent  the  two  pin-holes,  and  abcd,  a section 
of  the  screen ; let  p a bisect  the  distance  between  the  apertures  at 
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right  angles,  and  fall  vertically  on  the  screen.  If  the  spots  a,  b, 
c,  d;  each  represent  the  centre  of  a bright  band,  o a,  q a,  will  be 

formed  of  rays  the  paths  of  which 
are  equal ; o b,  q b,  will  differ  by 
the  length  of  one  wave ; o c,  Q c, 
by  two  waves ; o d,  q d,  by  three 
waves : and  the  black  bands  be- 
tween the  bright  ones  will  be 
formed  by  the  interfering  of  rays,  the  paths  of  which  differ  in 
length  successively  by  half  a wave,  a wave  and  a half,  two  waves 
and  a half,  &c. — (Lloyd’s  Lectures  on  the  Wave  Theory  of  Light.) 

The  length  of  the  paths  traversed  by  the  rays  from  each 
aperture  is  equal  in  the  central  spot  a,  and  the  intensity  of  the 
light  is  therefore  increased  ; but  since  the  path  of  the  rays  on  either 
side  of  this  becomes  more  or  less  oblique  by  regular  increase  or 
decrease,  the  lengths  of  those  paths  must  necessarily  be  gradually 
and  progressively  either  augmented  or  diminished ; consequently 
the  number  of  undulations  in  each  will  as  gradually  be  propor- 
tionately increased  or  diminished.  When  the  lengths  of  the  paths 
of  the  two  rays  differ  by  an  even  number  of  half  undulations, 
that  is  to  say  by  entire  undulations,  a bright  band  is  the  result  ; 
when  they  differ  by  an  odd  number  of  half  undulations,  darkness 
ensues.  Now  as  the  inclination  is  progressive,  there  is  neces- 
sarily a progressive  passage  from  the  brightest  light  to  the  most 
complete  darkness.  By  intercepting  the  light  from  one  aperture, 
all  the  dark  bands  disappear.  The  measurement  of  the  breadth 
of  one  of  these  bands  affords  one  means  of  determining  the  length 
of  a wave  of  light  of  that  particular  colour,  if  the  length  of  a p 
be  known.  Further,  since  the  length  of  a wave  of  light  differs 
in  lights  of  different  colour  and  refraugibility,  being  longest  in 
the  red  or  least  refrangible,  and  shortest  in  the  violet  or  most 
refrangible  ones,  the  coloured  bands  are  broadest  in  the  red  and 
narrowest  in  the  violet ; and  if  the  experiment  illustrated  by  fig. 
93  be  performed  with  white  light  instead  of  with  monochromatic 
light,  the  overlapping  of  the  bands  of  the  different  colours  will 
produce  a succession  of  iridescent  or  coloured  bands,  instead  of 
mere  alternations  of  light  and  darkness. 

The  phenomenon  of  interference  is  one  of  the  most  funda- 
mental properties  of  light : indeed  it  takes  place  with  common  light 
under  all  circumstances ; but  the  disturbing  causes  in  ordinary 
cases  exactly  compensate  each  other,  and  it  is  only  by  intercepting 
part  of  a pencil  of  rays,  so  as  to  remove  one  half  of  the  compen- 
sating system,  that  the  disturbance  produced  by  the  remaining  half 
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becomes  manifest,  as  in  the  experiments  just  described.  If  upon 
a brilliant  plane  reflecting  surface,  sucli  as  a polished  plate  of  steel, 
a number  of  very  fine  lines  or  grooves  be  traced  at  equal  intervals, 
so  that  there  may  be  from  40  to  800  per  millimetre,  a surface  is 
obtained  which  reflects  a multitude  of  diverging  cones  of  light, 
in  consequence  of  the  absence  of  reflection  at  regular  intervals 
corresponding  to  the  grooves  : these  cones  of  rays  interfere  at  their 
edges  without  compensation,  and  a series  of  colours  of  the  most 
brilliant  tints  is  perceptible.  A variety  of  natural  objects  owe 
the  beautiful  iridescent  play  of  colours  which  they  exhibit,  to  a 
structure  of  this  kind ; instances  of  this  occur  in  the  feathers  of 
many  birds.  The  hues  of  mother  of  pearl  and  other  shelly 
structures  are  also  due  to  their  mode  of  formation  in  successive 
extremely  thin  laminae,  the  edges  of  which  form  a series  of  grooves 
upon  their  surfaces,  and  thus  produce  the  phenomenon ; im- 
pressions of  these  grooves  may  often  be  taken  in  sealing-wax  or 
in  fusible  metal,  and  the  same  play  of  colours  is  then  obtained  in 
the  impressions. 

( 1 16)  Colours  of  Thin  Plates. — A different  set  of  colours,  also 
dependent  for  their  origin  upon  interference,  are  those  termed  the 
colours  of  thin  plates.  By  dipping  the  mouth  of  a wine-glass  into 
a solution  of  soap  in  water,  or  what  is  still  better,  into  gum-water, 
a bubble  may  be  formed  across  it ; if  the  glass  be  laid  upon  its 
side,  the  film  becomes  gradually  thinner  and  thinner  from  the 
action  of  gravity,  and,  if  viewed  by  reflected  light,  a series  of  irides- 
cent tints  is  developed,  increasing  in  brilliancy  until  the  bubble 
becomes  reduced  to  a state  of  extreme  tenuity ; it  then  appears  to 
become  black  at  the  thinnest  point,  and  speedily  bursts.  These 
colours  are  due  to  the  interference  of  a part  of  the  light  which  is 
reflected  from  the  second  surface  of  the  film,  with  that  which  is 
reflected  from  the  first  surface.  Any  transparent  object,  such 
as  glass,  thin  films  of  metallic  oxides,  mica,  &c.,  if  reduced  to 
laminae  of  sufficient  thinness,  will  produce  the  same  effect.  The 
particular  colour  is  dependent  on  the  thickness  of  the  film.  In 
tempering  steel,  its  surface  becomes  covered  with  a film  of  oxide, 
and  the  workmen  judge  of  the  heat  by  the  colour  produced ; the 
higher  the  temperature  which  is  applied,  the  thicker  does  the  film 
become. 

The  laws  which  regulate  this  pIG>  94> 

phenomenon  were  traced  with 
great  success  by  Newton.  lie 
placed  a convex  lens,  of  a very 
long  radius  of  curvature,  upon 
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the  flat  surface  of  a plano-convex  lens.  Fig.  94  shows  a section 
of  both  lenses,  the  curvature  of  which  is  much  exaggerated. 

Around  the  point  of  contact  the  rings 
developed  themselves  with  a black  spot 
in  the  centre,  in  an  order  dependent 
upon  the  thickness  of  the  film  of  air 
included  between  the  two  plates  (fig. 
95).  Knowing  the  convexity  of  the 
upper  lens,  he  was  able  to  calculate 
the  thickness  of  the  film  required  to 
produce  any  given  tint.  He  thus  found  that  there  is  a limit  to  the 
thickness  of  all  transparent  objects,  below  which  they  cease  to  be 
visible  in  reflected  light,  and  another  limit  in  thickness  above 
this,  beyond  which  they  reflect  only  white  light : between  these 
two  thicknesses  the  phenomena  which  we  are  now  considering 
take  place.  The  thickness  of  the  film  which  produces  any  given 
colour  varies  with  the  nature  of  the  reflecting  plate,  being  in  the 
inverse  ratio  of  its  refractive  index.  At  and  below  the  thickness  of 
so  000  oo-  of  an  inch  the  film  of  air  exhibits  a black  spot  when 
viewed  by  reflection,  and  above  twwoito  if  reflects  white  light. 
In  water  at  £ of  a millionth  of  an  inch  a black  spot  is  formed ; 
above  TonVooo  the  reflected  light  is  white.  Glass  produces  the 
same  result  at  all  thicknesses  below  the  millionth  of  an  inch, 
and  reflects  white  light  at  all  thicknesses  above  , 0 0-s00u  0-0  of 
an  inch. 

The  order  of  succession  of  the  colours  constitutes  what  is  termed 
Newton’s  scale.  Six  or  seven  series  of  coloured  bands  may  thus 
be  distinctly  traced.  These  rings  when  produced  hv  homogeneous 
light  are  alternatel}'  bright  and  black ; the  width  of  the  ring  is 
dependent  upon  the  colour,  and  is  greatest  in  the  least  refrangible 
light.  The  overlapping  of  the  narrow  rings  by  the  broader  ones 
in  the  mixed  light  of  day,  is  thus,  as  in  the  case  of  the  coloured 
bands  produced  by  interference,  the  cause  of  the  brilliant  suc- 
cession of  colours. 

A similar,  but  faiuter  series  of  colours,  may  be  seen  in  the 
light  that  is  transmitted  through  the  film,  but  the  tints  are  in  this 
case  complementary  to  those  of  the  reflected  rays.  By  increasing 
the  obliquity  of  the  incident  rays,  the  breadth  of  the  rings  is 
increased  in  both  transmitted  and  reflected  light.  The  tints  of  the 
transmitted  rays  are  much  paler  than  those  seen  by  reflection ; 
they  arc  produced  by  the  interference  of  a portion  of  light 
twice  reflected  within  the  plate,  with  the  beam  directly  trans- 
mitted : — 
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In  fig.  9 6,  i r represents  a beam 
of  light  incident  upon  the  film,  shown 
in  magnified  section  at  f f ; part  of 
the  light,  r y,  is  reflected,  and  part, 
r s t,  transmitted ; at  s,  the  second 
surface  of  the  film,  a portion  of  the 
light  is  again  partially  reflected  to  u; 
at  u part  is  transmitted,  and  inter- 
feres with  the  reflected  portion,  u x, 
of  the  beam  k u,  which  falls  upon  the 
upper  surface  of  the  film  at  the  spot  where  s u emerges.  Mow,  since 
the  lengths  of  the  paths  of  the  rays,  i r s u,  and  k u differ  by  a 
fraction  of  an  undulation,  owing  to  the  refraction  and  reflection  of 
the  portion  r s u within  the  film,  interference  between  the  two  rays 
is  the  result,  and  colours  are  produced  in  the  reflected  beam;  in  addi- 
tion to  this  action,  a part,  u v w,  of  the  beam,  i R,  is  a second  time 
reflected,  and  passing  out  on  the  lower  surface  of  the  film,  inter- 
feres with  the  portion  of  k u,  which  is  directly  transmitted,  and 
thus  the  colours  in  the  transmitted  light  are  occasioned.  The 
dotted  line,  v z,  represents  the  track  which  is  taken  by  the  portion 
of  the  ray  k u v,  which  undergoes  reflection  from  the  internal 
lower  surface  of  the  film. 

§ II.  DOUBLE  REFRACTION POLARIZATION. 

(i  1 7)  Double  Refraction. — The  law  of  refraction  ( i ox ) , -which 
is  true  for  water,  for  glass,  and  for  other  homogeneous  uncrystallized 
media,  does  not  extend  to  all  transparent  bodies.  In  all  trans- 
parent crystals,  excepting  those  belonging  to  the  regular  system, 
the  refracted  ray  is  subdivided  into  two  portions,  and  hence  such 
bodies  are  said  to  possess  the  property  of  double  refraction. 

This  remarkable  action  upon  light  is 
transparent  crystallized  variety  of  calcic 
carbonate,  know  n as  Iceland  spar.  Place 
upon  a dot,  d,  made  upon  a sheet  of  white 
paper,  a rhombohedron  of  Iceland  spar,  as 
a b,  fig.  97,  and  look  down  upon  the  dot 
through  two  of  the  parallel  faces  of  the 
rhombohedron,  the  sides  of  which,  for  the 
sake  of  simplicity,  we  will  suppose  to  be 
all  equal : two  images,  o,  e,  of  the  dot  will 
be  seen  instead  of  a single  one ; and  if  the 
crystal  be  turned  round  upon  the  paper, 
keeping  the  eye  steadily  fixed,  one  of  the 


best  exhibited  in  the 


Fig.  97. 


Fig.  96. 
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images  will  appear  to  rotate  round  the  other,  which  preserves 
its  fixed  position.  The  line  which  joins  the  two  images  of  the 
dot-  is,  under  all  circumstances,  parallel  to  the  diagonal,  a b,  con- 
necting the  two  obtuse  angles  of  the  crystal : around  this  line  the 
different  parts  of  the  crystal  are  symmetrically  arranged.  Upon 
varying  the  obliquity  of  the  incident  ray  upon  the  surface,  it  is 
found  that  the  refracted  ray  which  was  stationary  during  the 
movement  of  rotation,  preserves  the  constant  ratio  of  the  sines, 
and,  as  in  ordinary  cases  of  refraction,  falls  always  in  the  plane 
of  the  incident  ray ; whilst  in  the  other  ray  the  ratio  of  the  sines 
varies  at  different  obliquities  of  the  incident  ray  ; and,  excepting 
in  tAvo  positions  of  the  crystal,  this  refracted  ray  never  occurs  in 
the  plane  of  incidence.  One  of  the  refracted  rays  follows  nearly 
the  usual  law  of  refraction,  and  is  hence  termed  the  ordinary  ray ; 
while  the  other  follows  a different  law,  and  is  called  the  extra- 
ordinary ray.  There  is  one  remarkable  direction  in  the  crystal, 
in  which  this  splitting  of  the  ray  does  not  take  place, — a direction 
parallel  to  the  line  which  connects  the  two  obtuse  angles  of  the 
rhombohedron  ; this  line  is  called  the  optic  axis  of  the  crystal. 
To  render  this  obvious,  a slice  of  the  mineral  may  be  cut  in  a 
direction  perpendicular  to  the  optic  axis,  a b,  fig.  98  : 
it  will  be  found  on  looking  at  a minute  object  per- 
pendicularly through  such  a plate,  that  a single 
image  of  it  only  will  be  seen.  When  the  object  is 
viewed  obliquely  through  the  plate,  a double  image 
of  it  will  be  visible.  The  separation  of  the  two 
images  increases  with  the  obliquity  of  the  incident 
light  to  the  optic  axis,  until  it  is  at  right  angles  to  it,  when  it 
attains  its  maximum.  The  point  at  which  the  difference  between 
the  two  rays  attains  its  maximum  is  selected  for  determining  the 
index  of  refraction  for  the  extraordinary  ray.  In  the  case  of 
Iceland  spar,  the  extraordinary  ray  is  refracted  less  powerfully 
than  the  ordinary  ray,  the  index  of  the  extraordinary  ray  being 
i-483,  that  of  the  ordinary  ray  U654;  such  crystals  are  termed 
ncyative  doubly  refracting  crystals.  Instances,  however,  are  not 
wanting  in  which  the  extraordinary  ray  undergoes  the  greater 
refraction  of  the  two,  as  in  quartz  and  ice ; the  index  of  the 
extraordinary  ray  in  quartz  is  i'557,  whilst  that  of  the  ordinary 
ray  is  1-548.  Such  crystals  are  said  to  be  positive  or  attractive. 

Both  rays,  if  they  emerge  from  a surface  parallel  to  the  one  at 
which  the  incident  ray  entered,  are  parallel  to  each  other;  but  if 
the  surface  lie  inclined,  both  rays  proceed  with  increasing  diver- 
gence, each  exhibiting  the  colours  of  the  prismatic  spectrum.  In 


Fig.  98. 
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all  cases,  the  thicker  the  crystal  the  greater  is  the  separation  of 
the  two  images. 

( 1 1 8)  Influence  of  Crystalline  form  on  Double  Refraction. — 
Crystallized  substances  may  be  divided  into  two  classes,  according 
to  their  action  upon  light ; and  their  optical  properties  are  inti- 
mately related  to  their  crystalline  form.  Thus  we  have : — 

1 . Singly  refracting  crystals  : — These  all  belong  to  the  regular 
system. 

2.  Doubly  refracting  crystals  : — These  may  be  further  divided 
into  two  sub-classes,  a.  The  first  sub-class,  like  Iceland  spar, 
presents  only  one  optic  axis  in  which  no  double  refraction  occurs, 
and  it  includes  all  crystals  of  the  rhombohedral  and  pyramidal 
systems ; such  crystals  are  termed  uniaxal.  b.  The  second,  of 
which  aragonite  and  nitre  are  examples,  comprises  all  crystals  of 
the  three  remaining  systems, — namely,  the  prismatic,  the  oblique, 
and  the  doubly  oblique  systems ; they  have  two  optic  axes,  which, 
however,  do  not  coincide  with  any  of  the  crystalline  axes,  but 
occur  in  resultant  directions  between  them.  Such  crystals  are 
said  to  be  biaxal. 

In  biaxal  crystals,  both  the  doubly  refracted  rays  obey  extra- 
ordinary laws  of  refraction. 

(i  19)  Polarization. — Light  that  has  been  transmitted  through 
a doubly  refracting  prism,  has  undergone  a remarkable  modifica- 
tion. If  received  upon  a second  crystal  of  Iceland  spar  of  equal 
thickness,  placed  in  a position  similar  to  that  of  the  first  (fig.  99,  1), 


Fig.  99. 


both  rays  pass  through  it  unchanged,  except  that  they  are  sepa- 
rated further  from  each  other  in  proportion  to  the  thickness  of 
the  crystal,  but  the  extraordinary  ray  will  still  be  refracted  extra- 
ordinarily, and  the  ordinary  ray  ordinarily  ; the  principal  sections * 
of  the  two  crystals  are  parallel.  On  causing  the  second  plate  to 


* In  uniaxal  crystals  a principal  section  is,  in  optical  language,  a plane 
which  passes  parallel  to  the  optic  axis,  and  perpendicular  to  apy  lace  of  the 
crystal,  natural  or  artificial,  upon  which  the  light  is  incident. 
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describe  a quarter  of  a revolution,  so  that  the  principal  sections 
shall  be  at  right  angles,  as  shown  at  2,  still  but  two  images  will 
be  seen ; but  now,  the  ordinary  ray  is  refracted  extraordinarily, 
the  extraordinary  ray  is  refracted  ordinarily.  When  the  second 
crystal  describes  another  quarter  of  a revolution  as  at  3,  only  one 
image  is  visible,  the  rays  separated  by  the  first  are  reunited  by  the 
second ; in  all  other  intermediate  positions,  each  ray  is  doubly 
refracted,  and  four  imcges  become  visible  : the  intensity  of  the 
images  taken  together  is  constant,  one  pair  fading  as  the  other 
increases  in  brightness,  and  vice  versa.  Each  ray,  therefore,  on 
emerging  from  a crystal  of  calcareous  spar,  has  acquired  new  pro- 
perties : it  is  no  longer  subject  to  further  subdivision  by  a second 
crystal  when  placed  in  particular  positions.  The  rays  in  fact 
appear  to  have  acquired  sides,  and  to  have  new  relations  to  certain 
planes  within  the  crystal ; such  rays  are  said  to  be  polarized. 

Many  crystals,  when  cut  into  plates  parallel  with  their  axis, 
produce  a similar  effect  upon  the  light  which  passes  through 
them  : some  kinds  of  tourmaline  exhibit  tliis  phenomenon  in  a 
very  marked  manner.  Tourmaline  is  a doubly  refracting  pris- 
matic crystal,  which  transmits  the  extraordinary  ray  alone,  and 
absorbs  the  ordinary  ray.  If  a plate  of  this  mineral  cut  from  a 
brown  or  green  specimen,  parallel  to  the  axis  of  the  prism,  a a, 
(fig.  100,  1),  be  placed  between  the  eye  and  a lighted  candle,  a 
considerable  portion  of  light  w7ill  traverse  the  plate,  and  the 
amount  of  light  will  be  in  no  way  affected  on  turning  the  plate 
round  in  its  own  plane ; but  if  light  which  has  been  thus  trans- 
mitted through  one  plate  of  this  mineral,  be  allowed  to  fall  upon 
Fig.  1 00.  a second  similar  plate,  it  will 

traverse  this  without  interruption 
only  when  the  axes  of  the  two 
plates  are  parallel  (fig.  100,  1) ; 
but  it  will  be  completely  inter- 
rupted where  the  plates  overlap, 
when  the  second  plate  is  made 
to  describe  a quarter  of  a rota- 
tion in  its  own  plane,  2 ; the  axes 
of  the  two  plates  are  then  at  right  angles  to  each  other : in  all 
intermediate  positions,  light  will  be  transmitted  with  greater  or 
with  less  intensity,  according  as  the  axes  are  more  nearly  parallel, 
or  perpendicular  to  each  other.* 

* When  such  a plate  of  tourmaline  is  rendered  incandescent,  the  light 
which  it  emits  is  partially  polarized,  but  it  is  polarized  in  a plane  at  right 
angles  to  that  of  the  polarized  beam  which  it  transmits. 
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If  the  two  pencils  emerging  from  a rliombohedron  of  Iceland 
spar  be  examined  by  means  of  a plate  of  tourmaline,  it  will  be 
found  that  the  ordinary  image  is  most  intense  when  the  axis  of 
the  tourmaline  is  at  right  angles  to  the  principal  section  of  the 
rliombohedron,  and  that  it  is  extinguished  when  the  axis  of  the 
tourmaline  is  parallel  to  the  principal  section,  whilst  the  opposite 
results  occur  with  the  extraordinary  ray.  Both  rays  are  there- 
fore polarized,  but  under  different  circumstances. 

( 1 20)  Polarization  by  Reflection. — Polarization  may  also  be 
effected  by  means  of  reflection.  Whenever  light  is  reflected  from 
the  surface  of  a transparent  medium,  a certain  portion  of  such 
light  undergoes  this  remarkable  change ; and  at  a particular  angle, 
varying  with  each  medium  according  to  its  refractive  power,  the 
whole  of  the  incident  light  that  is  reflected  is  polarized.  This 
effect  takes  place  when  the  reflected  and  the  refracted  ray  form  a 
right  angle  with  each  other : consequently  the  higher  the  refract- 
ing power  the  greater  is  the  polarizing  angle  : with  crown  glass 
this  angle  is  56°  45',  with  water  530  n',  and  with  Iceland  spar 

58°  51'* 

When  light  which  has  been  polarized  by  any  of  these  means  is 
examined  by  a reflecting  plate,  inclined  to  the  ray  at  the  polarizing 
angle,  other  remarkable  properties  are  observed.  Common  light 
will  be  reflected  indifferently,  whether  the  reflecting  plate  be 
placed  above  or  below  the  ray,  to  the  right  or  to  the  left  of  it,  though 
the  inclination  of  the  plate  to  the  ray  continue  to  be  the  same. 
It  is  not  so  with  polarized  light : suppose  a beam  thus  affected  to 
fall  upon  any  transparent  reflector  inclined  to  the  ray  at  the 
polarizing  angle  ; if  the  light  be  completely  reflected  when  the 
mirror  is  placed  below  the  ray,  it  will  not  be  reflected  at  all,  but 
be  wholly  transmitted  when  the  plate  is  placed  on  either  side, 
and  when  placed  above,  it  will  again  be  wholly  reflected  ; at  inter- 
mediate points  part  will  be  reflected  and  the  remainder  transmitted  ; 
the  proportion  which  is  reflected  is  greater  the  more  nearly  the 
plane  of  the  second  reflection  coincides  with  that  of  the  first,  the 
light  being  wholly  transmitted  when  the  two  are  at  right  angles 
to  each  other. 

These  facts  admit  of  easy  pIG  IOI 

experimental  proof.  Provide 
twotubes,B,c  (fig.  10 1),  which  f 0 
are  fitted  so  as  to  allow  of  their  \ 

being  turned  round  one  within  \ / 

the  other.  Fasten  obliquely  A 
to  the  end  of  each  tube  a flat 
transparent  plate  of  glass,  p, 
a,  so  as  to  form  an  angle  of 
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56°  4^'  between  the  line  p a,  and  a perpendicular  to  the  point  at  which  p a 
falls  upon  the  surface  of  each  plate.  The  tube  B,  with  its  attached  plate 
a,  can  now  be  turned  round  on  the  tube  c,  without  altering  the  inclination  of  the 
plate  to  a ray  passing  along  the  axis  of  the  two  tubes ; but  the  plate  a,  according 
to  its  position,  will  reflect  the  ray  upwards  or  downwards,  to  the  right  or  to  the 
left.  We  can  therefore  alter  the  plane  in  which  the  reflection  is  produced,  with- 
out altering  the  angle  of  the  reflector  to  the  ray.  If  the  light  be  common  light, 
such  as  that  from  a candle  placed  as  at  J,  no 


Fig.  102. 


if 


matter  whether  the  plane  a be 
placed  below  the  ray  as  in  fig. 
1 o 1 , or  above  it  as  in  fig.  j 02, 
or  to  the  right  or  to  the  left, 
an  observer  placed  in  the  direc- 
tion which  the  reflected  ray, 
o,  would  follow,  would  see  the 
candle  distinctly  : but  the  case 
would  be  different  if  the  candle 
/ were  placed  as  at  1,  where  the 

/ light  would  be  reflected  from 

/ 0 the  plate  p,  along  the  axis  of 

the  tubes;  by  reflection  at  this 
particular  angle  it  would  be  in  great  measure  polarized.  So  long  as  the  plate  a 
retains  the  position  represented  in  fig.  1 01,  the  reflected  ray  would  fall  in  the  same 
plane  as  that  in  which  polarization  took  place,  and  the  candle  would  be  seen  by 
an  observer  stationed  in  the  direction  of  the  reflected  ray.  But  suppose  the  tube 
B to  be  turned  slowly  round  the  ray  ; by  following  the  image  as  the  tube  is  turned, 
the  light  of  the  candle  will  be  seen  to  become  gradually  fainter  and  fainter,  until, 
when  the  tube  bas  been  turned  a quarter  of  the  way  round,  it  will  be  almost  in- 
visible; the  plane  of  reflection  is  now  at  right  angles  to  that  of  polarization,  and 
the  light  which  falls  upon  A is  almost  wholly  transmitted : on  turning  it  further, 
the  light  again  becomes  more  and  more  distinct,  till,  when  the  tube  has  been 
turned  half  round,  the  candle  is  seen  as  brightl}'  as  at  first;  the  plane  of  reflec- 
tion again  coincides  with  that  of  polarization  : if  it  be  turued  still  further,  at  the 
third  quadrant  the  light  again  disappears,  until,  on  completing  the  revolution,  it 
is  as  distinctly  visible  as  at  first. 


The  plane  of  incidence,  or  the  plane  of  reflection  in  which  the 
polarization  was  produced,  is  called  the  plane  of  polarization.  The 
original  plane  of  polarization  may  he  easily  ascertained  in  any  ray, 
by  whatever  means  it  may  have  been  polarized,  because  it  is  always 
at  right  angles  to  the  plane  in  which  extinction  occurs  when  the 
ray  is  examined  by  a reflecting  glass  mirror,  inclined  to  the  ray 
at  the  polarizing  angle.  In  this  manner  it  is  proved  not  only  that 
the  doubly  refracted  rays  transmitted  by  Iceland  spar  are  each 
polarized,  but  that  they  are  polarized  in  planes  at  right  angles  to 
each  other,  the  ordinary  ray  being  polarized  in  the  plane  of  emer- 
gence : in  the  case  of  tourmaline,  it  is  found  that  the  emergent  ray 
is  polarized  in  a plane  perpendicular  to  the  axis  of  the  crystal. 

When  the  condition  of  polarization  has  once  been  impressed 
upon  a beam  of  light,  it  continues  to  be  permanent,  whether  the 
subsequent  course  of  the  ray  be  long  or  short,  provided  it  continue 
in  a homogeneous  medium. 


DIFFERENCE  BETWEEN  COMMON  AND  POLARIZED  LIGHT.  207 

(121)  Distinction  between  Common  and  Polarized  Light. — 
Every  beam  of  common  light  appears  to  consist  of  a rapid  succes- 
sion. of  systems  of  waves,  each  system  undulating  in  a determinate 
plane,  always  at  right  angles  to  the  direction  pursued  by  the  ray; 
but  the  inclination  of  this  plane  in  one  system  varies  at  all  possible 
angles  with  the  plane  of  vibration  in  the  preceding  and  succeeding 
systems.  As  a resultant  of  these  various  motions,  common  light 
may  be  regarded  as  composed  of  two  beams  of  light  which  are 
vibrating  in  planes  at  right  angles  to  each  other.  Polarized  light 
differs  from  ordinary  light  in  being  produced  by  vibrations  in  a 
single  plane  only,  that  plane  being  coincident  with  the  plane  of 
polarization  (Holtzmaun)  ; f and  the  phenomenon  of  polarization 
consists  simply  of  the  resolution  of  the  vibrations  of  common  light 
into  two  sets,  in  two  rectangular  directions,  and  the  subsequent 
separation  of  the  two  systems  of  waves  thus  produced  J (Lloyd, 
Wave  Theory  of  Light,  ii.  29).  The  effect  of  a crystal  of  Iceland 
spar  upon  common  light  will  be  best  understood  by  considering 
its  action  upon  a beam  which  has  been  already  polarized.  When 
a beam  of  light  polarized  in  any  given  plane  falls  upon  a crystal 
of  Iceland  spar,  it  is  split  into  two  portions,  the  relative  inten- 
sity of  which  varies  with  the  inclination  of  the  plane  of  polariza- 
tion to  the  principal  section  of  the  crystal,  one  beam  vanishing 
altogether  when  the  other  is  at  a maximum.  Now  common  light 
consists  of  successive  systems  of  -waves,  each  system,  during  the 
minute  fraction  of  a second  which  forms  the  period  of  its  dura- 
tion, being  in  the  condition  of  a polarized  beam  ; for  its  vibrations 
occur  in  one  definite  plane.  When  the  undulations  belonging  to 
one  of  these  systems  fall  upon  the  spar,  they  are  divided  into  two 
pencils  of  unequal  intensity,  but  owing  to  the  extremely  brief 
duration  of  each  system,  the  pencils  produced  by  several  hundred 
of  these  systems  in  succession  are  simultaneously  (so  far  as  the  eye 
can  perceive)  thrown  upon  the  same  spot ; the  greater  intensity 
of  the  light  produced  by  some  of  these  systems  compensates  for 
the  feebler  intensity  of  others,  and  the  resultant  effect  is  the  pro- 
duction of  two  beams  which  are  of  equal  intensity  whatever  be 
the  position  of  the  spar.  The  result  of  the  analysis  is  the  same 
as  that  which  would  have  been  yielded  by  a compound  ray,  con- 
sisting of  two  other  rays  polarized  in  planes  at  right  angles  to  each 
other,  one  plane  coinciding  with  the  principal  section  of  the  crystal, 
and  the  other  being  at  right  angles  to  it. 

Since  the  vibrations  of  a polarized  ray  always  occur  in  the 
same  plane,  we  may,  with  the  assistance  of  a rude  illustration, 
form  some  idea  of  the  reason  why  it  appears  to  be  possessed  of 


208 


VARIOUS  PHENOMENA  OF  POLARIZED  LIGHT. 


sides.  If  we  imagine  the  reflecting  surface  to  be  made  up  of  a 
series  of  parallel  fibres  lying  only  in  one  direction,  these  fibres 
would  allow  the  passage  of  all  the  rays  in  common  light  which 
undulate  in  a plane  parallel  to  their  direction,  and  would  reflect 
the  rest : whilst  polarized  light,  if  undulating  in  a plane  parallel 
to  the  fibres,  would  be  wholly  transmitted  ; but  if  its  undulations 
were  in  a plane  at  right  angles  to  the  fibres  it  would  be  wholly 
reflected. 

(122)  Polarization  by  Bundles  of  Plates. — 
Light  may  also  be  polarized  at  other  angles  by  a 
series  of  successive  reflections  from  several  trans- 
parent plates  : a pile  of  glass  plates,  as  shown  at 
fig.  103,  is  often  made  use  of  for  this  purpose; 
part  of  the  light  is  transmitted  whatever  may  be 
the  angle  of  incidence : but  the  light  polarized 
by  reflection  is  always  equal  in  quantity  to  that  which  is  polarized 
by  transmission,  and  it  is  polarized  in  a plane  at  right  angles  to  it. 

(1 23)  Potation  of  Plane  of  Polarisation  by  Analyser. — In  all  cases  where 
a polarized  beam  is  received  on  a reflecting  or  analysing  surface,  the  plane  of  re- 
flection of  which  does  not  coincide  with  the  plane  of  polarization,  the  plane  of 
polarization  becomes  changed.  The  rotation  of  the  plane  of  polarization  is  always 
towards  that  of  reflection,  and  the  amount  of  this  rotation  depends  upon  the  angle 
of  incidence  which  the  ray  forms  with  the  analysing  plate.  If  the  light  be  in- 
cident upon  the  analysing  plate  at  the  polarizing  angle,  the  plane  of  polarization 
is  brought  to  coincide  with  that  of  reflection : but  the  rotation  of  the  plane  of 
polarization  is  less  in  proportion  as  the  angle  of  incidence  differs  more  from  the 
polarizing  angle.  A corresponding  alteration  in  the  plane  of  polarization  is  effected 
by  refraction  upon  the  transmitted  beam,  but  it  is  in  an  opposite  direction. 

(124)  Colours  of  Polarized  Light. — When  a beam  of  polarized 
light  is  transmitted  in  particular  directions  through  plates  of  doubly 
refracting  bodies,  a series  of  splendid  phenomena  are  observed,  de- 
pendent upon  the  production  of  colours,  which  vary  with  the  cir- 
cumstances of  the  experiment.  The  simplest  method  of  rendering 
these  colours  visible  consists  in  adjusting  two  reflectors,  so  that 
the  image  polarized  by  reflection  from  the  first  may  be  extinguished 
in  the  second.  The  first  is  called  the  polarizing,  the  second  the 
analysing  plate.  By  introducing  a thin  plate  of  any  doubly  re- 
fracting substance,  such  as  mica,  quartz,  or  selenite,  cut  in  a 
direction  parallel  to  that  of  the  optic  axis,  the  image  suddenly 
reappears  in  the  analysing  plate,  but  it  is  tinged  of  a particular 
colour.  If  while  the  ray  falls  perpendicularly  on  the  interposed 
plate,  the  plate  be  turned  round  in  its  own  plane,  two  positions 
will  occur  in  which  the  image  completely  disappears ; these  posi- 
tions are  at  right  angles  to  each  other.  In  one,  the  principal 
section  of  the  plate  coincides  with  the  plane  of  polarization,  and  in 
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the  other  it  is  perpendicular  to  it.  The  colour  docs  not  change 
during  this  rotation,  but  only  varies  in  intensity.  But  if  the 
crystal  remain  fixed,  and  the  analysing  plate  be  made  to  rotate, 
the  colour  will  pass  through  every  grade  of  the  same  tint,  into  the 
complementary  colour,  and  at  each  succeeding  quadrant  the  hue  is 
exactly  complementary  to  that  which  was  exhibited  in  the  pre- 
ceding one.  This  remarkable  phenomenon  is  most  distinctly  seen 
by  substituting  a rhomboliedron  of  calcareous  spar  for  the  analysing 
plate,  so  as  to  obtain  two  images  of  the  polarized  beam  : on  turn- 
ing the  spar  round,  the  two  images  will  be  seen  tinged  of  com- 
plementary hues  in  all  parts  of  the  revolution  ; and  if  the  two 
images  be  allowed  to  overlap  a little,  the  overlapping  portions  will 
in  all  positions  be  white.  If  the  thickness  of  the  interposed 
crystalline  laminae  be  varied,  the  tints  will  vary  according  to  the 
thickness,  and  the  succession  of  tints  will  follow  the  same  order 
as  in  Newton's  rings,  so  that  when  the  laminae  exceed  a certain 
thickness  the  light  is  white.  The  production  of  these  colours  is 
not  confined  to  crystallized  minerals,  but  they  are  obtainable  in  a 
less  degree  with  substances  of  animal  origin,  such  as  quill,  horn, 
or  membrane. 

(125)  Coloured  Rings. — If  the  plate  interposed  between  the 
polarizing  and  analysing  surfaces  be  cut  from  a uniaxal  crystal  in 
a direction  perpendicular  to  that  of  the  optic  axis,  the  transmitted 
ray  will  still  be  coloured,  but  the  phenomenon  is  different,  and 
still  more  beautiful.  A series  of  coloured  rings  will  be  observed, 
intersected  by  a cross,  which,  in  one  position  of  the  analysing 
plate  will  be  white  (fig.  104,  1) ; on  causing  the  analyser  to  rotate 
through  an  arc  of  90°,  the  white  cross  will  be  succeeded  by  a 
black  one  (fig.  104,  2),  and  the  rings  of  colours  will  exhibit  tints 


1 


Fig.  104. 

2 


complementary  to  those  before  observed ; at  the  next  quadrant  the 
colours  of  the  first  reappear,  whilst  at  the  succeeding  quadrant 
1 p 


210 


COLOURED  RINGS  OF  POLARIZED  LIGHT. 


they  are  again  complementary.  Rotation  of  the  crystal  on  its 
own  axis  produces  no  change  in  the  tints  or  in  the  position  of 
the  cross. 

Fig.  105.  The  general  expla- 

nation of  these  facts  is 
0 not  difficult : — 

If  p p (fig.  105)  be 
a section  of  the  inter- 
posed plate,  1 the  diver- 
ging polarized  beam,  t t 
the  tourmaline,  u v w a 
section  of  the  screen  on 
which  the  image  is  received,  it  is  obvious  that  the  rays,  1 v, 
which  traverse  the  plate  p p,  parallel  to  the  optic  axis,  will 
suffer  no  change ; but  all  the  lateral  rays,  1 u,  1 w,  which  fall 
upon  p p more  or  less  obliquely,  according  to  their  distance  from 
the  line  1 v,  will  be  doubly  refracted  in  opposite  planes ; one  of  each 
these  doubly  refracted  rays  will  thus  be  retarded  upon  the  other, 
and  as  soon  as  the  two  rays  are  brought  into  the  same  plane  by 
the  action  of  the  analysing  tourmaline,  they  interfere,  and  give 
rise  to  the  brilliant  colours  which  are  observed.  The  formation  of 
the  cross  is  occasioned  by  the  absence  of  any  change  in  the  plane 
of  polarization  of  those  rays  which  traverse  the  principal  section  of 
the  crystal  which  either  coincides  wdth  the  plane  of  polarization,  or 
is  perpendicular  to  it ; these  rays,  consequently,  do  not  interfere 
when  analysed  by  the  tourmaline.  The  arms_of  the  cross  are 
alternately  white  or  black,  according  as  the  axis  of  the  tourma- 
line is  parallel  to  the  original  plane  of  polarization,  or  is  at  right 
angles  to  it. 

With  biaxal  crystals,  such  as  aragonite,  plumbic  carbonate, 
nitre,  and  borax,  the  phenomena  are  even  more  beautiful,  a double 

Fig.  106. 


system  of  rings  being  formed,  in  which  the  curves  are  of  a different 
order,  owing  to  the  more  complicated  phenomena  resulting  from 
the  mutual  action  of  the  optic  axes ; the  surface  of  the  section 
being  oblique  to  both  these  axes  : the  greater  the  angle  formed 
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■with  eacli  other  by  the  axes,  the  further  -will  the  rings  be  asunder. 
The  two  axes  are  inclined  to  each  other  in  nitre  at  an  angle  of  50  20'; 
in  aragonite  at  an  angle  of  1 8°  1 8';  in  borax  at  an  angle  of  390 ; and 
in  topaz  the  angle  is  between  490  and  50°  : the  position  of  the  inter- 
secting cross  varies  when  the  crystalline  plate  is  made  to  rotate;  and 
the  colours  become  complementary  when  the  analyser  is  turned 
round.  The  general  outline  of  these  figures  is  represented  in  fig.  106. 

An  interesting  connexion  has  been  established  between  these 
phenomena  and  the  state  of  molecular  tension  in  the  solid,  by  the 
discovery  that  these  appearances  may  at  will  be  produced  in  un- 
crystallized media,  such  as  glass,  or  in  regular  crystals,  whenever 
homogeneity  is  interfered  with  in  regular  progression.  This  fact 
is  rendered  evident  by  the  application  of  pressure,  laterally,  to  a 
strip  of  glass  which  previously  exerted  no  doubly  refracting  in- 
fluence. The  parts  compressed  acquire  a negative  double  refrac- 
tion ; and  they  are  separated,  by  a neutral  line  where  the  particles 
of  the  solid  retain  their  normal  condition,  from  those  on  the 
opposite  edge,  which  have  become  dilated,  and  show  positive 
double  refraction.  This  want  of  homogeneity  exists  permanently 
in  glass  which  has  been  imperfectly  annealed ; and,  according  to 
the  form  given  to  it  by  grinding,  it  is  possible  to  alter  the  tension 
of  the  particles  in  different  directions,  and  produce  the  phenomena 
of  uniaxal  or  of  biaxal  IDy 

crystals : a square  or  a 
circular  plate,  for  in- 
stance, belongs  to  the 
uniaxal  system  (as  shown 
in  fig.  107),  while  an 
elliptic  plate  occasions 
rings  referable  to  the 
biaxal  form. 

(126)  Coloured  Rotatory  ( Circular ) Polarization. — There  are, 
however,  cases  in  which  the  plane  of  polarization  of  the  ray  is 
continually  changing,  during  its  entire  progress  through  the  medium 
employed  to  produce  the  coloration ; in  some  substances  the  plane 
of  polarization  revolves  from  left  to  right  (like  the  hands  of  a 
clock  facing  the  observer) ; in  others  from  right  to  left.  Rock 
crystal  was  the  substance  in  which  this  effect  was  first  observed. 
If  a polarized  ray  be  transmitted  through  a plate  of  rock  crystal 
cut  in  a direction  perpendicular  to  that  of  the  axis  of  the  prism, 
the  plane  of  polarization  undergoes  rotation  in  a degree  propor- 
tioned to  the  thickness  of  the  plate.  The  amount  of  this  rotation 
differs  for  each  colour,  and  increases  according  to  the  increase  of 
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the  refrangibility  of  the  ray.  If  the  incident  light  be  white,  the 
emerging  light,  when  examined  by  an  analysing  plate,  is  there- 
fore seen  to  be  coloured.  The  central  portion  only  of  the  pencil 
of  light  (which  traverses  the  plate  vertically,  parallel  to  its  optic 
axis)  exhibits  these  phenomena;  at  oblique  incidences,  the  usual 
law  of  interference  prevails,  and  coloured  rings  are  formed.  Cer- 
tain crystals  of  quartz  produce  left-handed,  certain  other  crystals 
of  it,  right-handed  polarization.  In  right-handed  quartz  the  cen- 
tral colours  ascend  in  the  scale,  wThen  the  analyser  is  turned  in  the 
direction  of  the  hands  of  a watch,  the  succession  being  red,  orange, 
yellow,  green,  &c.,  and  the  rings  appear  to  expand  with  the  revo- 
lution of  the  analyser.  When  homogeneous  light  is  employed, 
each  colour  disappears  at  a particular  angle  of  the  analyser.  In 
crystals  of  quartz  of  a different  hemihedral  form,  or  in  which  the 
secondary  planes  of  the  crystal  are  arranged  differently  from  those 
of  the  left-handed  variety,  the  same  phenomena  occur,  but  in  the 
opposite  direction.  Sodic  chlorate,  which  crystallizes  in  forms 
belonging  to  the  regular  system,  yields  hemihedral  crystals,  and 
exhibits  a power  of  rotation  over  the  polarized  ray,  analogous  to 
that  of  quartz ; the  rotation  being  right-handed  or  left-handed, 
according  as  the  crystal  is  hemihedral  to  the  right  or  to  the  left. 

There  are  also  some  liquids  which  produce  rotatory  polai*ization 
of  a similar  kind.  Solution  of  sugar-candy,  for  example,  gives  a 
right-handed  rotation ; oil  of  lemons  does  so  likewise.  Certain 
varieties  of  oil  of  turpentine  produce  a left-handed  rotation.  In 
all  these  cases  the  degree  of  the  rotation  effected  by  liquids  is  much 
less  than  that  produced  by  quartz ; and,  consequently,  the  light 
must  traverse  a much  greater  depth  of  the  liquid  to  exhibit  the 
effect.  Oil  of  turpentine  has  a power  not  exceeding  Aj-  of  that  of 
quartz.  Dilution  with  an  inactive  liquid  does  not  destroy  or  even 
weaken  the  power,  provided  that  the  depth  of  the  column  be  in- 
creased in  proportion  to  the  extent  of  the  dilution.  A mixture 
of  two  substances  acting  oppositely  produces  a result  exactly  equal 
to  the  difference  between  the  two. 

Biot,  who  discovered  the  phenomenon  of  coloured  rotatory,  or  as  it  is  often 
incorrectly  termed,  circular  polarization*  has  applied  it  to  chemical  purposes. 
It  may  be  used,  for  example,  to  ascertain  the  purity  of  syrups ; crystallizable 
cane  sugar  causes  a right-handed  rotation,  while  the  molasses,  or  uncrystallizable 
syrup,  produces  a rotation  of  the  ray  to  the  left.  The  observation  is,  however, 
too  delicate  to  admit  of  practical  application  to  the  purposes  of  the  refiner.  In 
order  to  measure  the  extent  of  the  rotation,  the  solution  for  trial  is  placed  in  a 


* Circular  polarization  was  discovered  by  Fresnel,  and  is  quite  distinct 
from  the  phenomenon  now  under  consideration. 
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long  glass  tube  shown  at  o o (fig.  108),'  closed  at  the  two  ends  by  flat  plates  of 
glass.  This  tube  is  placed  within  a metallic  tube,  r s,  for  the  purpose  of  ex- 
cluding stray  light.  A beam  of  homogeneous  light,  obtained  by  transmission 

Fig.  108. 


through  red  glass,  is  polarized  by  reflection  from  the  mirror  of  black  glass  a b. 
A Nicol’s  prism,*  or  other  polarizing  eye-piece,  n,  is  so  mounted  as  to  admit  of 
rotation  around  the  line  d i ; this  eye-piece  is  provided  with  a vernier,  m, 
which  traverses  a circle,  p q,  divided  to  degrees,  for  the  purpose  of  measuring 
the  angular  rotation  of  the  eye-piece.  The  eye-piece  is  then  so  adjusted,  that 
when  the  polarized  beam  becomes  no  longer  visible,  the  vernier  stands  at  o°. 
Now,  if  the  tube,  o o,  full  of  solution,  be  placed  on  the  supports,  a,  b,  so  that  it 
shall  be  traversed  by  the  reflected  ray,  i d,  light  becomes  visible  to  the  observer 
at  n,  but  on  causing  the  eye-piece  to  rotate  to  the  right  or  to  the  left  (according 
to  the  nature  of  the  solution),  the  image  again  disappears : the  amount  of  the 
movement  to  the  right  or  to  the  left  expresses  the  amount  of  rotatory  power 
exerted  by  the  liquid  under  the  circumstances. 

An  experienced  observer  usually  substitutes  the  white  light  of  day  for  that 
of  the  red  glass.  In  this  case  the  rotatory  power  is  measured  from  a particular 
violet  tint,  the  teinte  de  passage  of  French  writers,  which,  from  the  suddenness 
with  which  by  a slight  rotation  it  passes  into  red  on  the  one  side,  or  into  blue 


* The  Nicol’s  prism  affords  a convenient  means  of  obtaining  a polarized 
beam,  depending  upon  the  principle  of  total  reflection  (102).  It  is  prepared  in 
the  following  manner : A long  rhomboidal  prism  of  Iceland  spar,  the  base  ot 
which  is  equal  to  one-third  of  its  length,  is  divided  in  half  by  a plane  perpen- 
dicular to  the  plane  of  the  longer  diagonal  of  the  base ; the  line  of  section 
passing  through  the  opposite  obtuse  solid  angles  of  the  prism,  so  as  to  divide 
it  obliquely  into  two  equal  portions ; the  two  halves  of  the  prism  are  then 
re-united  by  means  of  Canada  balsam.  When  light  is  transmitted  through 
the  prism  parallel  to  its  length,  the  incident  light  falls  very  obliquely  upon 
the  layer  of  Canada  balsam ; and,  as  the  balsam  has  a smaller  refractive  index 
than  the  ordinary  ray,  this  ray  experiences  total  reflection,  whilst  the  extra- 
ordinary ray  alone  is  transmitted,  because,  the  refractive  index  of  the  balsam 
being  greater  than  that  of  the  extraordinary  ray,  total  reflection  does  not  occur  in 
its  case. 
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on  the  other,  is  the  most  favourable  for  accurate  observation.  The  tube,  with 
its  liquid  contents,  is  interposed  between  the  polarizing  mirror  and  the  eye-piece, 
previously  adjusted  to  zero,  and  the  rotation  is  estimated  by  the  angular  motion 
necessary  to  produce  the  violet  tint.* 

It  is  remarkable  that  the  vapours  of  oil  of  turpentine  and  of  some  other 
liquids  which  exhibit  the  power  of  coloured  rotatory  polarization,  display  the 
phenomenon  when  seen  through  very  long  tubes,  though  more  feebly  than  the 
liquids  themselves. 

(127)  Magnetic  Polarization. — Faraday  has  discovered  another 
modification  of  coloured  rotatory  polarization,  which  homogeneous 
transparent  solids  and  liquids  exert  upon  light  with  various  degrees 
of  intensity,  when  subjected  to  magnetic  power  of  very  exalted 
degree.  Some  of  these  singular  results  will  he  more  particularly 
described  at  a future  point  (322). 

§ III.  INFLUENCE  OF  LIGHT  ON  CHEMICAL  ATTRACTION 

PHOTOGRAPHY. 

(127  a)  Supposed  Influence  of  Light  on  Ci'ysta  llization. — It  is  a familiar  ob- 
servation that  bodies  which  crystallize  as  they  are  condensed  after  spontaneous  sub- 
limation,— such  as  camphor,  naphthalin,  and  Faraday’s  chloride  of  carbon, — if 
placed  in  glass  vessels,  often  collect  upon  the  side  of  the  glass  which  is  exposed 
to  the  light,  whilst  no  crystals  are  deposited  upon  the  other  side  of  the  vessels. 
This  effect,  however,  is  not  confined  to  crystallizable  substances.  If  a few  drops 
of  water  be  placed  at  the  bottom  of  a bottle,  the  sides  of  which  are  kept  dry,  and 
the  mouth  of  the  bottle  be  closed,  a deposit  of  globules  of  moisture  will  generally 
be  observed  upon  a particular  portion  of  the  side,  and  often  this  deposit  occurs 
upon  the  illuminated  side  of  the  bottle.  A similar  effect  is  frequently  seen  in  the 
vacuum  of  a barometer,  globules  of  mercury  being  condensed  upon  the  side  of 
the  tube.  It  was  generally  supposed  that  these  effects  were  due  to  some  subtle 
influence  exerted  by  light,  but  Tomlinson  has  shown  conclusively  that  they  are 
simply  owing  to  differences  in  temperature ; the  crystals,  or  the  liquid,  becoming 
condensed  upon  that  part  of  the  vessel  which,  from  accidental  circumstances,  is 
the  coldest  (Phil.  Mag.  Nov.  1862). 

(127  b ) Chemical  Actions  of  Light. — The  rays  of  the  sun  are 
not  only  the  great  source  both  of  light  and  heat  to  the  globe 
which  we  inhabit,  but  they  are  constantly  exerting  upon  the  various 
substances  upon  its  surface,  a chemical  influence  of  the  utmost 
importance  to  the  existence  of  animal  and  vegetable  life,  and  to 
the  permanence  of  the  present  order  of  creation.  The  occurrence 
of  this  remarkable  chemical  activity  in  the  solar  rays  may  be  shown 
in  various  ways  : — When  perfectly  dry  chlorine  is  mixed  in  the 
dark  with  hydrogen,  no  chemical  change  takes  place;  if  the  two 
gases  have  been  exposed  separately  to  the  beams  of  the  sun,  and 
have  subsequently  been  mixed  in  the  dark,  they  may  be  preserved 


* Full  details  of  the  most  approved  method  of  conducting  the  operation  are 
given  by  Clerget,  Ann.  de  Chimie,  III.  xxvi.  175. 
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iu  this  condition  also  without  change,  so  long  as  they  are  screened 
from  the  light ; but  if  the  mixture  be  exposed  to  diffused  daylight, 
it  will  be  observed  that  the  two  gases  begin  gradually  to  combine, 
and  if  they  be  free  from  admixture  with  uncombined  oxygen  or 
excess  of  hydrogen,  sudden  combination  with  explosion  occurs 
when  they  are  exposed  to  the  direct  rays  of  the  sun.  The  rapidity 
with  which  this  combination  occurs  is  proportioned  to  the  intensity 
of  the  light ; and  an  instrument  for  measuring  the  amount  of  the 
action  which  is  produced  by  diffused  daylight  was  described  by 
Draper,  under  the  somewhat  fanciful  name  of  the  tithonometer 
[Phil.  Mag.  Dec.  1843). 

(127  c)  Photo-chemical  Induction. — An  elaborate  investigation 
of  the  circumstances  which  influence  the  action  of  light  upon  a 
mixture  of  chlorine  and  hydrogen,  by  Bunsen  and  Roscoe,  will 
.be  found  in  the  Phil.  Tt'ans.  for  1857. 

From  these  investigations  it  appears  to  be  probable  that  a 
species  of  induction  precedes  the  chemical  action.  It  was  ascer- 
tained by  Draper  that  on  exposing  the  explosive  mixture  of  chlorine 
and  hydrogen  to  diffused  daylight,  the  amount  of  condensation 
gradually  increases  for  a few  minutes,  until  it  attains  a maximum, 
at  which  point  the  rate  of  combination  between  the  two  gases 
continues  to  be  uniform  for  equal  amounts  of  incident  light. 
Draper  attributed  this  slow  attainment  of  the  maximum  rate,  to 
an  effect  of  light  upon  chlorine  alone,  in  consequence  of  which  it 
was  gradually  converted  into  a new  and  more  active  modification. 
Bunsen  and  Roscoe,  however,  did  not  find  that  either  chlorine  or 
hydrogen,  when  separately  exposed  to  light,  exhibited,  after  they 
had  been  mixed  and  again  exposed,  any  action  different  from  that 
observed  when  the  gases  were  prepared  and  mixed  in  the  dark  and 
then  exposed  to  light ; they  consider  that  the  light  acts  by  over- 
coming certain  resistances  which  oppose  the  combination  of  the 
two  gases ; and  this  peculiar  action  they  term  photo-chemical 
induction.  The  time  which  elapses  before  the  maximum  action, 
due  to  the  light,  is  attained,  varies  considerably  in  different  expe  - 
riments, — ranging  from  3 or  4 minutes  up  to  10  or  15.  The  more 
intense  the  light,  the  more  rapidly  is  the  maximum  attained,  but 
the  increase  is  in  a greater  ratio  than  the  mere  increase  of  light. 
This  inductive  influence  upon  the  gases  is  not  permanent.  If  they 
are  placed  in  the  dark  for  a short  time,  and  arc  afterwards  again 
exposed  to  the  light,  an  interval  of  exposure  similar  to  the  first  is 
required  before  the  maximum  rate  of  combination  is  attained. 

(127  d)  Action  of  Light  on  Mixed  Gases. — The  presence  of 
foreign  gases  in  the  mixture  of  chlorine  and  hydrogen  greatly 
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diminishes  its  sensitiveness  to  the  action  of  light : the  addition, 
for  example,  of  3 parts  of  hydrogen,  to  1000  of  the  mixture  re- 
duced the  rate  of  combination  for  equal  amounts  of  exposure  from 
100  to  37*8.  The  effect  of  oxygen  is  still  greater;  5 parts  of 
oxygen  in  1000  of  the  mixture  reduced  its  sensitiveness  under 
similar  exposure,  from  100  to  97,  and  13  parts  of  oxygen  to 
27.  The  following  table  shows  the  results  obtained  with 
these  and  some  other  gases, — taking  the  amount  of  condensation 
observed  in  equal  times  with  the  pure  mixture  of  equal  measures 
of  chlorine  and  hydrogen  as  in  all  cases  equal  to  100. 

Rate  of  Combination  for  Intervals  of  Equal  Exposure  to  Light. 


Vol.  of  Ohio- 

Vol.  of 

Eatio  of 

Nature  of  Foreign  Gas. 

rine  and 

Foreign 

Condense- 

Hydrogen. 

Gas. 

tion. 

None  

IOOO 

O 

IOO 

Hydrochloric  Acid 

IOOO 

r3 

IOO 

10 

6o’2 

Chlorine 

IOOO 

- 

75 

50-3 

180 

4r'3 

Hydrogen  

IOOO 

3 
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Bunsen  and  Roscoe  found  that  a gas  consisting  of  equal 
measures  of  chlorine  and  hydrogen  could  he  obtained  with  cer- 
tainty, by  the  electrolysis  of  a solution  of  hydrochloric  acid  of 
sp.'  gr.  1-148,  if  a sufficient  interval  were  allowed  for  the  liquid  to 
become  saturated  with  the  two  gases.  This  gaseous  mixture  gave 
perfectly  constant  results  for  equal  exposure  to  a light  of  uniform 
intensity,  provided  care  was  taken  to  ensure  the  complete  expulsion 
of  air  from  the  apparatus.  The  constant  source  of  light  which 
they  employed  was  that  of  a jet  of  coal-gas,  burned  from  a platinum 
nozzle,  and  connected  with  a special  apparatus  for  regulating  the 
efflux  of  the  gas.  The  coloration  of  the  flame  by  a trace  of  foreign 
matter  materially  affected  its  chemical  activity. 

Chlorine  and  carbonic  oxide  gas  also  enter  slowly  into  com- 
bination under  the  influence  of  sunshine.  Two  measures  of 
chlorine  and  two  of  carbonic  oxide  in  this  manner  became  con- 
densed into  two  measures ; the  result  is  the  formation  of  the  irri- 
tating pungent  gas  known  as  phosgene  gas  (388),  in  allusion  to 
the  mode  of  its  production.  It  is  remarkable  that  the  direct 
union  of  these  gases  cannot  be  effected  by  any  other  means. 

Organic  chemistry  abounds  with  instances  in  which  combina- 
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tions  and  decompositions  are  effected  by  chlorine,  under  the  in- 
fluence of  the  solar  ray  : some  remarkable  cases  of  this  kind  occur 
in  the  transformations  of  Dutch  liquid  produced  by  chlorine  (488). 
The  operation  of  bleaching  linen,  by  exposure  to  moisture  and 
light  for  several  weeks  during  summer,  is  another  process  which 
illustrates  the  influence  of  solar  light  in  the  production  of  chemical 
changes.  But  the  chemical  actions  produced  by  the  sun's  rays, 
which  are  taking  place  unperceived  around  us,  are  of  infinitely 
greater  importance  than  those  limited  transformations  which  can 
be  effected  in  the  laboratory  or  the  bleach-field ; for  it  is  upon 
these  unobserved,  yet  daily  renewed  alterations,  that  the  growth 
and  renovation  of  the  entire  vegetable  kingdom  are  dependent. 
The  great  chemical  effect  of  light  appears  to  be  that  of  a powerful 
reducing  or  deoxidizing  agent.  Under  the  influence  of  solar  light, 
the  green  parts  of  plants  perform  their  allotted  function  in  the 
purification  of  the  atmosphere,  by  absorbing  and  removing  carbonic 
anhydride,  in  virtue  of  which  they  fix  the  carbon  in  their  tissues, 
and  thus  supply  themselves  with  food  ; by  a similar  decomposition 
of  water  they  obtain  the  hydrogen  needed  for  their  growth,  while 
they  return  into  the  aerial  ocean  a portion  of  the  oxygen  with 
which  the  carbon  and  the  hydrogen  were  previously  in  combina- 
tion, and  thus  assist  in  maintaining  that  uniformity  in  the  com- 
position of  the  atmosphere  which  is  indispensable  to  the  healthful 
existence  of  animal  life. 

If  solar  light  be  excluded  from  plants,  none  of  these  decompo- 
sitions are  effected;  the  carbonic  anhydride  escapes  unchanged 
into  the  air,  and  no  fixation  of  carbon  ensues ; the  plant  becomes 
pale  and  succulent,  whilst  its  functions  languish.  Gardeners  take 
advantage  of  this  knowledge  in  order  to  procure  vegetables  of  more 
delicate  flavour ; by  earthing  up  the  plant,  as  is  practised  with 
celery,  or  by  covering  it  with  a tile,  as  in  the  case  of  endive,  or 
by  enclosing  it  in  a bell-jar,  as  is  usual  with  sealcale,  the  light  is 
more  or  less  excluded,  and  the  bleaching  which  is  desired  in  vege- 
tables for  the  table  is  produced. 

(127  e ) Reducing  Influence  of  Light  on  Metallic  Salts. — Much 
attention  has,  within  the  last  few  years,  been  given  to  the  study 
of  the  chemical  actions  produced  by  light,  in  consequence  of  the 
beautiful  inventions  of  the  Talbotype  and  the  Daguerreotype. 
These  remarkable  processes,  as  well  as  others  of  a somewhat 
similar  character,  appear  to  depend  upon  the  power  which  the 
more  refrangible  rays  of  the  solar  spectrum  possess  of  causing  the 
decomposition  of  the  oxide,  chloride,  or  bromide  of  silver,  and  of 
certain  compounds  of  some  other  of  the  metals.  This  decom- 
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position  by  means  of  light,  usually  takes  place  under  the  concur- 
rent influence  of  hydrogen,  or  of  some  metallic  body,  which  acts 
either  by  setting  free  the  silver  or  other  metal,  or  by  producing  a 
lower  oxide,  chloride,  or  other  compound  of  the  metal.  In  other 
instances,  as  with  argentic  iodide,  a molecular,  and  not  a chemical 
change,  appears  to  be  produced  by  exposure  to  light.  In  this 
case  there  is  no  immediate  change  of  colour,  but  it  may  be  ren- 
dered visible  by  the  reactions  produced  by  the  application  of 
suitable  chemical  reagents  to  the  compound  after  it  has  been  so 
exposed  to  the  solar  ray. 

The  following  instances  of  the  effects  of  light  have  long  been  observed  by 
chemists : — If  a piece  of  white  silk  be  dipped  into  a solution  of  auric  chloride, 
and  exposed  whilst  in  a moist  state  to  the  sun’s  light,  the  silk  becomes  first  green, 
then  purple,  and  in  less  than  an  hour  a film  of  metallic  gold  is  produced  upon  its 
surface.  Argentic  nitrate  in  solution  in  pure  water  undergoes  no  change  when 
exposed  to  the  light,  but  if  any  organic  matter  be  added  to  the  liquid,  a black 
deposit  is  gradually  formed ; and  if  the  salt  be  placed  upon  the  surface  of  the 
skin,  upon  paper,  or  upon  linen,  the  well-known  blackening  effect  for  which  it 
is  valued  as  a marking  ink  for  linen  is  produced.  Moist  argentic  chloride  retains 
its  dazzling  whiteness  if  preserved  in  total  darkness,  but  it  assumes  a violet  tint, 
which  gradually  deepens  in  intensity,  if  exposed  even  to  the  diffused  light  of 
day, — a portion  of  chlorine  being  liberated  in  the  process. 

(127  /)  Photographic  Printing. — The  earliest  experiments  that 
have  been  published  upon  the  production  of  pictures  by  the  action 
of  light,  appear  to  have  been  made  by  Thos.  Wedgwood  and  Davy 
in  the  year  1802.  Wedgwood  moistened  white  paper,  or  white 
leather,  with  a solution  of  argentic  nitrate  (nitrate  of  silver),  and 
by  its  means  copied  paintings  on  glass,  and  took  profiles  ; but 
neither  he  nor  Davy  was  able  to  devise  any  means  for  preserving 
these  pictures  when  exposed  to  diffused  light. 

The  subject  attracted  but  little  attention  until  the  commence- 
ment of  the  year  1 839,  when  Fox  Talbot  made  known  {Phil.  Mag. 
vol.  xiv.  196)  his  process  of  photogenic  drawing,  which  consisted  in 
soaking  ordinary  writing-paper  in  a weak  solution  of  common  salt, 
and  when  dry,  washing  it  over  upon  one  side  with  a solution  of 
argentic  nitrate,  consisting  of  1 part  of  a saturated  solutiou  of  the 
nitrate  with  6 or  8 parts  of  water.  This  operation  was  performed 
by  candle-light,  and  the  paper  was  dried  at  the  fire;  in  this 
manner  a film  of  argentic  chloride,  mixed  with  an  excess  of 
argentic  nitrate,  was  formed  upon  the  surface  of  the  paper. 
Suppose  that  it  were  desired  to  obtain  a copy  of  an  engraving,  or 
of  the  leaf  of  a tree  ; one  of  the  sheets  so  prepared  was  laid  under 
the  engraving  or  the  leaf  which  was  to  be  copied  : the  two  were 
pressed  firmly  together  between  two  plates  of  glass,  and  exposed 
to  the  direct  rays  of  the  sun,  or  even  to  diffused  daylight,  for  a 
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period  of  half  an  hour  or  an  hour.  The  impression  thus  obtained 
was  a negative  one,  that  is  to  say,  the  shadows  were  represented 
by  lights,  and  the  lights  by  shadows ; those  portions  of  the 
surface  which  had  been  exposed  to  the  strongest  light  becoming 
dark ; in  the  half  tints,  where  a feebler  light  had  been  transmitted, 
the  blackening  became  less  evident ; and  the  parts  corresponding 
to  the  deep  shadows  in  the  engraving  remained  white.  The 
pictures  were  fixed  by  immersing  them  in  a strong  solution  of 
common  salt.  Considerable  improvements  in  detail  have  been 
introduced  into  this  process  since  it  was  first  published,  but,  in 
principle,  this  operation,  which  has  been  termed  photographic 
printing,  remains  unchanged. 

A very  good  paper  for  this  kind  of  printing  may  be  obtained  as  follows : — 
Prepare  a solution  of  sodic  or  ammonic  chloride,  containing  23  grammes  to  the 
litre,  or  10  grains  of  the  salt  to  each  ounce  of  water.  If  French  paper  (which 
is  sized  with  starch)  is  to  be  used,  it  will  be  improved  by  dissolving  2 grammes 
of  gelatin  in  each  litre  of  the  solution  of  salt.  Pour  this  liquid  into  a flat  shallow 
dish,  and  having  cut  the  paper  into  pieces  of  a convenient  size,  take  a sheet  of  it 
by  the  two  opposite  corners,  and  bring  it  down  upon  the  surface  of  the  solution, 
so  that  the  middle  of  the  sheet  shall  be  first  moistened ; then  lower  it  gradually 
towards  each  comer,  so  as  to  exclude  air-bubbles.  After  the  lapse  of  a minute, 
it  may  be  removed  from  the  solution,  and  hung  up  to  dry.  In  order  to  render 
the  paper  sensitive,  prepare  a solution  of  argentic  nitrate,  containing  about  114 
grammes  to  the  litre,  or  30  grains  of  nitrate  to  the  ounce,  and  lay  the  sheet  upon  the 
surface  of  the  solution  in  the  same  manner  as  before ; in  about  three  minutes’ 
time  the  sheet  may  be  removed : it  must  be  raised  by  one  corner  with  a pair  of 
forceps  tipped  with  sealing-wax,  allowed  to  drain,  and  hung  up  to  dry.  The 
process  of  immersion  in  the  silver  bath  and  the  drying  must  be  performed  in  a 
darkened  room. 

Another  sensitive  paper,  which  is  often  used,  may  be  prepared  by  forming  a 
solution  which  contains  182  grammes  of  argentic  nitrate  to  the  litre,  or  80  grains 
in  each  ounce  of  distilled  water,  and  adding  caustic  ammonia  until  the  precipitated 
argentic  oxide  is  almost  redissolved : the  solution  should  be  preserved  in  a dark 
place.  The  paper,  having  been  previously  salted,  is  excited  by  brushing  it  over 
with  this  solution  by  means  of  a pledget  of  cotton  wool.  The  paper  is  allowed 
to  dry  in  the  dark,  and  should  be  used  immediately. 

In  order  to  protect  the  picture  obtained  upon  either  of  these  papers  from  the 
further  action  of  light,  it  is  now  usual  to  adopt  the  method  introduced  by  Sir  J. 
Herschel,  which  consists  in  soaking  the  picture  in  a concentrated  solution  of 
sodic  hyposulphite  (or  hyposulphite  of  soda,  as  it  is  called  in  commerce)  contain- 
ing about  1 part  of  the  salt  to  2 parts  of  water : this  salt  combines  with  the 
undecomposed  salt  of  silver,  and  renders  it  soluble.  By  washing  the  picture  for 
3 or  6 hours  in  water,  which  should  be  frequently  changed  in  order  to  ensure 
the  thorough  removal  of  the  salts  of  silver  and  of  the  hyposulphite,  the  surface  is 
secured  from  further  change  when  exposed  to  light. 

(127  g)  Talbotype,  or  Calotype  Process. — In  1841,  Fox  Talbot  took  out 
a patent  for  the  very  beautiful  process  to  which  his  name  has  since  been  attached. 
In  this  remarkable  operation,  the  surface  of  the  sheet  of  paper  is  coated  with 
argentic  iodide,  which  is  not  sensitive  per  se  to  the  action  of  light  if  the  process 
of  immersion  in  potassic  iodide  is  the  last  operation  previous  to  washing.  In 
order  to  render  it  sensitive,  it  is  washed  over  with  a mixture  of  argentic  nitrate, 
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with  gallic  and  acetic  acids,  and  then  exposed  in  the  camera  to  the  object  which 
is  to  be  copied.  After  the  lapse  of  a few  minutes  (the  time  required  varying 
with  the  intensity  of  the  light),  the  paper  is  withdrawn  from  the  camera.  Unless 
the  light  has  been  very  strong,  no  image  is  visible,  or  a mere  outline  only,  but 
the  compound  has  undergone  a change  of  a very  singular  nature,  for  if  the  blank 
sheet  be  protected  from  the  light,  and  washed  over  with  the  mixture  of  argentic 
nitrate  with  gallic  and  acetic  acids,  on  gently  warming  it,  a negative  image  appears 
with  wonderful  distinctness  and  fidelity, — the  portions  which  have  been  exposed 
to  the  strongest  lights  assuming  the  darkest  tints.  The  development  of  the 
image  appears  in  this  process  to  be  due  to  the  reducing  agency  of  the  gallic  acid, 
which  acts  more  rapidly  upon  the  argentic  nitrate  in  contact  with  those  portions 
of  the  iodide  which  have  been  most  freely  exposed  to  the  action  of  light.  This 
dormant  picture  may  be  developed  many  hours  or  even  days  after  it  was  produced, 
if  the  paper  be  preserved  from  the  light.  It  seems  as  though  the  light,  without 
actually  producing  a decomposition  of  the  particles  of  the  argentine  compound 
upon  which  it  falls,  gives  to  them  a particular  condition  which  predisposes  them 
to  produce  decomposition  in  a reducible  mixture  consisting  of  argentic  nitrate  and 
gallic  acid.  The  process  may  be  conducted  in  the  following  manner : — 

1.  Preparation  of  the  Iodized  Paper. — A sheet  of  smooth  writing  paper, 
such  as  that  manufactured  by  Turner,  of  Chafford  Mills,  of  uniform  texture,  and 
free  from  stains  and  spots,  is  pinned  upon  a board  by  two  of  its  corners,  and 
brushed  over  uniformly  with  a solution  of  argentic  nitrate,  containing  75  grammes 
to  the  litre,  or  33  grains  of  the  salt  in  an  ounce  of  distilled  water.  The  solution 
is  best  applied  by  means  of  a brush  consisting  of  a flock  of  cotton  wool  partly 
drawn  through  a glass  tube,  which  furnishes  a convenient  handle : whilst  the 
paper  is  still  moist,  it  is  immersed  in  a bath  of  potassic  iodide,  containing 
46  grammes  of  the  iodide  to  a litre  of  distilled  water,  or  20  grains  to  the  ounce, 
taking  care  to  avoid  the  occurrence  of  air-bubbles.  In  about  two  minutes,  or  as 
soon  as  the  paper  has  acquired  a uniform  yellow  colour  throughout,  it  is  transferred 
to  a vessel  of  water,  where  it  is  allowed  to  soak  for  two  or  three  hours,  changing 
the  water  three  or  four  times,  so  as  to  remove  all  the  soluble  salts.  Each  sheet 
of  paper  is  then  to  be  hung  up  separately,  and  allowed  to  dry.  These  operations 
may  be  conducted  by  candle-light,  or  in  diffused  daylight.  A stock  of  this  paper 
may  be  prepared  and  kept  for  use. 

2.  Exciting  the  Paper  for  the  Camera. — When  required  for  the  camera,  pre- 
pare 1.  a solution  of  argentic  aceto-nitrate  (consisting  of  3 grammes  of  argentic 
nitrate,  30  cb.  centim.  of  water,  and  6 cb.  centim.  of  glacial  acetic  acid,  or  30  grains 
of  argentic  nitrate,  1 ounce  of  water,  and  1 ^ drachm  of  glacial  acetic  acid),  and  2.  an 
aqueous  solution  of  gallic  acid  saturated  in  the  cold.  Add  3 or  4 drops  of  each 
of  these  solutions  to  4 cb.  centim.  (or  1 drachm)  of  distilled  water,  and  then 
in  a darkened  room  apply  the  mixture  freely  with  a pledget  of  clean  cotton  wool 
to  the  silvered  surface  of  the  iodized  paper — when  well  soaked  remove  the  super- 
fluous portion  with  a sheet  of  clean  blotting-paper : the  same  sheet  of  blotting- 
paper  must  not  be  used  twice  for  this  purpose.  Whilst  still  damp  it  is  to  be 
placed  between  the  glasses  of  the  camera  slide.  It  will  retain  its  whiteness  for 
twelve  hours  or  more. 

3.  Exposure  in  the  Camera. — In  order  to  take  the  photograph  of  a landscape, 
a sheet  of  the  prepared  paper  is  exposed  in  the  focus  of  the  camera,  and  after  the 
lapse  of  from  five  to  fifteen  or  twenty  minutes,  according  to  the  amount  of  light, 
the  picture  may  be  withdrawn. 

4.  Development. — The  image  is  developed  by  brushing  the  paper  over,  by 
means  of  clean  cotton  wool,  with  a mixture  of  equal  parts  of  the  solution  of 
argentic  aceto-nitrate  and  gallic  acid.  The  two  solutions  must  be  mixed  imme- 
diately before  they  are  used,  as  they  speedily  undergo  mutual  decomposition. 
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In  a few  minutes  the  picture  gradually  begins  to  appear.  Any  part  of  the 
pictui-e  which  seems  wanting  in  distinctness  may  be  washed  over  with  fresh 
solution  of  argentic  aceto-nitrate.  The  development  should  be  effected  by  candle- 
light, or  in  yellow  light. 

5.  Fixing  the  Impression. — As  soon  as  the  picture  ceases  to  increase  in  dis- 
tinctness, it  is  to  be  well  washed  with  water,  and  immersed  in  a saturated  solu- 
tion of  sodic  hyposulphite  till  the  yellow  tint  of  the  argentic  iodide  has  disap- 
peared. It  is  then  to  be  washed  thoroughly  for  several  hours  in  clean  water, 
frequently  renewing  the  water.  Unless  all  traces  of  the  argentic  hypo- 
sulphite be  removed,  the  picture  will  gradually  lose  its  intensity.  Fox  Talbot 
originally  employed  a solution  of  potassic  bromide  for  fixing  these  pictures,  but 
sodic  hyposulphite  is  to  be  preferred.  When  dry,  the  photograph  should  be 
waxed  by  placing  it  between  two  sheets  of  blotting-paper  saturated  with  white 
wax,  and  then  passing  a moderately  heated  smoothing  iron  over  the  whole. 
The  negative  pictures  thus  obtained  may  be  employed  to  furnish  positive  prints, 
or  prints  with  the  lights  and  shadows  as  they  occur  in  nature,  by  Talbot’s 
original  ‘ photogenic  ’ process,  or  by  printing  upon  a second  sheet  of  the  pre- 
pared Talbotype  paper.* 

(127  h)  Photography  on  Collodion. — An  important  modification  of  Talbot’s 
process  was  introduced  by  Mr.  Archer,  who  substituted  for  the  iodized  paper  a 
trauspareut  film  of  iodized  collodion  spread  upon  glass,  as  the  recipient  of  the 
negative  picture.  The  process  is  thus  rendered  more  certain  and  very  much 
moi’e  rapid,  at  the  same  time  the  manipulation  is  simplified,  whilst  the  positive 
pictures  obtained  by  transfei-ence  of  the  negative  impression  are  much  sharper  in 
their  outline.  The  operation  requires  to  be  conducted  in  a manner  different 
from  that  which  is  practised  when  paper  is  employed.  The  following  is  the 
method  to  be  pursued  : — 

1.  To  Prepare  the  Path  of  Argentic  Nitrate. — Take  of  the  nitrate  20 
grammes,  dissolve  the  salt  in  60  cub.  centim.  of  distilled  water,  and  add  r deci- 
gramme of  potassic  iodide  dissolved  in  2 cb.  centim.  of  water  : then  add  drop  bj^ 
drop  a solution  of  potassic  carbonate  till  a slight  permanent  turbidity  is  pro- 
duced; afterwards  add  distilled  water  until  the  mixture  measures  300  cb. 
centim. ; filter,  and  add  3 drops  of  glacial  acetic  acid.t 

2.  P reparation  of  Solution  of  Collodion. — A solution  of  iodized  collodion, 
which  is  suitable  for  the  formation  of  negative  pictures,  may  be  prepared  as 
follows  (Hardwich)J  : — Take  of 


* For  further  details  upon  the  subject  of  photographic  printing,  &c.,  the 
reader  is  referred  to  Hardwich’s  Manual  of  Photographic  Chemistry. 

t Ordinary  argentic  nitrate  is  apt  to  contain  a trace  of  nitric  acid,  which 
it  is  desirable  to  neutralize,  because  an  acid  solution  is  much  less  sensitive  to 
the  action  of  light  than  a neutral  one.  It  is  still  more  important,  however, 
not  to  have  any  alkaline  reaction,  and  as  argentic  carbonate  is  slightly  soluble 
in  the  nitrate,  the  addition  of  acetic  acid  is  subsequently  made  to  guard  against 
this:  the  potassic  iodide  is  added  in  order  to  saturate  the  bath  with  argentic 
iodide ; if  this  precaution  were  not  taken,  the  film  of  iodized  collodion  would  be 
liable  to  lose  a portion  of  argentic  iodide,  since  this  salt  is  also  somewhat  soluble 
in  a solution  of  argentic  nitrate. 

+ A suitable  pyroxylin  for  this  purpose  may  be  obtained  in  the  following 
manner : — Take  of 

Oil  of  vitriol  (sp.  gr.  1-843)  180  cb.  cm. 

Water  30  cb.  cm. 

Potassic  Nitrate  (pure)  105  grms. 

Dried  cotton  wool  4 grms. 

Mix  the  acid  and  water,  and  add  gradually  the  nitre,  finely  powdered  and  dried 


or 

or 

or 

or 


6 

1 


fluid  ounces 
fluid  ounce 


3^  ounces 
60  grains 
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Rectified  ctliev  (sp.  gr.  o'7 25)... 
Alcohol  (sp.  gr.  o’8o5 — o-8i5) 

Soluble  pyroxylin  

Potassic  or  ammonic  iodide  ... 
Cadmic  iodide 


15'  c.c.  or 
15"  c.c.  or 
o‘3  grm.  or 
o' 13  grm.  or 
o' 13  grm.  or 


4 fluid  drachms 

4 fluid  drachms 

5 grains 
2 grains 
2 grains 


Pirst  dissolve  the  iodides  in  the  alcohol,  then  add  the  pyroxylin,  and  lastly  the 
ether.  Agitate  the  materials  well,  set  them  aside  for  twenty-four  hours,  and 
then  decant  the  clear  liquid,  which  will  retain  sufficient  sensitiveness  to  admit  of 
being  used  at  the  end  of  a month  or  more  after  its  preparation. 

3.  Preparation  of  the  Collodion  Film. — In  order  to  make  use  of  this  solu- 
tion, a plate  of  glass  cut  to  the  size  required  for  the  camera  (after  being  washed 
with  a solution  of  potash  to  free  it  from  grease,  rinsed  in  water,  dried,  and  wiped 
with  a clean  silk  handkerchief),  is  to  be  held  horizontally  in  the  left  hand,  and  a 
portion  of  the  collodion  is  to  be  poured  steadily  on  the  middle  of  the  glass,  and  by 
slightly  inclining  the  plate  in  different  directions,  made  to  flow  completely  over 
the  upper  surface  : the  excess  of  the  solution  is  immediately  to  be  poured  back 
into  the  bottle. 

4.  Exciting  the  Plate  for  the  Camera. — The  nitrate  bath  having  been  in- 
troduced into  a trough  of  glass  or  of  gutta  percha  sufficiently  wide  to  allow  the 
introduction  of  the  glass  plate  upon  which  the  collodion  is  spread— the  prepared 
plate,  within  half  a minute  after  the  film  has  been  poured  off  its  surface,  is  intro- 
duced into  the  solution  of  argentic  nitrate ; in  from  two  to  three  minutes’  time 
it  is  thoroughly  impregnated  with  argentic  iodide,  and  when  withdrawn  from 
the  bath  it  will  exhibit  a cream-coloured  opalescence.  These  operations  must  be 
effected  in  a room  illuminated  by  light  admitted  through  a yellow  blind,  or  by 
the  light  of  a candle  screened  by  yellow  glass  (127  s). 

5.  Exposure  in  the  Camera. — The  prepared  plate  is  to  be  immediately  intro- 
duced into  the  slide  of  the  camera,  in  which  it  is  to  be  exposed  to  the  object  for 
a few  seconds  (from  3 or  4 to  30  or  40)  according  to  the  nature  of  the  object 
and  the  intensity  of  the  light.  The  slide  is  then  withdrawn  from  the  camera, 
and  the  plate,  when  examined  in  the  darkened  chamber,  will  not  be  found  to 
exhibit  any  image. 

6.  Developing  the  Image.- — A latent  image,  however,  exists,  and  it  may  be 
developed  by  the  use  of  a liquid  prepared  by  dissolving — 


Pyrogallic  acid 

Alcohol 

Glacial  acetic  acid... 
Water  


. C07  grm. 

or 

1 grain 

• o‘7 

c.c. 

or 

10  minims. 

. I'O 

c.c. 

or 

15  minims. 

. 30-0 

C.C. 

or 

1 fluid  ounce 

Half  an  ounce  or  more  of  this  liquid  is  to  be  poured  over  the  plate  immediately 
after  its  removal  from  the  camera.  The  negative  image  which  is  thus  gradually 
developed,  will  be  more  intense  if  immediately  before  using  the  pyrogallic  solu- 
tion an  addition  be  made  to  it  of  the  same  solution  of  argentic  nitrate  as  is  em- 


stirring  between  each  addition,  until  the  whole  of  the  salt  is  dissolved.  Suffer  the 
mixture  to  cool  to  1 45 0 or  13 o°  (62°  or  65°  C.),  then  add  the  cotton  wool  in  small 
tufts  at  a time,  taking  care  to  plunge  the  cotton  completely  beneath  the  surface ; 
cover  it,  and  allow  it  to  stand  for  ten  minutes.  Then  press  out  the  acid  with 
a glass  rod  as  completely  as  possible,  and  throw  the  pyroxylin  into  a large  volume 
of  cold  water,  and  wash  for  half  an  hour ; afterwards  soak  it  well  in  water  for 
24  hours;  lastly,  wring  it  out  in  a cloth,  and  dry  at  a heat  not  exceeding  ioo° 
(38°  C.).  The  substance  thus  obtained  is  completely  soluble  in  a mixture  of  ether 
and  alcohol.  It  is  essential  to  attend  to  the  strength  of  the  acid  and  to  the  tem- 
perature employed. 
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ployed  in  the  bath,  in  the  proportion  of  2 drops  to  each  drachm  of  the  develop- 
ing liquid. 

The  exact  reaction  which  occurs  in  this  remarkable  process  is  not  known. 
The  pyrogallic  acid,  however,  is  a substance  which  has  a strong  tendency  to 
combine  with  oxygen ; and  under  the  conjoined  action  of  argentic  iodide  and 
argentic  nitrate  (the  presence  of  the  latter  salt  in  excess  being  necessary  to  the 
reaction)  a portion  of  silver  is  reduced  probably  to  the  metallic  state,  and  is 
deposited  upon  those  parts  of  the  film  which  have  been  exposed  to  the  action 
of  light. 

Other  solutions  may  be  employed  for  developing  the  latent  image.  One 
which  answers  very  well  for  this  purpose  consists  of — crystallized  ferrous  sulphate 
from  12  to  20  grains,  glacial  acetic  acid  20  minims,  alcohol  jo  minims,  and 
water  I ounce.  It  is  not,  however,  so  well  adapted  for  the  production  of  intense 
negatives  as  the  pyrogallic  acid.  When  the  picture  is  sufficiently  distinct,  it 
must  be  washed  with  clean  water,  and  fixed  by  immersing  it  in  a solution  of 
sodic  hyposulphite  (i  part  of  the  salt  to  2 of  watei-)  till  the  cream-coloured  argentic 
iodide  is  entirely  removed.  A solution  of  potassic  cyanide,  containing  from  4 to 
12  grains  of  the  salt  in  an  ounce  of  water,  may  be  substituted  for  the  sodie 
hyposulphite  for  the  purpose  of  fixing  the  image.  The  picture  is  again  to  be 
thoroughly  washed  in  clean  water ; it  is  allowed  to  dry,  then  heated  before  a fire 
until  it  feels  slightly  warm,  and  the  film  is  protected  from  mechanical  injury  by 
covering  it  with  a coat  of  transparent  spirit-varnish  by  a manipulation  similar  to 
that  employed  in  coating  the  plate  with  collodion.  This  varnished  photograph 
may  then  be  employed  for  procuring  positive  pictures  by  means  of  the  sensi- 
tive paper  prepared  with  argentic  chloride  upon  Fox  Talbot’s  plan  (p.  219).  By 
employing  a neutral  nitrate  bath  free  from  all  organic  matter,  and  a collodion 
which  when  iodized  with  potassic  iodide  remains  very  nearly  colourless,  the  sen- 
sitiveness of  the  film  to  the  action  of  light  may  be  so  highly  exalted,  that 
moving  objects,  such  as  the  waves  of  the  sea,  or  a crowd  of  people,  may  be 
successfully  depicted  by  the  instantaneous  action  of  light  upon  the  plate. 

(127  i)  Albuminized  Plates. — Niepce  de  St.  Victor  introduced  the  employ- 
ment of  glasses  coated  with  albumin,  prepared  by  beating  up  whites  of  eggs 
with  I per  cent,  of  potassic  iodide : the  liquid  is  to  be  placed  for  1 2 or  24 
hours  in  deep  vessels,  to  become  clear,  after  which  the  supernatant  liquid  is  to 
be  poured  upon  glass  so  as  to  produce  a uniform  layer ; it  is  then  allowed  to 
dry  for  1 2 hours,  and  is  fit  for  the  bath  of  argentic  nitrate.  Albuminized  glasses 
may  be  preserved  for  some  weeks  without  injury  ; they  may  be  excited  by  means 
of  Talbot’s  mixture  of  argentic  aceto-nitrate  with  gallic  acid  (p.  220).  The 
image  is  developed  by  means  of  a solution  of  gallic  acid  after  the  plate  has  been 
exposed  in  the  camera. 

(127  k)  Photographic  Engraving  and  Lithography. — In  the  year  1827, 
Niepce  published  a process  for  obtaining  pictures  by  the  aid  of  light,  the  basis 
of  which  was  the  fact  that  the  bitumen  of  Judaea,  when  exposed  to  the  sun’s 
rays,  becomes  insoluble  in  oil  of  lavender,  whilst  those  parts  which  have  remained 
in  shadow  preserve  their  solubility.  This  process  has,  with  some  modification, 
been  applied  by  Niepce  de  St.  Victor,  the  nephew  of  the  inventor,  to  the  pro- 
duction of  engravings  upon  steel.  Powdered  asphalt  and  a proportion  of  pure 
bees-wax  are  dissolved  in  oil  of  lavender,  and  then  mixed  with  an  equal  volume 
of  benzol.  The  surface  of  the  steel  plate  which  is  to  be  engraved  is  first  care- 
fully cleaned  with  whiting  and  water,  after  which  a solution  of  hydrochloric  acid 
in  20  parts  of  water  is  poured  over  it,  and  the  plate  is  immediately  washed  and 
dried.  The  solution  of  bitumen  is  then  poured  upon  the  plate  in  a darkened 
chamber,  and  dried  by  the  application  of  a gentle  heat.  A good  positive  pho- 
tographic proof  is  now  applied  to  the  surface,  covered  with  glass,  and  exposed 
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for  a short  time  to  the  action  of  diffused  light.  The  exposed  plate  is  next  sub- 
jected to  the  action  of  a mixture  of  3 parts  of  rectified  naphtha  and  1 of  benzol; 
the  parts  which  have  not  been  exposed  to  light  are  gradually  acted  upon  by  this 
mixture.  When  the  process  of  solution  has  proceeded  far  enough,  the  solvent  is 
washed  off  with  water,  and  the  exposed  parts  of  the  plate  are  ‘ bitten-in’  with  a 
mixture  of  1 measure  of  nitric  acid,  sp.  gr.  i'33,  2 measures  of  alcohol,  sp.  gr. 
0 844,  and  8 measures  of  water.  The  plate  is  then  submitted  to  the  ordinary 
processes  employed  in  aqua-tint  engraving. 

An  important  modification  of  a process  proposed  by  Poitevin  for  producing 
lithographs  by  the  aid  of  photography,  has  been  introduced  by  Mr.  Osborne,  lately 
of  Melbourne.  The  basis  of  this  operation  is  the  observation  that  a mixture  of  the 
potassic  dicliromate  (bichromate  of  potash)  and  gelatin,  when  exposed  to  light, 
becomes  insoluble  in  water.  In  order  to  apply  this  to  practice,  2 parts  of  gelatin 
and  1 of  the  dichromate  are  dissolved  in  8 parts  of  wTarm  water ; when  cooled  to 
about  1 10°  (430  C.),  2 parts  of  albumin  from  perfectly  fresh  eggs  are  added,  and  the 
whole  is  well  mixed ; the  sheets  of  paper  are  then  coated  with  this  mixture  on 
one  side,  hung  up  to  dry  in  the  dark,  and  are  glazed  by  pressure.  These  opera- 
tions are  conducted  in  a room  illuminated  by  yellow  light.  Paper  thus  prepared 
may  be  preserved  unaltered  for  a long  time  if  excluded  from  light.  In  order  to 
use  it,  a negative  picture  prepared  in  the  usual  way  is  placed  over  one  of  these 
sheets  of  dicliromate  paper,  and  exposed  from  half  a minute  to  a minute  in  a 
good  light,  with  the  precautions  usual  in  photographic  printing.  Owing  to  the 
partial  reduction  of  the  chromic  acid  in  the  parts  exposed  to  light,  a positive 
picture  will  now  be  obtained,  the  parts  acted  on  by  light  becoming  brown,  whilst 
the  screened  portions  retain  their  original  yellow  colour.  When  the  picture  thus 
produced  is  placed  in  water,  the  unchanged  portions  are  easily  washed  away, 
leaving  the  altered  portions  attached  to  the  paper.  In  practice,  it  is  found  best 
to  cover  the  whole  surface  of  the  picture  with  a coating  of  lithographic  ink,  and 
then  float  the  back  of  the  paper  upon  boiling  water.  After  soaking  for  a short 
time  the  surface  may  be  sponged,  and  the  screened  portion  may  be  completely 
removed,  leaving  a beautifully  defined  positive  impression  of  the  negative 
picture.  After  washing  it  with  boiling  water,  the  design  is,  by  means  of  pres- 
sure, transferred  to  the  lithographic  stone,  and  the  prints,  which  may  be 
obtained  from  this  transfer  in  the  usual  way,  are  remarkable  for  their  sharpness 
and  delicacy. 

Very  nearly  at  the  same  time  as  Mr.  Osborne,  Sir  H.  James  made  an  inde- 
pendent application  of  the  so-called  bichromate  process  of  Asser  of  Amsterdam 
to  zincography.  The  liquid  which  he  uses  consists  of  a mixture  of  2 measures 
of  a solution  of  the  potassic  dicliromate  (saturated  at  the  boiling  point)  with  1 
measure  of  a solution  of  3 parts  of  gum  arabic  in  4 of  water,  and  the  transfer  is 
made  to  a plate  of  zinc  instead  of  to  the  lithographic  stone.  He  has  applied 
the  process  successfully  to  the  copying  of  old  engravings  and  manuscripts,  as 
well  as  to  the  multiplication  of  maps  and  plans. 

(127  l)  Chrysotype. — Other  processes  more  or  less  analogous  to  the  Talbo- 
type  have  been  contrived  : one  of  them  was  invented  by  Herschel,  and  described 
by  him  under  the  name  of  the  chrysotype  (Phil.  Trans.  1842,  pp.  20 6,  209) : — 
Paper  is  washed  over  evenly  with  a solution  of  ferric  ammonio-citrate,  of  such  a 
strength  as  when  dry  to  produce  a good  yellow  colour.  It  is  placed  in  sunshine 
in  a camera,  or  under  any  engraving  which  it  may  be  intended  to  copy ; after  a 
few  minutes’  exposure,  it  is  to  be  removed,  and  instantly  washed  over  with  a 
neutral  solution  of  auric  chloride:  a positive  picture  is  thus  developed,  which 
assumes  great  sharpness,  becoming  gradually  deeper  up  to  a certain  point;  at 
the  instant  when  it  ceases  to  gain  in  intensity  (this  point  being  easily  seized  by 
practice),  the  picture  is  put  into  pure  water,  and  rinsed  thoroughly,  in  order  to 
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remove  the  excess  of  solution  of  gold ; it  is  then  fixed  with  a solution  of  potassic 
iodide,  and  again  washed  to  remove  the  superfluous  salts. 

In  this  case  the  ferric  salt,  under  the  influence  of  the  organic  matter  of  the 
paper,  becomes  partially  reduced  to  a ferrous  salt,  in  the  parts  exposed  to  light ; 
and  this  ferrous  salt,  when  washed  over  with  the  solution  of  gold,  precipitates 
the  gold  in  the  reduced  state,  and  thus  gives  rise  to  the  coloured  image.  Water, 
by  removing  the  excess  of  the  salts,  fixes  the  picture,  and  prevents  it  from  ex- 
periencing further  change  on  exposure  to  light. 

If  red  prussiate  of  potash  be  employed  instead  of  auric  chloride,  for  developing 
the  picture,  a blue  image  will  be  produced,  owing  to  the  formation  of  Turnbull’s 
blue  upon  the  reduced  portions  of  the  salt  of  iron. 

A solution  of  uranic  nitrate  may  be  used  instead  of  ferric  ammonio-citrate, 
and  the  picture  may  be  developed  by  means  of  a solution  of  argentic  nitrate,  of 
auric  chloride,  or  of  the  salt  of  some  other  easily  reducible  metal. 

(127  m)  Daguerreotype.— -In  the  year  1839,  Daguerre  made  known  his 
beautiful  method  of  obtaining  photographic  pictures  upon  metallic  plates.  The 
essential  parts  of  this  process  are  as  follows : — A sensitive  film  of  argentic  iodide 
upon  a silver  plate  is  exposed  to  the  action  of  light  in  the  camera.  The  latent 
image  is  then  developed  by  exposure  to  the  vapour  of  mercury,  after  which  the 
picture  is  fixed  by  means  of  sodic  hyposulphite. 

1 . Polishing  the  Plate. — For  this  purpose  a polished  sheet  of  plated  copper 
is  taken,  and  cleaned  by  rubbing  it  over  first  with  finely  powdered  tripoli  on  a 
pledget  of  cotton  moistened  with  a few  drops  of  alcohol,  and  afterwards  with  dry 
cotton,  until,  when  breathed  upon,  the  metal  assumes  a uniform  dull  surface, 
from  which  the  cloud  disappears  without  showing  any  patches  or  spots ; after 
this  the  plate  is  carefully  polished,  by  means  of  a long  polishing  board  faced 
with  buckskin.  If  this  preliminary  operation  be  not  carefully  performed,  the 
subsequent  steps  will  not  lead  to  any  satisfactory  result ; the  touch  of  a finger 
upon  the  polished  surface  is  sufficient  to  soil  it. 

2.  Iodizing. — The  plate  is  next  exposed  for  a few  minutes  to  the  vapour  of 
iodine,  till  a thin  yellow  film  is  produced  uniformly  over  the  surface.  This 
operation  should  be  performed  by  candle-light,  or  in  a room  furnished  with  a 
window  supplied  with  yellow  glass ; the  plate  must  be  protected  from  diffused 
daylight. 

3.  Exposure. — If  such  a plate  be  exposed  for  a few  minutes  in  the  focus  of 
a double  achromatic  lens,  adjusted  to  a camera  obscura  in  such  a manner  that 
the  image  of  the  object  to  be  copied  shall  fall  upon  the  iodized  surface,  it  under- 
goes an  alteration,  which,  however,  is  not  perceptible  on  withdrawing  the  plate 
from  the  camera. 

4.  Development. — But  if  the  plate  be  exposed  for  a few  minutes  to  the  vapour 
of  mercury,  heated  to  about  140°  (6o°  C.),  the  latent  image  gradually  appears, 
with  all  the  shadows,  lights,  and  half-tints  faithfully  reproduced.  Much  of  the 
success  depends  upon  the  proper  length  of  exposure  to  the  action  of  light,  and  in 
this  respect  practice  is  the  best  guide ; if  too  short  a time  be  allowed,  the  picture 
is  dark  and  indistinct ; if  the  light  has  acted  too  powerfully,  the  shadows  become 
metallic  in  appearance,  and  ill-defined ; and  if  the  action  be  continued  for  a suf- 
ficient length  of  time,  the  picture  becomes  reversed,  or  negative,  the  shadows  in 
such  a case  being  represented  by  lights,  and  the  lights  by  shadows.  A due  ex- 
posure to  the  mercurial  vapours  constitutes  an  important  part  of  the  operation ; 
for  if  this  exposure  be  insufficient,  the  whites  have  a bluish  cast,  and  if  it  be  too 
long  continued,  the  blacks  become  indistinct  and  misty. 

Mr.  Goddard,  in  the  year  1841,  discovered  that  the  iodized  plate  may  be 
rendered  very  much  more  sensitive  to  the  action  of  light,  by  exposing  it  for  a few 
seconds  to  the  vapour  of  bromine,  or  of  chloride  of  bromine,  so  as  to  obtain  a 
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mixed  film  of  argentic  iodide  and  bromide,  or  of  argentic  iodide,  chloride,  and 
bromide.  The  process  was  thus  rendered  applicable  to  portraits,  and  the  opera- 
tion could  be  accomplished  in  as  many  seconds  as  it  before  required  minutes. 
The  usual  practice  now  is,  after  having  obtained  an  orange-coloured  film  by  ex- 
posure of  the  silver  plate  to  the  vapour  of  iodine,  to  expose  it  to  the  fumes  of 
bromine  from  bromide  of  lime,  until  the  film  assumes  a rose  colour ; after  which 
it  is  a second  time  returned  to  the  iodine  box  for  a period  equal  to  one-third  of 
that  occupied  by  the  first  iodizing.  The  plate  is  then  exposed  in  the  camera, 
after  which  it  is  mercurialized. 

In  order  to  fix  these  pictures,  Daguerre  employed  a solution  of  sodic  hypo- 
sulphite, and  then  washed  the  plates  with  water.  The  effect  of  the  Daguerreo- 
type may  be  much  improved  by  gilding  the  plate  by  the  process  of  Fizeau ; it  is 
thus  rendered  less  liable  to  mechanical  injury,  and  a richer  and  warmer  effect  is  given 
to  the  impression  : — for  this  purpose,  I part  of  neutral  auric  chloride  and  3 parts  of 
sodic  hyposulphite  may  be  dissolved  in  300  parts  of  water  : the  plate  having  been 
placed  in  a horizontal  position,  is  to  be  completely  covered  with  a small  quan- 
tity of  this  liquid,  and  the  plate  is  heated  by  a large  spirit-lamp  tame  until  small 
bubbles  appear  on  its  surface.  A thin  film  of  reduced  gold  is  thrown  down  all 
over  the  picture,  and  by  this  operation  the  shadows  are  deepened  and  the  lights 
rendered  more  brilliant.  Finally,  it  must  be  washed  with  distilled  water,  drained, 
and  dried  by  the  application  of  a gentle  heat  to  the  back  of  the  plate. 

The  following  theory  may  be  offered  in  explanation  of  the  changes  which 
occur  during  the  production  of  the  Daguerreotype  image : — Under  the  influence 
of  light,  the  superficial  layer  of  argentic  iodide  is  modified  so  as  to  render  it  sus- 
ceptible of  decomposition.  When  the  plate  is  acted  upon  by  the  mercurial  vapour, 
the  iodine  is  driven  to  the  deeper  layer  of  silver,  and  a film  of  silver  is  liberated 
upon  the  surface  of  those  parts  which  have  been  exposed  to  the  action  of  light, 
the  thickness  of  this  film  varying  with  the  intensity  and  duration  of  the  light. 
The  reduced  silver  combines  with  the  mercury,  aud  a film  of  silver  amalgam  is 
formed,  which  varies  in  thickness  with  the  thickness  of  the  silver  film,  in  con- 
sequence of  which  the  reflected  tints  differ  according  to  the  varying  thickness  of 
this  film  : those  parts  of  the  iodized  plate  which  have  not  been  exposed  to  the 
light,  of  course  do  not  combine  with  the  mercury.  After  the  plate  has  been 
treated  with  sodic  hyposulphite,  the  excess  of  argentic  iodide  is  removed,  and  the 
blacks  consist  of  metallic  silver.  Experiment  proves  that  those  parts  of  the 
plate  immediately  beneath  the  highest  lights  are  more  deeply  corroded  than  the 
others,  by  the  action  of  the  iodine  which  has  been  driven  inwards  during  the 
process  of  mercurialization. 

In  complete  accordance  with  the  foregoing  explanation  is  a curious  fact  first 
pointed  out  by  Mr.  Shaw,  that  if  a plate  after  it  has  received  the  impression  in 
the  camera,  but  before  it  has  been  mercurialized,  be  exposed  to  the  vapour  of 
iodine  or  of  bromine  for  a few  seconds,  the  image  is  completely  effaced,  and  is  no 
longer  producible  by  mercury. 

The  surface  of  the  plate  is  rendered  uneven  by  the  combined  operation  of 
light  and  mercury  upon  it,  so  that  it  admits  of  being  copied  by  the  process  of 
electrotyping  (292).  Impressions  on  paper  have  been  printed  from  an  etched 
Daguerreotype  plate,  the  biting-in  being  produced  by  diluted  nitric  acid,  which 
attacks  the  shadows  (the  reduced  silver),  and  leaves  the  lights  (the  amalgam) 
untouched. 

(1277?)  Photographic  Action  of  the  Prismatic  Spectrum. — If  a 
pure  solar  spectrum,  obtained  by  means  of  a prism  and  lens  of 
Hint  glass,  be  allowed  to  fall  npon  a sheet  of  sensitive  paper, 
prepared  by  washing  it  over  first  with  common  salt,  and  then 
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with  argentic  nitrate,  it  will  be  speedily  apparent  that  the  chemical 
action  is  not  uniformly  distributed  ovpr  the  luminous  image.  The 
maximum  of  light  falls  in  the  yellow  rays  about  Fraunhofer's 
line  d (fig.  109),  whilst  the  maximum  of  chemical  action  occurs 

Fig.  109. 


in  the  blue  portion  of  the  spectrum,  near  the  line  g,  about  one- 
third  of  the  distance  between  it  and  the  line  h.  The  blackening 
effect  extends  nearly  as  far  as  f in  the  green,  whilst  it  is  pro- 
longed beyond  the  violet  end  of  the  spectrum  to  a distance  nearly 
equal  to  two-thirds  of  the  length  of  the  luminous  spectrum,  the 
chemical  effect  gradually  shading  off  until  it  becomes  impercep- 
tible ; the  maximum  point  of  action,  however,  varies  with  the 
preparation  which  is  used,  and  the  length  of  the  spectrum  varies 
with  the  source  of  light  and  the  material  of  which  the  lens  and 
prism  are  made.  When  the  Talbotype  iodized  paper  is  employed, 
the  maximum  blackening  is  found  on  the  extreme  limit  of  the 
violet  rays.  Where  argentic  bromide  forms  the  sensitive  material, 
the  chemical  action  is  prolonged  towards  the  red  rays,  and  the 
greater  part  of  the  impression  is  of  a uniform  grey  black.  When 
paper  washed  with  auric  chloride  is  employed  as  the  sensitive 
surface,  the  maximum  effect  is  produced  between  the  green  and 
the  blue  rays,  and  the  chemical  action  does  not  extend  beyond 
the  violet  extremity  for  more  than  half  the  distance  over  which 
these  effects  are  produced  upon  the  salts  of  silver.  In  fig.  109, 
I represents  the  space  occupied  by  the  luminous  spectrum  on  white 
paper;  2,  the  same  spectrum  thrown  on  a fluorescent  screen,  viz., 
turmeric  paper, — by  which  it  is  rendered  visible  almost  to  the 
extreme  limit  of  chemical  action ; 3,  the  chemical  spectrum  on 
argentic  bromide ; 4,  the  Talbotype  spectrum.  Ilerschel,  Hunt, 
and  E.  Becquerel  have  each  succeeded  more  or  less  perfectly  in 
obtaining  coloured  impressions  of  the  spectrum  upon  argentic 
chloride,  but  they  have  been  unable  to  fix  them.  Ilerschel 
{Phil.  Trans.  1840,  p.  19)  says  that  the  impression  "was  found  to 
be  coloured  with  sombre  but  unequivocal  tints,  imitating  those  of 
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the  spectrum  itself.”  The  coloration  commenced  in  the  orange 
rays.  E.  Becquerel  appears  to  have  obtained  more  brilliant  colours 
by  employing  a plate  of  silver  which  had  been  superficially  con- 
verted into  subchloride  by  immersing  it  in  diluted  hydrochloric 
acid,  and  then  making  it  the  positive  plate  of  a voltaic  battery. 

Inactive  spaces  occur  in  the  chemical  spectrum,  which,  as 
Becquerel  and  Draper  have  shown,  correspond  exactly  with  those 
which  are  found  in  the  visible  spectrum ; but  they  extend  also 
into  the  prolongation  beyond  the  violet  extremity,  and  occur  there 
in  great  number. 

These  fixed  lines  may  be  obtained  upon  Talbotype  paper,  or,  still  better,  upon 
a surface  of  collodion,  in  the  following  manner : — 

Fig.  no. 


Let  c,  c (fig.  no),  represent  a camera  which  allows  of  a considerable  range 
of  adjustment;  s is  a small  slit,  admitting  of  adjustment,  but  usually  presenting 
a width  of  about  co  [ inch  (o-mm,2i5),  through  which  a beam  of  solar  or  other  light 
is  either  transmitted  directly,  or  is  reflected  from  a lieliostat,  or  from  a steel  mirror ; 
l is  a quartz  lens  with  a focal  length  of  from  15  to  30  inches  (or  from  about  '4  to  '75 
metre) ; p,  a quartz  prism,  the  axis  of  which  is  perpendicular  to  the  axis  of  the 
crystal,  and  the  refracting  faces  of  which  are  worked  so  as  to  cut  the  optic  axis 
of  the  crystal  at  equal  angles.  The  lens  and  prism  may  indeed  be  made  of  glass 
free  from  striae,  but  for  accurate  observation  they  must  be  constructed  of  rock 
crystal : the  distance  of  the  lens,  l,  from  the  slit,  s,  is  equal  to  twice  its  focal 
length.  If  the  prism  be  placed  so  as  to  produce  the  minimum  deviation  of  the 
ray,  and  as  close  to  the  lens  as  can  be,  a spectral  image  of  the  aperture  will  be 
formed,  and  may  be  received  upon  a screen  placed  at  as  great  a distance  behind 
the  lens,  l,  as  s is  in  front  of  it.  All  the  coarser  lines  of  the  visible  spectrum 
may  be  traced  by  the  unaided  eye,  when  the  spectrum  is  received  on  a screen  of 
ground  glass : and  if  a sheet  of  turmeric  paper,  or  a block  of  yellow  uranium 
glass  be  used,  many  of  the  lines  beyond  the  violet  are  also  rendered  visible : by 
substituting  a sensitive  surface,  such  as  collodion,  for  the  screen  of  white  paper, 
a faithfnl  copy  of  the  more  refrangible  portion  of  these  lines  may  be  obtained. 

(127  0)  It  is  remarkable  that  the  chemical  rays  are  identical 
with  those  which  produce  fluorescence  (no).  If  the  solar  rays 
he  transmitted  through  a layer  of  a concentrated  hut  colourless 
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acidulated  solution  of  quinia  sulphate,  or  one  of  msculin  in 
ammonia,  before  they  reach  the  photographic  surface,  but  little 
extra-spectral  prolongation  of  chemical  action  is  produced  upon 
the  sensitive  surface. 

Again,  if  the  solution  be  removed  and  the  spectrum  be  received 
directly  upon  a screen  of  yellow  uranium  glass,  or  a card  coated 
with  a particular  uranic  phosphate  (Stokes,  Phil.  Trans.  1862, 
p.  602)  a visible  prolongation  of  the  chemical  rays,  crossed  by  dark 
lines  or  inactive  spaces,  is  at  once  rendered  visible. 

By  varying  the  source  of  light,  the  chemical  powers  of  the 
spectrum  are  varied  also.  The  chemical  action  of  the  flame  of 
the  hydrocarbons,  however  intense  the  light,  is  but  feeble ; that 
of  the  lime-light  is  much  more  marked,  while  that  of  the  electric 
light  between  charcoal-points  greatly  surpasses  either;  and  these 
results  coincide  exactly  with  the  relative  power  of  exciting  the 
phenomena  of  fluorescence  possessed  by  these  different  lights. 

The  chemical  rays  emitted  by  luminous  objects  vary  greatly 
both  in  quantity  and  in  quality,  some  sources  of  light  emitting 
rays  of  much  higher  refrangibility  than  others.  For  example,  the 
flame  of  ordinary  coal-gas  burned  in  admixture  with  air,  so  as  to 
produce  the  blue  light  of  a smokeless  gas  flame,  gives  out  scarcely 
any  rays  capable  of  affecting  an  iodized  collodion  plate  ; whilst 
the  same  amount  of  gas  burned  in  the  ordinary  manner  for 
illumination,  emits  a very  decided  though  limited  amount  of  rays 
capable  of  producing  chemical  action.  The  rays  emanating  from 
the  intensely  hot  jet  of  the  oxyhydrogen  flame,  are  nearly  without 
action  upon  a sensitive  surface  of  collodion;  whilst  if  thrown 
upon  a ball  of  lime,  though  it  certainly  is  not  hotter  than  the 
burning  jet  of  gas,  the  light  then  emitted  contains  as  large  a pro- 
portion of  chemical  rays  as  the  solar  light,  and  of  very  nearly  the 
same  refrangibility.  But  the  most  remarkable  source  of  the 
chemical  rays  is  afforded  by  the  light  of  the  electric  spark  or  of 
the  voltaic  arc,  the  chemical  spectrum  of  which  is  four  or  five 
times  as  long  as  the  chemical  spectrum  obtainable  from  the  sun 
itself. 

(127/*)  Photographic  Transparency  of  various  Media. — Amongst 
the  methods  of  testing  the  extent  of  chemical  action  of  any  given 
radiant  source,  the  most  convenient  is  that  which  is  dependent 
upon  the  extent  of  photographic  effect  exerted  upon  a surface  of 
collodion  coated  with  argentic  iodide,  on  which  the  spectrum  is 
allowed  to  fall. 

In  no  case  does  it  appear  that  any  non-luminous  source  can 
emit  chemical  rays  of  sufficient  intensity  to  traverse  ordinary  re- 
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fracting  media  ; and  amongst  the  rays  given  off  by  various  lumi- 
nous objects,  it  is  found  that  the  chemical  effects  upon  the  collodion 
plate  are  not  perceptible  in  those  portions  upon  which  the  first 
three-fourths  of  the  visible  spectrum  has  fallen,  but  they  com- 
mence powerfully  in  the  last  fourth ; and  in  the  case  of  the 
electric  spark  are  prolonged  to  an  extent  equal  to  between  four 
and  five  times  the  length  of  the  visible  portion. 

In  the  prosecution  of  some  inquiries  upon  the  photographic 
spectra  of  the  metals  in  which  the  author  was  engaged,  it  was  a 
desideratum  to  procure  some  substance  which  should  possess  a 
higher  dispersive  power  than  quartz,  and  which,  whilst  avoiding 
the  double  refraction  of  quartz,  should  yet  allow  the  free  passage 
of  the  chemical  rays.  He  was  hence  led  to  try  a variety  of  sub- 
stances which,  owing  to  their  transparency  to  light,  might  reason- 
ably be  hoped  to  possess  chemical  transparency  also : for  though 
it  was  known  to  those  who  have  studied  the  spectrum,  that  many 
colourless  substances  besides  glass  exert  an  absorptive  action  upon 
some  of  these  chemical  rays,  the  subject  had  not  at  that  time  re- 
ceived the  careful  experimental  examination  which  its  importance 
warrants. 

The  inquiry  soon  extended  itself  beyond  the  limits  originally 
proposed,  and  ultimately  embraced  a large  number  of  bodies  in 
the  solid,  liquid,  and  gaseous  conditions  (Phil.  Trans.  1862,  p.  861). 
These  experiments  showed  that  although  rock-salt,  fluor-spar, 
water,  and  some  few  other  substances,  are  almost  as  diactinic  (or 
chemically  transparent,  from  Sid,  through,  uktiv,  a ray),  as  quartz, 
none  of  these  bodies  could  be  advantageously  substituted  for 
quartz  in  the  construction  of  the  prisms  and  lenses  required  in 
the  investigations  in  which  he  was  engaged. 

Among  the  most  remarkable  results  upon  the  photographic 
transparency  of  bodies  are  the  following  : — 

1 . Colourless  solids  which  are  equally  transparent  to  the  visible 
rays,  vary  greatly  in  permeability  to  the  chemical  rays.  2.  Bodies 
which  are  photographically  transparent  in  the  solid  form,  preserve 
their  transparency  in  the  liquid  and  in  the  gaseous  states. 
3.  Colourless  transparent  solids  which  absorb  the  photographic 
rays,  preserve  their  absorptive  action  with  greater  or  less  in- 
tensity both  in  the  liquid  and  in  the  gaseous  states.  4.  Pure 
water  is  photographically  transparent,  so  that  many  compounds 
which  cannot  be  obtained  in  the  solid  form  sufficiently  transparent 
for  such  experiments,  may  be  subjected  to  trial  in  solution  in 
wrater. 

J'he  mode  in  which  the  experiments  were  conducted  was  the  following : — 
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The  source  of  light  employed  was  the  electric  spark  obtained  between  two 
metallic  wires,  generally  of  fine  silver,  shown  at  e,  fig.  no,  and  connected  with 
the  terminals  of  the  secondary  wires  of  an  induction-coil,  into  the  primary  circuit 
of  which  was  introduced  a condenser,  and  into  the  secondary  circuit  a small 
Leyden  jar.  The  light  of  the  sparks  was  then  allowed  to  fall  upon  the  vertical 
slit,  either  before  or.  after  traversing  a slice  or  stratum  of  the  material,  d,  of 
which  the  electric  transparency  was  to  be  tested ; the  transmitted  light  was  then 
passed  through  the  quartz  prism,  placed  at  the  angle  of  minimum  deviation. 
Immediately  behind  this  was  the  lens  of  rock  crystal,  and  behind  this  at  a suit- 
able distance  the  spectrum  was  received  upon  the  sensitive  surface  of  collodion. 
The  liquids  under  trial  were  contained  in  a small  glass  cell  with  quartz  faces, 
forming  a stratum  o'75  inch  in  thickness,  which  was  traversed  by  the  rays ; 
gases  and  vapours  were  introduced  into  tubes  2 feet  long  closed  at  their  extre- 
mities with  thin  plates  of  polished  quartz.  The  following  tables  exhibit  the  rela- 
tive diactinic  power  of  a few  of  the  various  solids,  liquids,  and  gases  and  vapours 
subjected  to  experiment  as  measured  by  the  length  of  the  relative  spectra.  In 
some  cases  the  whole  length  of  the  spectrum  showed  evidence  of  partial  absorp- 
tion of  the  chemical  rays,  as  the  impression  was  enfeebled  throughout  its  entire 
length. 


Photographic  Transparency  of 


8olids. 

Rock  crystal  ...  74 

Ice 74 

Fluor-spar  ....  74 

Topaz 65 

Rock-salt 63 

Iceland  spar . . . .63 

Magnesic  sulphate . . 62 

Borax 62 

Diamond  .....  62 
Potassic  bromide  . . 48 

Thin  glass  (o'oop  in.)  20 
Potassic  iodide  . . .18 

Mica  (C007  in.)  . .18 

Potassic  nitrate  . .16 


Liquids,  o'7J  in. 

Water 

Alcohol 

Dutch  liquid  . . . 

Chloroform  . . . . 

Benzol 

Wood-spirit . . . . 

Fousel  oil  . . . . 

Oxalic  ether . . . . 

Glycerin 

Ether 

Acetic  acid  . . . . 

Oil  of  turpentine  . . 
Disulphide  of  carbon  . 
Arsenious  trichloride  . 


74 

63 

26 

21 

20 

20 

19 

18 

16 

16 

8 

6 

5 


Gases  and  Vapours. 

Oxygen 74 

Nitrogen 74 

Hydrogen  . . . .74 

Carbonic  anhydride  . 74 
Olefiant  gas  ....  66 
Marsh-gas  ....  63 
Hydrochloric  acid  . . 55 

Coal-gas 37 

Benzol  vapour  . . . 33 

Hydrobromic  acid  . . 23 

Hydriodic  acid  . . .13 

Sulphurous  anhydride  14! 
Sulphuretted  hydrogen  14 
Air,  o'  1 inch  pressure  . 74 


The  photographic  image  obtained  upon  the  collodion  plate  commenced  in 
each  case  at  the  same  point  of  the  spectrum,  corresponding  with  a spot  a little 
more  refrangible  than  the  line  G.  Calling  the  line  H 100,  and  numbering  back- 
wards for  the  less  refrangible  rays,  the  line  B being  at  84,  the  commencement  of 
the  photograph  in  each  case  is  at  96'$,  and  the  extreme  limit  of  the  most  refran- 
gible rays  i7o\5. 

Each  photograph  was  obtained  under  circumstances  varying  only  in  the 
nature  of  the  transparent  medium  through  which  the  rays  of  the  spark  from  the 
silver  points  were  made  to  pass,  before  they  were  allowed  to  fall  upon  the  collo- 
dion plate.  When  absorption  occurs,  it  is  almost  always  exei'ted  upon  the  most 
refrangible  rays  ; but  in  the  case  of  the  coloured  gases  and  vapours,  chlorine, 
bromine,  and  iodine,  the  absorption  differs  from  the  general  rule,  and  is  by  no 
means  proportioned  to  the  depth  of  colour.  A column  of  chlorine  with  its  yel- 
lowish-green colour  cuts  ofF  the  rays  of  the  less  refrangible  extremity  through  fully 
two-thirds  of  the  spectrum ; the  red  vapour  of  bromine  cuts  off  about  one-sixth 
to  the  length  of  the  spectrum,  the  absorbent  action  being  limited  to  the  less  re- 
frangible extremity  ; whilst  the  deep  violet-coloured  vapours  of  iodine  allow  the 
less  refrangible  rays  to  pass  freely  for  the  first  fourth  of  the  spectrum ; then  a 
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considerable  absorption  occurs,  and  afterwards  a feeble  renewal  of  the  photographic 
action  is  exhibited  towards  the  more  refrangible  end. 

In  these  experiments  minute  attention  to  the  purity  of  the 
substances  employed  is  indispensable  : traces  of  foreign  substances 
inappreciable  to  ordinary  modes  of  analysis  occasionally  reveal 
themselves  by  their  absorptive  action  on  the  chemical  rays. 

Among  the  various  compounds  submitted  to  examination,  the 
fluorides  are  chemically  the  most  transparent ; then  follow  the 
chlorides  of  the  metals  of  the  alkalies  and  alkaline  earths  ; the 
bromides  are  less  diactinic,  and  the  iodides  show  a striking 
diminution  in  this  respect.  The  group  most  remarkable  for  its 
absorptive  power  is  the  nitrates.  Nitric  acid,  whether  simply  dis- 
solved in  water,  or  combined  Avith  bases,  has  a specific  power  in 
arresting  the  chemical  rays  ; the  less  refrangible  portion  it  trans- 
mits freely,  but  intercepts-  the  spectrum  abruptly  at  the  same 
point,  Avhatever  salt  be  employed,  presided  the  base  be  diactinic. 
The  chlorates,  it  may  be  remarked,  are  strongly  diactinic. 

Glass,  even  in  very  thin  layers,  absorbs  the  whole  of  the  more 
refrangible  rays.* 

Diactinic  bases,  when  united  with  diactinic  acids,  usually 
furnish  diactinic  salts ; but  such  a result  is  not  uniform  : the 
silicates  are  none  of  them  as  transparent  as  silica  itself  in  the 
form  of  rock  crystal.  Again,  hydrogen  is  eminently  diactinic, 
and  iodine  vapour,  notwithstanding  its  deep  violet  colour,  is  also 
largely  diactinic  ; but  hydriodic  acid  gas  is  greatly  inferior  to  either 
of  them. 

The  same  substance,  however,  whatever  may  be  its  physical 
form,  whether  solid,  liquid,  or  gaseous,  preserves  its  character ; 
no  chemically  opaque  solid,  though  transparent  to  light,  becoming 
transparent  photographically  by  liquefaction  or  volatilization  ; and 
no  transparent  solid  being  rendered  chemically  opaque  by  change 
of  form.  Hence  it  is  obvious  that  this  opacity  or  transparency 
is  intimately  connected  with  the  atomic  or  chemical  character  of 
the  body,  and  not  merely  with  its  state  of  aggregation.  Although 
the  absorption  of  the  chemical  rays  varies  greatly  in  the  different 


* A hasty  consideration  of  these  experiments  might  lead  to  the  conclusion 
that  lenses  of  quartz,  or  of  water  enclosed  in  quartz,  would  he  far  superior  to 
those  of  glass  in  ordinary  use  hy  the  photographer.  This,  however,  is  not  the 
fact.  Glass  is  very  transparent  to  the  less  refrangible  portion  of  the  chemical 
rays,  extending  beyond  the  violet  end  of  the  visible  spectrum  to  a distance  as 
much  beyond  the  line  H as  the  red  end  of  the  spectrum  is  below  it ; and  these 
rays  are  precisely  the  most  abundant  and  powerful  chemical  rays  in  the  solar 
spectrum,  which  contains  but  few  rays  of  a refrangibility  much  beyond  this 
point,  whereas  in  the  electric  arc  these  highly  refrangible  rays  predominate. 
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gases,  -which  therefore  in  their  action  display  an  analogy  to  their 
effects  upon  radiant  heat,  yet  those  gases  which  absorb  the  rays 
of  heat  most  powerfully  are  often  highly  transparent  to  the 
chemical  rays,  as  is  seen  in  the  case  of  aqueous  vapour,  of  car- 
bonic anhydride,  cyanogen,  and  olefiant  gas,  all  of  which  are 
compound  substances,  not  chemical  elements.  Compounds  as 
compounds  do  not  appear  to  act  more  energetically  as  absorbents 
than  simple  bodies. 

The  abrupt  termination  of  the  chemical  spectrum  in  coal-gas 
is  remarkable  : in  that  case  the  absorption  appears  to  be  due,  not 
to  the  permanent  gases,  but  to  the  vapours  of  benzol,  and  other 
heavy  hydrocarbons  that  it  contains. 

In  the  case  of  reflection  from  polished  surfaces,  the  metals 
were  found  to  vary  in  the  quality  of  the  rays  reflected ; gold  and 
lead,  although  not  the  most  brilliant,  reflecting  the  chemical  rays 
more  uniformly  than  the  brilliant  white  surfaces  of  silver  and 
speculum  metal. 

Stokes  [Phil.  Trans.  1862,  p.  606)  has  pursued  this  investiga- 
tion in  a different  manner : instead  of  photographing  the  spectra, 
he  submitted  them  to  ocular  inspection,  by  receiving  the  invisible 
rays  upon  a fluorescent  screen. 

He  found  that  the  vegetable  alkaloids  and  the  glucosides  are, 
almost  without  exception,  intensely  opaque  for  a portion  of  the 
invisible  rays,  absorbing  them  with  an  energy  comparable,  for  the 
most  part,  to  that  with  which  colouring  matters,  such  as  indigo  or 
madder,  absorb  the  visible  rays.  The  mode  of  absorption  is  also 
generally  highly  characteristic  of  each  compound,  and  frequently 
very  different  in  the  same  body,  according  as  it  is  examined  in 
an  acid  or  an  alkaline  solution.  In  the  examination,  a small  cell, 
with  parallel  faces  of  quartz,  or  sometimes  a wedge-shaped  vessel, 
with  its  inclined  faces  also  of  quartz,  was  employed.  The  cell 
being  filled  with  the  solvent,  water,  dilute  acid,  dilute  ammonia, 
or  alcohol,  &c.,  a minute  quantity  of  the  substance  under  trial  is 
introduced,  and  the  absorptive  effects  exerted  are  watched  as  the 
substance  gradually  undergoes  solution.  Fig.  ill,  on  the  fol- 
lowing page,  is  taken  from  Stokes’s  paper.  The  bold  lines  of 
aluminum,  zinc,  and  cadmium,  are  given  as  points  of  reference ; 
the  border  on  the  left  is  the  limit  of  the  red  light  visible  on  the 
screen.  The  dotted  line  in  the  figure  for  sesculin  denotes  the 
commencement  of  the  fluorescence,  which  is  situated  near  the 
line  g of  the  solar  spectrum,  the  luminous  portion  of  which  does 
not  extend  beyond  the  termination  of  the  first  portion  of  the 
spectrum  of  piperine.  Stokes  remarks  that  in  the  figure  the 
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shading  merely  represents  the  general  effect,  the  gradation  of 
illumination  not  having  been  registered ; and  although  the  central 


Fig.  iii. 


Strychnia, 
dilute  H»S04. 

Brucia, 
dilute  I^SO^. 

Morphia, 
dilute  H;S04. 

Codeia, 
dilute  H2S04. 

Narco  tine, 
dilute  H2S04. 

Narceia, 
dilute  H;S04. 

Papaverine, 
dilute  H2S04. 

Caffein, 
dilute  H;S04. 

Corydalin, 
dilute  H2S04. 

Piperine,  alcohol. 

iEsculin, 
dilute  ammonia, 

Phloridzin, 
dilute  ammonia. 

Phloridzin, 
dilute  H2S04. 

Salicin,  water. 


Arbutin,  water. 


parts  of  the  maxima  of  transparency  are  left  white,  in  reality 
there  is  almost  always  some  absorption.  The  effect  of  acids  and 
alkalies  on  the  glucosides  presents  one  uniform  feature : when  a 
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previously  neutral  solution  is  rendered  alkaline,  tlie  absorption 
begins  somewhat  earlier,  when  rendered  acid  somewhat  later,  than 
in  a neutral  solution. 

(137  q)  Photographic  Spectra  of  the  Elements. — Equally  inte- 
resting are  the  results  obtained  by  examining  the  spectra  pro- 
duced by  varying  the  nature  of  the  metallic  electrodes  employed 
as  terminals  to  the  secondary  wires  of  the  induction-coil. 
Wheatstone  showed  many  years  ago  that  the  visible  spectrum  of 
each  metal  is  perfectly  characteristic  when  electro-magnetic  sparks 
are  transmitted  between  two  surfaces  of  the  metal ; and  I have 
found  that  the  same  thing  is  equally  true  of  the  invisible  portion 
of  the  spectrum. 

Even  the  various  gaseous  media  become  so  intensely  heated 
by  the  passage  of  the  electric  spark,  that  they  furnish  photographic 
spectra,  each  of  which  is  characteristic  of  the  body  which  occasions 
it,  and  when  the  electric  discharge  of  the  secondary  coil  becomes 
intensified  by  use  of  the  Leyden  jar,  the  sparks  not  only  produce 
the  spectra  due  to  the  metals,  but  to  the  gaseous  medium  in  which 
the  electrodes  are  immersed ; so  that  a mixed  spectrum  is  the 
result.  The  spectra  produced  by  the  metals  are  characterized  by 
bands  of  which  the  extremities  only  are  visible ; whilst  the  gaseous 
spectra  yield  continuous  lines  which  traverse  the  whole  width  of 
the  spectrum.  When  a compound  gas  is  made  the  medium  of  the 
electric  discharge,  the  spectra  produced  are  those  of  the  elemen- 
tary components  of  the  gas.  It  seems  as  though  at  these  intense 
temperatures  chemical  combinations  were  impossible ; and  at 
temperatures  as  intense  as  those  obtained  in  the  voltaic  arc,  oxygen 
and  hydrogen,  chlorine  and  the  metals  probably  all  coexist  in  a 
separate  form,  though  mechanically  intermingled. 

The  spectrum  produced  by  the  ignition  of  a solid  or  a liquid 
always  yields  a continuous  band  of  light,  containing  rays  of  all 
degrees  of  refrangibility  ; but  the  same  body,  when  converted  into 
vapour,  produces  a spectrum  consisting  of  a series  of  bright  bands 
of  particular  colours,  separated  from  each  other  by  intervals  more 
or  less  completely  dark,  coloured  gaseous  bodies  emitting  rays  of 
certain  definite  refrangibilities  only  (109). 

From  the  striped  character  of  the  photographic  spectra,  it  is 
obvious  that  the  vibrations  are  emitted  from  the  different  metals 
in  the  form  of  vapour,  and  not  merely  in  that  of  detached  particles 
projected  from  the  electrodes  by  disruptive  discharge. 

This  observation  may  give  some  idea  of  the  intensely  high 
temperature  attained  by  the  spark ; since  it  is  observed  that  the 
higher  the  temperature,  the  more  refrangible  are  the  vibrations. 
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We  are,  indeed,  furnished  in  this  case  with  a rude,  but  still,  under 
the  circumstances,  with  a valuable  pyrometric  means  of  estimating 
these  exalted  temperatures. 

Fig.  i 12. 


Fig.  1 1 2 exhibits  a few  of  the  spectra  of  the  metals  obtained 
by  the  secondary  spark,  contrasted  with  the  solar  spectrum  trans- 
mitted through  the  same  lens  and  prism  under  similar  circum- 
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stances  : the  spectra  of  oxygen,  nitrogen,  chlorine,  and  carbonic 
anhydride,  produced  by  sparks  between  platinum  points,  are 
also  given  in  fig.  113.  Platinum  has  but  a feeble  spectrum 
of  its  own ; and  it  does  not  appear  in  the  spectra  given  in  this 
figure. 

Pig.  1 13. 
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(127  r)  Extinction  of  Chemical  Rays. — Bunsen  and  Roscoe 
(Phil.  Trans.  1857,  601)  have  made  experiments  on  the  absorbent 
power  of  chlorine  upon  the  chemical  rays  which  affect  the  com- 
bination of  a mixture  of  chlorine  and  hydrogen.  They  find  that 
when  light  passes  through  a medium  in  which  it  excites  chemical 
action,  a quantity  of  light  is  absorbed  proportional  to  the  chemical 
effect  produced.  For  instance,  the  chemical  power  of  the  light  of 
a coal-gas  flame  of  a certain  intensity,  measured  by  its  activity  in 
producing  the  combination  of  chlorine  with  hydrogen,  was  found 
to  be  reduced  to  one-tenth  when  transmitted  through  a column  of 
chlorine  6' 82 2 inches  in  depth  ; if  the  chlorine  were  diluted  with 
an  equal  volume  of  air,  the  length  of  the  column  required  to  pro- 
duce a similar  absorption  was  exactly  double,  or  1^6^^  inches. 
But  when  a mixture  of  equal  volumes  of  chlorine  and  hydrogen 
was  used,  the  depth  of  the  mixture  which  was  required  to  reduce 
the  chemical  effect  of  the  light  to  one-tenth  of  its  original  intensity 
was  only  9^212  inches:  hence  it  appears  that  a certain  quantity 
of  the  active  rays  are  absorbed  during  the  production  of  a given 
chemical  effect. 
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With  light  from  different  sources,  analogous  results  were  ob- 
tained, but  the  amount  absorbed  was  found  to  vary  with  the  source 
of  the  light.  For  instance,  the  diffused  zenith  light  of  a cloudless 
sky  in  the  morning  was  reduced  to  one-tenth  of  its  intensity  by 
transmission  through  i'794  inches  of  chlorine,  and  through  2*894 
inches  of  a mixture  of  chlorine  and  hydrogen  ; the  absorbent  action 
of  chlorine  upon  the  chemical  rays  of  diffused  daylight  being 
much  more  energetic  than  on  those  emitted  by  burning  coal-gas. 
Observations  made  with  evening  light  showed  that  a depth  of  0*77 6 
inch  of  chlorine  was  sufficient  to  reduce  the  chemical  power  to 
one-tenth  of  that  possessed  by  the  incident  light.  The  relative 
thickness  of  the  stratum  of  chlorine  required  to  produce  an  equal 
reduction  in  the  chemical  power  of  the  incident  light  was  therefore 
the  following : — 

Inches. 


A flame  of  coal-gas 6*822 

Reflected  zenith  light  (morning) r'794 

Reflected  zenith  light  (evening) 0*7  76 


(127  s)  It  was  stated  more  than  60  years  ago  by  Ritter,  and 
the  observation  has  been  confirmed  and  extended  by  Sir  J. 
Herschel,  that  the  two  ends  of  the  spectrum  produce  opposite 
chemical  effects,  though  the  violet  extremity  appears  greatly  to 
predominate  in  power.  If,  for  example,  paper  soaked  in  argentic 
nitrate  be  partially  blackened  by  exposure  to  diffused  daylight,  and 
then  submitted  to  the  action  of  the  solar  spectrum,  the  portion 
upon  which  the  violet  end  falls  speedily  becomes  much  darker, 
while  the  portion  beneath  the  red  rays  assumes  a brick-red  hue. 
If  the  spectrum  be  thrown  upon  white  paper  coated  with  argentic 
nitrate,  and  diffused  daylight  be  allowed  at  the  same  time  to  fall 
upon  it,  the  spot  where  the  red  rays  fall  retains  its  whiteness, 
■while  the  rest  of  the  paper  speedily  darkens.  It  thus  appears, 
that  by  combining  the  influence  of  two  rays  of  different  refran- 
gibilities,  effects  are  producible  which  cannot  be  obtained  by  cither 
ray  separately. 

Paper  soaked  with  argentic  nitrate  and  blackened  by  the  action  of  light,  if 
washed  over  with  a solution  of  potassic  iodide,  becomes  gradually  bleached  when 
exposed  to  diffused  daylight.  If  the  solar  spectrum  be  allowed  to  fall  upon  paper 
thus  prepared,  whilst  moist,  and  before  it  has  become  bleached,  the  part  beneath 
the  violet  end  is  quickly  bleached ; but  this  effect  is  hounded  by  a sharp  border 
in  the  yellow,  while  the  paper  under  the  red  end  becomes  darker.  The  phenomena 
of  phosphorescence  also  exhibit  similar  opposition  in  the  effects  produced  by  the 
opposed  extremities  of  the  spectrum  (112). 

Claudet  {Phil.  Trans.  1847,  256)  found  that  an  iodized  Daguerreotype 
plate,  when  submitted  in  the  focus  of  a camera  to  the  red. image  of  the  sun  as 
seen  through  a London  fog,  became  subsequently  whitened  on  exposure  to  the 
vapour  of  mercury,  in  all  parts  except  in  the  track  traversed  by  the  image  of  the 
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sun — this  portion  continued  to  be  perfectly  black.  In  another  experiment,  a 
plate  was  covered  with  black  lace,  and  exposed  to  diffused  daylight ; after  a few 
minutes’  exposure,  the  lace  was  removed,  one  half  of  the  plate  was  then  covered 
with  an  opaque  screen,  the  other  half  with  a red  glass,  and  the  exposure  was  con- 
tinued for  a short  time : in  the  mercury  box  the  red  half  continued  to  be  black, 
■whilst  on  the  other  portion  the  image  of  the  lace  was  distinctly  traced.  The 
photographic  effect  at  first  produced  over  the  whole  plate  had  in  fact  been 
neutralized  by  the  red  glass.*  A pleasing  variation  of  the  last  experiment  was 
made  by  exposing  an  iodized  plate  to  diffused  daylight,  then  covering  it  with  a 
piece  of  black  lace,  and  screening  it  with  a red  glass  ; a negative  picture  was  now 
developed  in  the  mercury  box,  the  red  glass  having  destroyed  all  photographic  action 
except  on  those  parts  screened  by  the  lace.  Orange  and  yellow  glasses  give 
similar  results.  After  exposing  a plate  to  daylight,  and  then  submitting  it  to  the 
action  of  red  glass,  it  again  becomes  sensitive  to  light,  so  that,  as  Claudet  ob- 
serves, it  is  no  longer  needful  to  prepare  the  plates  in  a dark  chamber,  since,  if 
placed  beneath  a covering  of  red  glass,  they  are  always  ready  for  immediate  use 
— even  though  subsequently  to  their  preparation  they  may  have  been  for  some 
time  exposed  to  solar  light. 

But  though  the  red  and  yellow  glass  have  the  power  of  completely  counter- 
acting the  effect  of  the  radiation  of  the  more  refrangible  rays,  they  have  a pecu- 
liar effect  of  their  own.  The  neutralizing  power  of  the  red  ray  is  exerted  more 
slowly  than  the  photographic  effect  of  the  white  light,  nearly  in  the  proportion 
of  ioo  to  i ; that  of  the  yellow  ray  was  found  to  be  about  that  of  io  to  i. 

From  the  foregoing  remarks,  it  is  evident  that  the  colour  of  objects  must 
exert  a material  influence  upon  the  nature  of  the  photographic  image  produced. 
Reds  and  yellows,  from  the  want  of  chemical  energy  in  the  less  refrangible  por- 
tion of  the  spectrum,  will  be  characterized  by  absence  of  photographic  action  in 
the  image,  and  will  be  represented  by  black  spots,  which  often  produce  singular 
disfigurement  in  portraits.  Yellow  freckles,  for  instance,  on  the  skin  of  the  face, 
are  accurately  copied,  but  are  depicted  in  the  portrait  as  black  spots.  Much 
judgment  and  knowledge  are  therefore  required  in  selecting  a dress  of  a colour 
which  is  adapted  to  produce  a suitable  depth  and  contrast  of  tint  in  the  photograph. 

(127  t)  Action  of  the  Solar  Spectrum  on  Vegetable  Colours. — 
This  subject  has  been  particularly  examined  by  Ilerschel  (Phil. 
Trans.  1842,  188).  White  paper  coloured  with  various  vege- 
table juices  was  subjected  by  him  to  the  influence  of  the  pris- 
matic spectrum,  and  in  some  cases  these  papers  were  washed  over 
with  solutions  of  metallic  salts.  The  following  are  the  most  im- 
portant general  conclusions  which  may  be  drawn  from  these 
experiments: — 1.  That  the  action  of  light  is  in  almost  all  cases 
of  a nature  to  obliterate  the  colour ; or  if  it  does  not  entirely  bleach 
it,  a faint  residual  tint  is  left,  upon  which  it  has  little  further  action. 
The  older  the  paper  or  the  tincture,  the  more  decided  is  this  re- 
sidual tint,  which  is  probably  the  result  of  an  oxidizing  action  upon 
the  colouring  material,  independent  of  the  action  of  light.  2.  The 


* It  must  be  borne  in  mind  that  all  results  obtained  by  coloured  media 
are  liable  to  ambiguity,  for  it  seldom  happens  that  the  light  transmitted  through 
them  is  homogeneous  (105);  the  effects  are  liable  to  become  complicated  from 
the  intermixture  of  results  produced  by  rays  from  different  parts  of  the  spectrum. 
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action  is  confined  to  luminous  rays  of  the  spectrum — offering  in 
this  respect  a marked  difference  between  these  actions  and  those 
produced  upon  the  metallic  compounds.  3.  The  rays  which  are 
most  effective  in  destroying  a given  tint  are  in  many  cases  those 
which  are  complementary  (105)  to  the  tint  destroyed.  Orange- 
yellows,  for  instance,  are  bleached  most  powerfully  by  the  blue 
rays : blues  by  the  red,  orange,  and  yellow  rays ; and  purples  and 
pinks  by  the  yellow  and  green  rays. 


CHAPTER  Y. 

HEAT. 

§ I.  Expansion. — Measurement  of  Temperature. — § II.  Means  of 
maintaining  Equilibrium  of  Temperature. — § III.  Specific 
Heat , Latent  Heat. — § IY.  Heat  of  Combination. 

(128)  General  Effects  of  Heat. — Upon  the  due  understanding 
of  the  principles  and  applications  of  heat,  much  of  the  successful 
prosecution  of  chemical  research  depends.  There  is  scarcely  a che- 
mical operation  in  which  heat  is  not  either  emitted,  absorbed,  or 
purposely  applied  to  produce  the  requii’ed  result.  Heat  in  one  mode 
of  its  manifestation  presents  the  closest  analogy  with  light,  which 
it  very  generally  accompanies.  In  this  condition  it  is  known  as 
radiant  heat ; and  it  is  in  this  form  that  the  main  supply  of  heat 
is  transmitted  from  the  sun  to  the  surface  of  the  earth. 

It  is,  however,  after  heat  has  fallen  upon  the  surface  of  an 
object  and  has  become  absorbed,  that  its  most  important  effects 
are  manifested.  It  is  only  then  that  the  sensation  of  warmth  is 
experienced ; then  it  is  that  expansion  takes  place  in  the  heated 
body ; and  it  is  then  only  that  the  phenomena  of  liquefaction  or  of 
evaporation  may  ensue.  Heat  may  also,  after  its  absorption,  be 
again  transmitted  from  the  heated  body,  by  secondary  radiation,  to 
other  objects  around,  or  it  can  be  propagated  more  slowly  by  con- 
duction from  particle  to  particle  through  the  mass. 

Other  most  important  effects  of  heat  are  seen  in  the  change 
of  state  in  bodies  from  the  solid  to  the  liquid  and  from  the  liquid 
to  the  gaseous  condition.  Whenever  a solid  becomes  liquid,  or  a 
liquid  becomes  converted  into  vapour,  the  change  is  attended  with 
the  disappearance  of  a quantity  of  heat,  which  is  perfectly  defi- 
nite ; for  instance,  a pound  of  ice  in  undergoing  liquefaction 
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always  requires  a uniform  quantity  of  lieat  to  produce  this  effect ; 
the  water  obtained  appears  to  be  no  warmer  than  the  ice ; but 
the  heat,  though  it  for  a time  ceases  to  affect  the  senses,  is  not 
lost,  for  it  reappears  when  the  water  passes  back  into  the  state 
of  ice.  The  heat  which  disappears  in  liquefaction  is  said  to  have 
become  latent ; and  it  again  becomes  sensible  as  the  solid  condi- 
tion is  resumed.  Finally,  it  is  found  that  the  quantity  of  heat 
produced  by  the  chemical  actions  of  definite  amounts  of  matter 
upon  each  other  is  definite,  whether  the  chemical  action  occur 
rapidly  or  slowly. 

In  considering  the  relations  of  heat,  the  subject  may  therefore 
naturally  be  subdivided  into  four  sections  : — 

The  first  of  these  embraces  the  phenomena  of  expansion,  and 
their  application  to  the  measurement  of  temperature,  including  the 
principle  of  the  thermometer  and  the  pyrometer  : the  second  refers 
to  the  modes  in  which  the  equilibrium  of  temperature  is  sustained 
or  restored — viz.,  by  conduction,  by  convection,  and  by  radiation  : 
the  third  relates  to  heat  of  fluidity  and  vaporization,  including  the 
processes  of  congelation  and  liquefaction,  and  those  of  ebullition 
and  evaporation,  as  well  as  the  phenomena  of  specific  heat : whilst 
the  fourth  embraces  heat  of  combination,  or  the  quantitative  esti- 
mation of  the  heat  evolved  by  chemical  action. 

Before  passing  to  the  immediate  consideration  of  these  subjects, 
it  will  be  advantageous  to  review  briefly  the  principal  means  at 
our  command  for  procuring  a supply  of  heat,  by  artificial  means. 

(129)  Sources  of  Heat. — 1.  The  sun  obviously  affords  the 
main  supply  of  warmth  to  the  globe.  It  may  furnish  some  aid 
towards  a conception  of  the  enormous  amount  of  heat  continually 
emanating  from  the  sun,  when  we  state  that,  calculating  from  the 
mean  distance  of  the  earth  from  the  sun,  and  from  the  area  which 
the  earth  exposes  to  the  solar  rays,  the  quantity  of  heat  which  reaches 
the  earth  is  not  at  any  given  moment  more  than  the  two  thousand 
three  hundred  and  eighty  millionth  part  of  that  emanating  from 
the  sun. 

2.  There  are,  however,  many  other  sources  whence  heat  may 
be  procured.  Friction  is  one  of  them.  It  is  remarkable  that  the 
supply  of  heat  from  this  source  is  apparently  unlimited.  Some 
savage  nations  employ  the  friction  of  two  pieces  of  dry  wood  as  a 
means  of  obtaining  fire  ; and  it  is  known  among  ourselves  that  the 
axles  of  wheels  and  other  parts  of  machinery  exposed  to  rapid 
motion  combined  with  pressure, are  liable  to  become  so  much  heated 
as  to  char  or  ignite  the  woodwork  in  their  immediate  vicinity. 

In  order  to  obtain  some  idea  of  the  amount  of  heat  produced  by  friction, 
1 R 
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the  following  experiments  were  instituted  by  Rumford  [Phil.  Trans,  r 798,  p.  80) : 
— A brass  cannon,  weighing  113  lb.,  was  made  to  revolve  horizontally  with  a 
pressure  of  about  10,000  lb.  against  a blunt  steel  borer,  at  the  rate  of  32  revo- 
lutions per  minute  ; in  half  an  hour  the  temperature  of  the  metal  had  risen  from 
13°  C.  to  350 ; this  heat  would  have  been  sufficient  to  have  raised  5 lb.  of 
water  from  0°  to  ioo°  C.  The  experiment  was  subsequently  varied  by  placing 
the  cannon  in  a vessel  of  water,  and  friction  was  again  applied : in  this  case, 
1 8 J lb.  of  water  at  150  C.  were  actually  made  to  boil  in  two  hours  and  a half. 
The  heat  thus  obtained  was  calculated  by  Rumford  to  be  somewhat  greater  than 
that  given  out  during  the  same  period  by  the  burning  of  nine  wax  candles 
each  inch  in  diameter. 

One  of  the  most  remarkable  proofs  of  the  extrication  of  heat 
by  friction  was  afforded  in  an  experiment  by  Davy,  in  which  two 
pieces  of  ice,  made  to  rub  against  each  other  in  vacuo,  at  a tem- 
perature below  o°  C.,  were  melted  by  the  heat  developed  at  the 
surfaces  of  contact. 


The  experiments  of  Joule  {Phil.  Trans.  1850,  p.  61)  appear 
to  show  that  the  actual  quantity  of  heat  developed  by  friction  is 
dependent  simply  upon  the  amount  of  force  expended,  without 
regard  to  the  nature  of  the  substances  rubbed  together.  He  found, 
as  a mean  of  forty  closely  concordant  experiments,  that  when  water 
was  agitated  by  means  of  a horizontal  brass  paddle-wheel,  made  to 
revolve  by  the  descent  of  a known  weight,  the  temperature  of  1 lb. 
of  water  was  raised  i°  F.  by  the  expenditure  of  an  amount  of  force 
sufficient  to  raise  772  lb.  to  the  height  of  1 foot.  "When  cast- 
iron  was  rubbed  against  iron,  the  force  required  to  raise  1 lb.  of 
water  i°  F.  was  found,  as  a mean  of  twenty  experiments,  to  be 
about  775  lb. ; and  by  the  agitation  of  mercury  by  means  of  an 
iron  paddle-wheel  it  was  found  to  be  7741b. 


The  conclusion  drawn  from  these  experiments  was 
— that  the  quantity  of  heat  capable  of  raising  the 
temperature  of  1 lb.  of  water  (between  550  and  6o°) 
by  i°  F.  requires  for  its  evolution  the  expenditure  of 
a mechanical  force  adequate  to  lift  772  lb.  i foot. 
This  may  be  expressed  in  terms  of  the  metrical  system 
as  follows : — A unit  of  heat,  or  the  heat  capable  of 
raising  1 gramme  of  water  i°  C.,  is  equivalent  to  a 
force  which  M ould  lift  423 '55  grammes  through  a 
height  of  1 metre. 

The  apparatus  employed  in  the  determination  of  the  amount 
of  heat  given  out  during  the  friction  of  water  consisted  of  a brass 
paddle-wheel  furnished  with  eight  sets  of  vanes,  revolving  be- 
tween four  sets  of  stationary  vanes.  Fig.  1 14,  No.  1 shows  a 
vertical  section  of  the  paddle,  and  No.  2 a transverse  section  of 
the  vessel  and  paddle.  This  paddle  was  fitted  securely  into  a 
copper  vessel,  c,  fig.  113,  provided  with  a lid  in  which  were  two 
apertures,  one  allowing  the  passage  of  the  axis  without  actual 
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contact  with  it,  the  other,  t,  for  the  insertion  of  a thermometer  graduated  to 
hundredths  of  a degree  F.  A weighed  quantity  of  water  was  introduced  into  the 
vessel,  or  calorimeter,  c,  and  its  temperature  ascertained  with  minute  precision. 
The  amount  of  heat  produced  was  ascertained  by  again  observing  the  tempe- 
rature of  the  water  in  c,  with  the  same  precision,  at  the  close  of  each  experiment. 
In  order  to  prevent  loss  of  heat  by  conduction,  the  vessel  was  supported  upon  a 


Fig.  i 15. 


wooden  stool,  and  connected  by  a piece  of  boxwood,  b,  with  the  apparatus  for 
producing  rotation.  Motion  was  given  to  the  axis  by  the  descent  of  two  leaden 
weights,  one  of  which  is  shown  at  w,  tig.  1 15.  These  weights  were  suspended 
by  strings  over  two  wooden  pulleys,  one  of  which  is  shown  at  p,  resting  on 
friction  rollers,  f f and  the  pulleys  were  connected  by  fine  twine  with  the 
roller  r,  which,  by  means  of  a pin,  could  be  readily  connected  with,  or  detached 
from,  the  calorimeter,  c.  The  descent  of  the  weights  was  measured  on  the 
scale,  s. 

A similar,  but  smaller  apparatus,  made  of  iron  instead  of  brass,  with  six 
rotatory  and  eight  stationary  vanes,  was  used  for  measuring  the  heat  produced 
by  the  friction  of  mercury.  The  apparatus  for  measuring  the  heat  produced  by 
the  friction  of  solids,  consisted  of  a vertical  axis  carrying  a bevelled  cast-iron 
wheel,  against  which  a stationary  bevelled  wheel  was  pressed  by  a leyer:  the 
wheels  were  enclosed  in  a cast-iron  vessel  filled  with  mercury. 

The  rise  of  temperature  in  each  experiment  amounted  in  the  case  of  water  to 
about  o°'3 1 3 C.,  or  o0<563  F.  In  the  case  of  mercury,  the  mean  rise  during  each 
experiment  in  one  series  was  i°'339  C.,  or  2°'\i  F.,  and  in  case  of  cast-iron  it 
was  2°'39  C.,  or  4°'3  F. 

3.  Percussion,  which  is  a combination  of  friction  and  compres- 
sion, is  a method  of  eliciting  heat  which  is  frequently  practised,  as 
is  seen  in  the  use  of  the  common  steel  and  flint,  where  the  com- 
pression extricates  heat  enough  to  set  fire  to  the  detached  portions 
of  steel.  In  firing  iron  shot  against  an  iron  target,  as  in  the 
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artillery  trials  at  Shoeburyness,  a sheet  of  flame  is  commonly  seen 
at  the  moment  of  the  collision,  owing  to  the  arrest  of  motion  in 
the  projectile,  and  its  manifestation  in  the  form  of  heat.  Mr. 
Whitworth  has  indeed  employed  iron  shells  which  are  exploded 
simply  by  the  heat  developed  by  the  concussion  on  striking  the 
surface  of  the  iron  target.  It  is  a practice  not  uncommon  among 
blacksmiths,  to  show  their  agility  and  dexterity  by  hammering  a 
piece  of  cold  iron  on  the  anvil  until  it  becomes  red-hot  from  the 
heat  extricated  by  compression.  It  is,  however,  remarkable  that 
iron  once  treated  in  this  way  cannot  again  be  made  red-hot  by 
hammering  unless  it  has  been  subsequently  heated  in  the  forge. 
Many  other  similar  instances  might  be  adduced ; in  the  rolling  of 
brass  and  of  copper,  for  example,  the  bars,  as  they  issue  from  the 
rollers,  between  which  they  have  been  subjected  to  enormous 
pressure,  become  much  heated,  although  they  were  quite  cold  when 
they  entered  the  rolling  mill. 

4.  Another  source  usually  resorted  to  for  procuring  heat  arti- 
ficially is  chemical  action.  Whenever  this  occurs  with  high  in- 
tensity, heat  is  evolved,  and  it  is  very  generally  accompanied  by 
extrication  of  light,  of  which  a common  fire  affords  the  best  prac- 
tical illustration.  The  chemical  actions  which  are  constantly  going 
on  in  living  animals  are  also  never-ceasing  sources  of  a regulated 
emission  of  heat,  and  they  differ  only  from  those  of  the  furnace  in 
the  more  moderate  and  subdued  amount  of  heat  emitted  in  a given 
time  and  in  a given  space.  The  quantity  of  heat  emitted  by  the 
combination  of  definite  weights  of  the  bodies  which  unite  is  per- 
fectly definite  in  amount.  (199  et  seq.) 

5.  Accumulated  electricity  is  another  source  of  intense  heat. 

6.  In  addition  to  the  above-mentioned  sources  of  heat,  Pouillet 
{Ann.  de  Chimie,  II.  xx.  141)  has  shown  that  the  simple  act  of 
moistening  any  dry  substance  is  attended  with  slight  yet  constant 
disengagement  of  heat.  With  bodies  of  mineral  origin,  when 
reduced  to  a fine  powder  with  a view  of  increasing  the  extent  of 
surface,  the  rise  of  temperature  does  not  exceed  from  o0-3  to 
i°  C.;  but  with  some  vegetable  and  animal  substances,  such  as 
cotton,  thread,  hair,  wool,  ivory,  and  well-dried  paper,  a rise  of 
temperature  varying  from  i°  to  even  6°  C.  has  been  observed. 

7.  Besides  these  sources  of  heat  there  can  be  no  doubt  of  the 
existence  of  a nucleus  of  intensely  heated  matter  within  the  body 
of  the  earth  itself,  although  it  has  no  sensible  effect  upon  the 
superficial  temperature  of  the  globe.  If  a thermometer  be  buried 
from  10  to  12  metres  beneath  the  surface,  it  is  found  to  undergo 
no  change  with  the  alternations  of  the  seasons,  but  on  proceeding 
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to  greater  depths  the  thermometer  is  found  to  rise  progressively, 
though  not  quite  uniformly  at  all  places.  If  it  be  assumed  that 
on  the  average  this  increase  of  temperature  is  i°  C.  for  every 
27 '4  metres  of  descent,*  and  if  this  rate  of  progression  be 
continued  uniformly  as  the  depth  increases,  it  would  be  at  the  rate 
of  550  C.  or  ioo°  F.  per  mile  ; so  that  at  a depth  of  a mile  and  a half 
the  temperature  would  be  as  high  as  that  of  boiling  water,  and  at 
the  depth  of  40  miles,  a temperature  of  2204°  C.  (4000°  F.)  would 
be  attained,  considerably  beyond  the  melting  point  of  cast-iron  or 
even  of  platinum.  The  existence  of  this  central  heat,  which  rises 
to  a degree  sufficiently  high  to  fuse  the  rocky  constituents  of  the 
earth's  crust,  is  abundantly  manifested  in  the  torrents  of  melted 
lava  which  are  from  time  to  time  poured  forth  in  volcanic 
eruptions ; and  the  occurrence,  at  great  depths,  of  rocks  which 
bear  evident  marks  of  igneous  action,  attests  the  high  tempera- 
ture of  the  interior  of  the  earth.  This  central  heat  is  prevented 
from  reaching  the  surface  by  the  low  conducting  power  of  the 
envelope  composing  the  strata  upon  the  surface. 

(130)  Nature  of  Heat — Mechanical  Theory  of  Heat. — Two 
principal  dews  of  the  nature  of  heat  have  been  entertained  since 
experimental  science  has  been  actively  cultivated.  One  of  these 
views,  which  is  supported  chiefly  by  the  phenomena  of  latent  heat 
and  chemical  combination,  regards  heat  as  an  extremely  subtle 
material  agent,  the  particles  of  which  are  endowed  with  high  self- 
repulsion, are  attracted  by  matter,  but  are  not  influenced  by 
gravity.  On  the  other  theory  heat  is  supposed  to  be  the  result 
of  molecular  motions  or  vibrations. 

The  latter  view  was  powerfully  advocated  by  Count  Rumford, 
and  by  Davy,  who,  in  the  early  part  of  the  present  century,  insti- 
tuted an  important  series  of  experiments  upon  the  production  of 
heat  by  friction.  Many  philosophers  were  subsequently  induced 
to  adopt  the  theory  of  the  vibratory  nature  of  heat  as  maintained 
by  these  eminent  men.  The  opinions  of  Davy  upon  this  subject 
are  thus  stated  by  him  in  his  treatise  on  Chemical  Philosophy,  p.  95. 
“ It  seems  possible  to  account  for  all  the  phenomena  of  heat,  it  it 
be  supposed  that  in  solids  the  particles  are  in  a constant  state  of 
vibratory  motion,  the  particles  of  the  hottest  bodies  moving  with 
the  greatest  velocity,  and  through  the  greatest  space  ; that  in  fluids 

* Cordier  considers  i°  C.  in  25  metres,  or  i°  F.  in  45  feet,  not  too  high  an 
estimate.  The  increase  of  temperature  in  six  of  the  deepest  mines  of  Northum- 
berland and  Durham  is  i°  F.  for  44  feet ; in  the  Saxon  argentiferous  lead  mines,  it 
was  found  to  be  1 in  60  feet,  and  the  same  increase  of  temperature  was  observed 
in  boring  the  well  of  Grenelle  at  Paris. — (Lyell,  Princ.  Oeol.  7th  ed.  p.  514.) 


246 


THEORIES  OF  THE  NATURE  OF  HEAT. 


and  elastic  fluids,  besides  the  vibratory  motion,  which  must  be  con- 
ceived greatest  in  the  last,  the  particles  have  a motion  round  their 
own  axes,  with  different  velocities,  the  particles  of  elastic  fluids 
moving  with  the  greatest  quickness;  and  that  in  etherial  substances 
the  particles  move  round  their  own  axes,  and  separate  from  each 
other,  penetrating  in  right  lines  through  space.  Temperature  may 
be  conceived  to  depend  upon  the  velocities  of  the  vibrations ; in- 
crease of  capacity,  on  the  motion  being  performed  in  greater  space ; 
and  the  diminution  of  temperature  during  the  conversion  of  solids 
into  fluids  or  gasses,  may  be  explained  on  the  idea  of  the  loss  of 
vibratory  motion,  in  consequence  of  the  revolution  of  particles 
round  their  axes,  at  the  moment  when  the  body  becomes  fluid  or 
aeriform,  or  from  the  loss  of  rapidity  of  vibration  in  consequence 
of  the  motion  of  the  particles  through  greater  space.” 

The  experiments  of  Joule  on  the  definite  amount  of  heat  de- 
veloped by  friction  {Phil.  Trans.  1850)  have  recalled  the  attention 
of  philosophers  to  these  Adews  ; and  the  mathematical  theory  of  heat 
propounded  by  S.  Carnot,  in  accordance  with  them,  has  undergone 
recent  revision, particularly  by  Clausius,  Rankine,  and  TV. Thomson, 
in  consequence  of  which  the  hypothesis  involved  in  the  term  the 
mechanical  theory  of  heat  has  been  favourably  received.  Upon 
this  view,  although  the  ideas  of  Draw  quoted  above  have  been 
adopted  Avith  extensions  and  modifications  by  some  "writers,  it  is 
not  necessary  to  assume  the  particular  kind  of  motion  in  the  in- 
terior of  bodies  which  may  be  conceded  to  be  the  cause  of  the 
peculiar  phenomena  of  heat,  but  only  to  suppose  that  a motion  of 
the  particles  exists,  and  that  the  heat  is  a measure  of  the  vis  viva 
of  this  motion.  The  important  principle  of  the  theory  is  this  : — 
In  all  cases  inhere  mechanical  effect  is  produced  by  heat,  a quantity 
of  heat  is  used  up,  proportional  to  the  mechanical  effect  produced : 
and,  conversely,  the  same  quantity  of  heat  can  be  again  generated 
by  the  expenditure  of  just  so  much  mechanical  effect. 

Tyndall,  in  his  work  on  Heat  considered  as  a Mode  of  Motion, 
has  applied  the  mechanical  theory  of  heat  to  the  explanation  of 
many  of  its  phenomena  with  great  ingenuity  and  clearness.  The 
chemical  considerations,  which,  are  indeed  the  most  difficult  to  re- 
concile with  this  theory,  are,  however,  only  incidentally  touched 
upon  by  him.  A simple  ArieAV  of  the  mathematical  considerations 
involved  is  given  by  15.  Stewart  in  his  Elementary  Treatise  on  Heat. 

§ I.  Expansion — measurement  of  teaipebature. 

(13 1)  Difference  between  Heal  and  Temperature. — The  effect 
of  a hot  or  of  a cold  substance  upon  our  sensations  enables  us  to 
distinguish  the  one  from  the  other;  but  the  impression  thus  produced 
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is  only  comparative,  and  affords  no  exact  criterion  of  tlie  amount 
of  heat,  the  sensation  produced  being  referable  to  the  temperature 
of  that  part  of  the  body  to  which  the  substance  is  applied  at  the 
particular  moment.  Heat  and  cold  are,  in  fact,  merely  relative 
terms ; cold  implying  not  a negative  quality  antagonistic  to  heat, 
but  simply  the  absence  of  heat  in  a greater  or  less  degree.  It  is 
singular  that  intense  cold  produces  the  same  sensation  as  intense 
heat ; and  a freezing  mixture,  as  well  as  boiling  water,  will  blister 
the  part  to  which  it  is  applied. 

Heat  produces  no  alteration  in  the  weights  of  bodies ; conse- 
quently the  balance  cannot  be  employed  as  a measure  of  its  amount. 
All  bodies,  however,  when  heated,  acquire  an  increase  in  bulk,  and 
return  to  then'  original  dimensions  in  cooling,  and  the  measure  of 
the  amount  of  expansion  is  universally  employed  as  the  measure 
of  temperature. 

It  is  necessary  to  draw  a distinction  between  the  terms  heat 
and  temperature,  which  are  applied  to  indicate  very  different  things. 
By  the  term  heat  is  meant,  in  philosophical  language,  the  power, 
whatever  it  be,  which  excites  in  us  the  sensation  of  Avarmth ; by 
temperature  is  meant  the  energy  with  which  the  heat  in  a body 
tends  to  transfer  itself  to  other  bodies.  In  other  words,  the  tem- 
perature of  a body  is  that  modification  of  heat  which  is  perceptible 
to  the  senses  or  can  be  measured  by  the  thermometer.  If  two  or 
more  masses  of  matter,  of  the  same  or  of  different  kinds,  such  as 
mercury,  oil,  water,  or  spirit  of  wine,  when  brought  into  contact 
with  a thermometer,  cause  the  mercury  which  this  instrument 
contains  to  stand  at  the  same  point,  they  are  said  to  have  the 
same  temperature.  But  the  temperature  of  a body  affords  no  in- 
dication of  the  actual  quantity  of  heat  which  it  contains.  A pint 
of  spring  water  may  raise  a thermometer  to  the  same  degree  as  a 
gallon  of  the  same  water,  though  it  is  obvious  that  the  larger 
quantity  of  the  liquid  contains  the  greater  amount  of  heat.  Again, 
suppose  a thermometer  to  stand  in  water  at  40°  in  one  instance, 
and  at  8o°  in  another,  in  equal  quantities  of  the  liquid ; it  would 
be  a mistake  to  suppose  that  in  the  latter  case  the  water  is  twice 
as  hot  as  in  the  former.  The  zero  of  the  thermometer  scale 
does  not  indicate  the  complete  absence  of  heat,  which  may  be 
abstracted  continuously  from  bodies  even  though  they  may  have 
been  already  cooled  to  o°. 

(132)  Expansion  of  Solids. — Solids,  as  might  be  expected  from 
the  exertion  of  cohesion  among  their  particles,  expand  less  for  equal 
elevations  of  temperature  than  either  liquids  or  gases.  Solids 
generally  expand  uniformly  in  all  directions,  and  on  cooling  return 
to  their  original  shape.  Lead,  however,  is  so  soft  that  its  particles 
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slide  over  each  other  in  the  act  of  expansion,  and  do  not  return  to 
their  original  position.  A leaden  pipe  of  a few  feet  long,  if  used 
for  conveying  steam,  becomes  permanently  lengthened  by  some 
inches  in  a short  time ; and  the  leaden  flooring  of  a sink  which 
often  receives  hot  water  becomes,  in  the  course  of  use,  thrown  up 
into  ridges  and  puckers. 

Mitscherlich  ( Poggendorjfs  Ann.  x.  137)  has  discovered  that  all 
those  crystals  which  possess  a doubly  refracting  action  upon  light, 
expand  unequally  in  different  directions  when  heated.  The  shape 
of  a crystal  of  calcareous  spar,  for  instance,  is  slightly  altered  when 
heated  : the  obtuse  angles  become  more  acute,  and  the  inclination 
of  the  faces  of  the  crystal  to  each  other  becomes  lessened  84-'  by 
an  elevation  of  temperature  from  o°  to  ioo°  C.  The  crystal 
elongates  most  in  the  direction  of  the  optic  axis,  and  indeed  it 
actually  contracts  at  the  same  time  in  directions  at  right  angles 
to  this.  Such  crystals,  however,  form  no  exception  to  the  general 
rule  that  the  bulk  of  bodies  is  increased  by  heat.  It  has  been 
ascertained,  for  instance,  that  a crystal  of  calc-spar  increases  in 
bulk  between  o°  and  ioo°  C.,  to  the  extent  of  1 part  in  510. 

Different  solids  expand  very  unequally  for  equal  additions  of 
heat : zinc,  for  example,  dilates  much  more  than  iron,  and  iron 
more  than  glass.  The  total  expansion  of  a body  may  be  obtained 
very  nearly  by  multiplying  the  linear  expansion  (or  expansion  in 
length)  by  3.  The  following  table  gives  some  measurements  of 
the  expansion  both  in  length  and  in  bulk  which  is  experienced  by 
various  solid  bodies  : — 


Expansion  of  Solids. 


1,000,000  Parts  at 
o°  C.  or  320  F. 

At  loo°  C.  or 
212°  F. 
become. 

Expansion, 

Authority. 

In  Length. 

In  Bulk. 

English  Flint  Glass 
Glass  tube  (French) 

Platinum 

Palladium  

Untempered  Steel  ... 

Antimony  

Iron 

Bismuth 

Gold 

Copper  

Brass  

Silver  

Tin  (East  India)  ... 

Lead 

Zinc 

I '000,8 1 1 
I '000,86 1 
I'000,884 

I 00 1,000 
1-001,079 
1-001,083 

IOOI,l82 
1-001,392 
I '001,466 

I-OOI,7l8 
i -001,866 
1-001,909 
1-001,937 
1-002,848 
1-002,942 

I in  1248 
I in  1 ] 48 
1 in  1131 
1 in  1000 
1 in  926 
1 in  923 
1 in  846 
l in  718 
1 in  682 
1 in  582 
1 in  536 
1 in  524 
1 in  516 
1 in  351 
1 in  340 

I in  416 
1 in  382 
1 in  377 
1 in  333 
1 in  309 
1 in  307 
1 in  282 
1 in  239 
1 in  227 
1 in  194 
1 in  179 
1 in  175 
1 in  172 
1 in  117 
1 in  1 13 

Lav.  & Laplace 
) Dulong 
J and  Petit 
Wollaston 
Lav.  and  Lapl. 
Smeaton 
Dulong  & Petit 
Smeaton 
Lav.  & Lapl. 
Dulong  & Petit 

Lavoisier 

and 

Laplace 

Smeaton 
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The  following  results,  which  were  obtained  by  Daniell,  with 
bars  heated  in  a cylinder  of  baked  black-lead  ware,  and  measured 
by  his  pyrometer  scale  (140),  show  the  expansion  of  certain  solids 
at  high  temperatures.  {Phil.  Trans.  1831,  p.  456.) 

Linear  Expansion  of  Solids. 


1,000,000  Parts  at  i6°C.  or 
62°  F. 

At  ioo°  C.  or 
212°  F. 

At  3$o°  C.  or 
662°  F. 

At  Fusing  Point. 

Black-lead  Ware 

IOOO244 

IOO0703 

Wedgwood  Ware  ... 

IOOO735 

IOO2995 

( 1009926  maximum, 
) but  not  fused. 

Platinum 

IOOO735 

IOO2995 

Iron  (Wrought) 

IOOO984 

IOO4483 

\ 1018378  to  the  fusing 
( point  of  cast-iron. 

Iron  (Cast)  

I 000893 

IOO3943 

1016389 

Gold 

IOOIO25 

IOO4238 

Copper  

IOOI43O 

IO06347 

1024376 

Silver  

IOO1626 

1006886 

1020640 

Zinc 

1002480 

1008527 

1012621 

Lead  

IOO2.423 

1009072 

Tin 

IOOI472 

1003798 

The  addition  of  heat  beyond  a certain  point  overcomes  the 
cohesion  of  the  solid,  and  it  assumes  the  liquid  form.  The  quan- 
tity of  heat  required  to  effect  this  change  varies  greatly  with  the 
nature  of  the  substance,  some  solids  melting  at  a much  lower 
temperature  than  others. 

(133)  Expansion  of  Liquids. — Liquids  expand  proportionately 
much  more  rapidly  than  solids.  They  differ,  also,  in  expansibility 
to  a much  greater  extent : generally  the  most  volatile  are  most 
expansible.  This  is  remarkably  shown  in  the  case  of  the  liquids 
obtained  by  the  condensation  of  the  gases  (196),  which  are  even 
more  rapidly  dilated  by  heat  than  aeriform  bodies. 


Expansion  of  Liquids. 


At  o°  C.  or  320  F. 

At  100°  C.  or 
212°  F. 

Expansion. 

Authority. 

1,000,000  parts  of  Mercury  become 
„ Water  „ 

„ Oil  „ 

„ Alcohol  „ 

1,018,153 
1,046,600 
1,080,000 
1,11 1,000 

i jn  55 
I in  2i’3  1 
1 in  i2'5  > 
1 in  9 ) 

Regnault 

Dalton 

It  has,  however,  been  found  that  in  many  liquids  of  analogous 
chemical  composition  the  expansion  is  very  nearly  uniform,  if  the 
comparison  be  made,  not  at  the  same  temperature,  but  at  cor- 
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responding  temperatures,  that  is  to  say,  at  equal  distances  from  the 
boiling  point,  the  point  at  which  cohesion  is  just  about  to  yield  to 
the  repulsive  action  of  heat.  The  same  thing  has  also  been  ob- 
served between  some  liquids  which  present  no  analogies  in  their 
nature,  as  was  originally  observed  by  Gay-Lussac  in  comparing 
the  expansion  of  alcohol  and  carbonic  disulphide.  This  subject 
has  more  recently  been  investigated  Avith  great  care  by  Pierre 
(Ann.  de  Chimie,  III.  xv.  325;  xix.  193;  xx.  5;  xxi.  336;  xxxi. 
1 1 8),  and  by  Kopp,  ( Pogg . Annul,  lxxii.  1 and  223  ; Liebig’s  Annul . 
xciii.  157;  xciv.  257;  and  xcv.  307).  In  most  instances  there 
is  a very  satisfactory  agreement  between  the  results  obtained  by 
these  observers  upon  the  same  liquid.  Some  of  their  results 
are  embodied  in  the  folloiving  table.  The  bulk  of  each  liquid  at 
its  boiling  pioint  is  taken  as  10,000.  The  numbers  in  the  table 
indicate  the  volume  of  the  liquid,  first  at  40°  C.  below  the  boiling 
point  of  each  liquid,  and  again  at  a still  lower  temperature,  70°  C. 
below  that  point  the  most  expansible  liquids  being  placed  first 
in  the  table. 


Expansion  of  Liquids  at  Corresponding  Temperatures . 


10,000  Parts  of  the  following  Liquids 
at  their  own  Boiling  Point. 

A 

Formula. 

Volume  at 
40°  C.  or  72°  F. 
below  boiling. 

Volume  at 
7o°C.or  12b3  F. 
below  boiling. 

Ob- 

server. 

Ether 

c4h10o 

9384 

p. 

Silicic  chloride  

SiCl4 

939° 

9027 

Ethyl  chloride  

C„H5C1 

9419 

>» 

/■Ethyl  acetate  

c2h5c2ha 

9424 

9°53 

I Ethyl  formiate 

CoHfiCHO, 

943° 

9064 

jj 

1 Methyl  acetate 

CH3CnH302 

943 1 

9065 

tf 

v Methyl  butyrate  

ch3c4h7o2 

9438 

9075 

tt 

\ Ethyl  butyrate 

c2ii5c4ha 

9446 

9065 

» 

1 Methyl  valerate  

ch3c5ha 

9445 

9084 

Kp. 

j Methyl  bromide  

CH3Br 

9438 

P. 

( Ethyl  bromide ... 

C2H5Br 

9452 

9091 

Kp. 

j Stannic  chloride  

S11CI, 

9475 

9484 

913° 

P. 

1 Phosphorous  chloride 

PCI, 

9*57 

)) 

Benzol 

c6h6 

9486 

9r45 

Kp. 

( Butyric  acid  

HC4H-02 

9497 

9164 

tt 

j Acetic  acid  

HC2H80j 

9520 

9207 

ft 

v Formic  acid  

HCH02 

9560 

9264 

ft 

j Methyl  iodide 

CH,I 

9494 

9i63 

P. 

( Ethyl  iodide  

c2h6i 

95M 

9i87 

ft 

Dutch  liquid  

c„h4ci2 

9499 

9171 

ft 

Monochlorinated  hydro-  ) 
chloric  ether  j 

c2h4ci,ci 

94S1 

9121 

ft 
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Expansion  of  Liquids  at  Corresponding  Temperatures — continued. 


10,000  Parts  of  the  following  Liquids 
at  their  own  Boiling  Point. 

Formula. 

Volume  at 
40°  C.  or  720  F. 
below  boiling. 

Volume  at 
7o°C.or  i26°F. 
below  boiling. 

Ob- 

server. 

/'Monochlorinated  Dutch  ) 
Liquid  ( 

C2H3C1,C12 

9518 

919O 

p. 

j Dichlorinated  hydrochlo-  \ 
l ric  ether  j 

c2h3ci2,ci 

9451 

9094 

99 

(Wood-spirit  

ch4o 

9488 

i Alcohol  

c.,h6o 

9536 

9225 

99 

1 Fousel  oil 

c6h12o 

95°3 

9192 

99 

Carbonic  disulphide  

cs2 

9521 

9201 

99 

Sulphurous  ether 

C4H10SO3 

9536 

92I5 

99 

Bromine  

Br 

9547 

9247 

99 

Titanic  chloride 

TiCl4 

9553 

9247 

> 9 

Arsenious  chloride 

AsC13 

9560 

9256 

99 

Ethylene  dibromide  

C2H4Br2 

9562 

9264 

99 

Phosphorous  bromide 

PBr3 

9621 

9353 

99 

Silicic  bromide  

SiBr4 

9627 

9340 

99 

Water 

H20 

9747 

9627 

99 

The  expansion  of  the  different  liquids  used  in  these  experi- 
ments was  determined  by  enclosing  in  tubes  similar  to  those  em- 
ployed for  thermometers,  known  bulks  of  the  liquid  at  a particular 
temperature,  and  measuring  the  expansion  experienced  in  each  case, 
making  the  necessary  correction  for  the  dilatation  of  the  glass  en- 
velope. In  fact,  a number  of  thermometers  were  prepared,  in  each 
of  which  one  of  the  various  liquids  under  experiment  was  substi- 
tuted as  the  expansible  material  in  place  of  mercury. 

In  comparing  corresponding  compounds  obtained  from  wood-spirit  and  from 
alcohol  (two  homologous  organic  liquids),  a remarkable  parallelism  in  their  rates 
of  expansion  has  been  observed.  The  ethyl  and  methyl  acetates  correspond 
closely  with  each  other,  and  with  the  butyrates  of  the  same  substances.  The 
ethyl  and  methyl  bromides  also  correspond.  So  do  the  ethyl  and  methyl  iodides. 
Wood-spirit  and  alcohol  do  not  differ  greatly  from  each  other,  or  from  an  allied 
compound  produced  during  fermentation,  which  has  received  the  name  of  fousel 
oil ; but  the  rates  of  expansion  of  the  homologous  butyric,  acetic,  and  formic 
acids  differ  rather  more  widely.  Ethyl  formiate  is  metameric  with  methyl  acetate, 
(that  is  to  say,  it  is  composed,  in  xoo  parts,  of  the  same  chemical  elements,  in 
precisely  the  same  proportions),  and  both  expand  also  in  exactly  the  same  ratio ; 
but  this  uniformity  of  expansion  in  metameric  bodies  is  not  always  observable; 
considerable  differences  are  found  to  exist,  for  example,  between  the  rates  of 
expansion  of  the  metamerides  Dutch  liquid  and  monochlorinated  hydrochloric 
ether,  and  between  monochlorinated  Dutch  liquid  and  dichlorinated  hydrochloric 
ether. 

Two  elements,  however,  such  as  chlorine  and  bromine,  which  are  most  closely 
allied  in  chemical  properties,  and  which  form  compounds  possessing  the  same 
crystalline  form,  may  yet  combine  with  the  same  element,  and  produce  liquids 
which  have  totally  different  rates  of  expansion.  For  instance,  Dutch  liquid  and 
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ethylene  dibromide  differ  considerably,  and  no  correspondence  exists  between  the 
expansion  of  silicic  bromide  and  silicic  chloride. 

(134)  Expansion  of  Gases. — When  the  temperature  rises  be- 
yond a certain  point  in  liquids,  they  change  their  state,  cohesion 
is  entirely  overcome,  repulsion  predominates,  and  the  aeriform 
condition  supervenes.  Expansion  for  equal  increments  of  heat  is 
in  gases  far  greater  than  in  solids  or  in  liquids.  If  the  open 
extremity  of  a tube,  on  the  other  end  of  which  a bulb  is  blown, 
be  plunged  into  water,  the  heat  of  the  hand  will  be  sufficient  to 
dilate  the  air  in  the  bulb  so  as  to  cause  a part  of  the  enclosed  air 
to  escape.  In  gases,  where  cohesion  is  entirely  overcome,  no  such 
variety  in  expansion  is  exhibited  as  in  the  case  of  liquids  and  of 
solids ; and  it  may,  without  sensible  error,  be  assumed  that  in 
gases,  and  also  in  vapours  at  considerable  distances  above  their 
points  of  condensation,  the  expansion  is  alike  in  all,  under  like 
variations  of  temperature  and  pressure.  From  the  freezing  to  the 
boiling  point  of  water,  they  increase  in  bulk  more  than  one-third, 
or  -ki-j  Jooo  parts  at  o°  becoming  1367  at  ioo°  C.* 

(135)  Thermometers . — Whether  the  body  be  in  the  solid,  the 
liquid,  or  the  gaseous  condition,  the  expansion  is  always  propor- 


* Eegnault  (Ann.  de  Chirnie,  III.  iv.  5 and  v.  32)  and  Magnus  (lb.  III. 
iv.  33°)  have  published  independent  and  elaborate  investigations  on  the  ex- 
pansion which  various  gases  undergo  on  the  application  of  heat.  According 
to  their  experiments,  the  coefficient  of  expansion  is  not  rigidly  uniform  for  all 
gases;  the  expansion  being  greatest  for  those  which  are  most  readily  con- 
densible, whilst  for  the  gases  which  have  resisted  all  efforts  to  liquefy  them, 
scarcely  any  appreciable  differences  are  observed.  The  following  table  contains 
a summary  of  the  results  of  these  experiments : — 


Expansion  of  Gases  by  Heat. 


1000  Parts  at  o°  C.  or  32°  F.  become, 
(the  pressure  remaining  unaltered) 

At  ioo°  C.  or  2120  F. 

Regnault. 

Magnus. 

Hydrogen  

i366  r3 

1 365*659 

Carbonic  oxide  

1366-88 

Atmospheric  air  

1367-06 

1366-508 

Nitrogen 

1366-82 

Hydrochloric  acid 

1368-12 

Carbonic  anhydride  

1370-99 

1369-087 

Nitrous  oxide 

1371‘95 

Cyanogen  

13**7‘67 

Sulphurous  anhydride  

1390-28 

1385*618 

Tor  ordinary  purposes,  sufficient  accuracy  is,  however,  attained  by  assuming  the 
expansion  of  gases  and  vapours  by  heat,  between  o°  C.  and  ioo°,  at  of  the 
volume  at  oJ  C. ; this  is  equal  to  or  about  ^ 0 .-g  for  each  degree  of  Fahrenheit, 
or  di  for  each  degree  Centigrade,  upon  the  bulk  occupied  by  the  gas  at  o°  C. 
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tionate  to  the  heat  employed  ; and  the  same  body,  with  the  same 
initial  temperature,  always  expands  to  the  same  extent  by  the 
addition  of  the  same  amount  of  heat : for  example,  a substance 
at  the  temperature  of  20°  will,  however  often  it  be  heated  to  ioo°, 
always  expand  to  the  same  hulk  ; and  on  cooling  to  its  original 
temperature  of  20°,  it  will  always  return  to  its  original  bulk. 

By  ascertaining  exactly  the  extent  of  this  expan-  ^IG  ll6 
sion,  a ready  and  available  measure  of  temperature  is 
afforded  ; aud  accordingly  instruments  termed  ther- 
mometers (from  Osppog,  hot,  /.drpov,  a measure)  have 
been  constructed  for  this  purpose. 

Air,  from  the  delicacy  of  its  indications,  and  the 
regularity  of  its  expansion,  would  seem  to  he  the 
material  best  fitted  to  measure  changes  of  tempera- 
ture, gnd  indeed  it  was  the  substance  first  tried. 

The  air  thermometer  consisted  simply  of  a bulb  of 
glass,  with  a narrow  elongated  stem  dipping  into  some 
liquid  (fig.  116) ; as  the  bulb  became  heated  the  air 
expanded,  and  depressed  the  liquid  in  the  stem ; as 
it  cooled  the  air  contracted,  and  the  liquid  rose ; a 
scale  attached  to  the  stem  gave  the  amount  of  the  expansion  or 
contraction.  But  the  size  of  the  instrument  and  the  extreme 
delicacy  of  its  indications  limited  the  range 
through  which  it  could  be  employed,  and 
impaired  its  utility.  It  was  also  soon  ob- 
served that  differences  of  atmospheric  pres- 
sure, entirely  independent  of  temperature, 
caused  an  alteration  in  the  bulk  of  the  air  : 
this  may  be  seen  by  introducing  such  an 
instrument  under  the  receiver  of  an  air- 
pump,  and  moving  the  handle  ; very  slight 
motion  causes  a great  alteration  in  the  height 
of  the  column  of  liquid  in  the  thermometer.* 

This  difficulty  was  obviated  by  a modifica- 
tion of  the  instrument  in  which  atmospheric 
pressure  was  altogether  excluded  : two  bulbs 
were  blown  at  the  extremities  of  a stout 
tube,  which  was  bent  twice  at  right  angles,  and  a liquid  was 


Fig.  i 17. 


* The  expansion  of  air,  however,  when  measured  with  due  precaution,  gives 
a more  accurate  means  of  estimating  temperature  than  any  other  mode  hitherto 
devised,  but  the  application  of  air  to  this  purpose  requires  elaborate  and  special 
contrivances. 
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included  in  the  stem  (fig.  117).  The  instrument  in  this  form, 
however,  Avould  not  indicate  general  changes  of  temperature,  but 
only  differences  between  the  temperature  of  the  two  bulbs  : if  one 
were  warmer  than  the  other,  the  air  expanded  in  that  bulb  and 
drove  the  liquid  in  the  stem  towards  the  other  bulb  : it  was  hence 
termed  the  differential  thermometer  or  thermoscope,  and  formed, 
in  a limited  number  of  cases,  an  instrument  of  great  sensitiveness 
and  utility. 

(136)  Graduation  of  the  Thermometer. — The  next  great  im- 
provement in  the  thermometer  was  made  by  the  Florentine  acade- 
micians : they  substituted  the  expansion  of  a liquid  for  that  of 
air,  employing  spirit  of  wine  for  this  purpose,  and  they  divided 
the  stem  of  the  instrument,  arbitrarily  as  before,  by  means  of 
small  dots  of  enamel,  placed  at  equal  distances  upon  the  tube.  As 
the  scales  of  different  instruments  were  not  divided  upon  any 
uniform  principle,  the  results  which  they  furnished  did  not  admit 
of  direct  comparison.  This  evil  was,  however,  remedied  by  New- 
ton, who  applied  Hooke’s  observation,  that  the  melting  point 
of  ice  always  occurs  at  a fixed  temperature  ; and  finding  that  the 
boiling  point  of  water  under  certain  standard  circumstances  is 
equally  uniform,  he  proposed  these  as  fixed  points,  between 
which  the  scale  should  be  divided  into  a certain  number  of  equal 
parts  ; the  scale  being  continued  above  and  below,  with  similar 
divisions,  as  far  as  might  be  necessary.  Unfortunately,  this 
interval  has  in  different  countries  been  differently  subdivided. 
In  England,  Fahrenheit’s  division  into  1800  has  hitherto  been 
principally  employed ; the  zero,  or  o°,  upon  this  scale  being  32  of 
these  degrees  below  the  freezing  point  of  water.  In  France,  and 
generally  on  the  Continent,  the  Centigrade  division  introduced 
by  Celsius  prevails ; the  interval  between  the  freezing  and  the 
boiling  points  being  subdivided  into  ioo°,  the  degrees  being 
counted  upwards  and  downwards  from  the  freezing  point,  which 
is  reckoned  o°,  the  lower  temperatures  being  indicated  by  the 
prefix  of  the  negative  algebraic  sign  — . 

Reaumur,  whose  division  is  still  used  in  Germany  and  Russia, 
divided  the  same  interval  into  8o°,  making  his  zero  at  the  freezing 
point  of  water. 

The  conversion  of  degrees  upon  one  scale  into  those  of  an- 
other is  easily  effected  by  the  use  of  the  following  formulae  : — 

Fahrenheit  to  Centigrade,  (F°  — 32)  = C°. 

Centigrade  to  Fahrenheit,  f C°  + 32  =F°. 

Reaumur  to  Fahrenheit,  £ R°-)-32  =F°. 

Fahrenheit  to  Reaumur,  (F°— 32)  =R°. 
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The  annexed  cut  (fig.  118)  exhibits  the  three  Fig.  ii8. 
scales  placed  side  by  side,  and  shows  the  correspond- 
ing values  through  a considerable  range  of  tempera- 
ture.* 

The  employment  of  spirit  of  wine  as  the  expan- 
sible liquid  for  measuring  temperature,  is  attended 
with  advantages  where  low  temperatures  are  con- 
cerned, inasmuch  as  spirit  of  wine  has  never  yet 
been  solidified  by  cold.  But  owing  to  the  low  tem- 
perature at  which  the  spirit  boils,  it  cannot  be  applied 
for  high  ranges  of  temperature ; the  heat  of  boiling 
water  would  be  sufficient  to  burst  the  thermometer, 
in  consequence  of  the  generation  of  the  vapour  of 
alcohol  within  the  instrument.  For  most  purposes 
mercury  is  a more  convenient  thermometric  liquid  ; 
it  embraces  a considerable  range  of  temperature, 
freezing  at  — 390  ‘4  C.,or  38°  below  o°  F.,  and  not  boil- 
ing under  350°  C.,  or  662°  F.  It  has  also  the  advan- 
tage of  not  adhering  to  the  sides  of  the  tubes. 

(137)  Tests  of  a Good  Thermometer. — A good 
mercurial  thermometer  should  answer  to  the  following 
tests  : wdien  its  bulb  and  stem  to  the  top  of  the  mer- 
curial column  are  immersed  in  melting  ice,  the  top  of 
the  mercury  should  indicate  exactly  o°  C. ; when 
suspended  with  its  bulb  and  scale  immersed  in  the 
steam  of  water  boiling  in  a metallic  vessel,  as  repre- 
sented in  fig.  1 19  (the  barometer  standing  at  76omm-), 
the  mercury  should  remain  stationary  at  ioo°  C. 

When  the  instrument  is  inverted,  the  mercury  should 
fill  the  tube,  and  fall  with  a metallic  click,  thus 
showing  the  perfect  exclusion  of  air.  The  value  of 
the  degrees  throughout  the  tube  should  be  uniform : 
to  ascertain  this,  a little  cylinder  of  mercury  may 
be  detached  from  the  column  by  a slight  jerk,  and 
on  inclining  the  tube  it  may  be  made  to  pass  from 
one  portion  of  the  bore  to  another.  If  the  scale  be 
properly  graduated,  the  column  will  occupy  an  equal 
number  of  degrees  in  all  parts  of  the  tube.f 
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* A table  of  the  degrees  of  the  Centigrade  scale,  with  their  comparative 
values  on  that  of  Fahrenheit,  will  be  found  in  the  Appendix  to  this  Volume. 

t In  accurate  observations,  when  the  column  of  mercury  in  the  stem  of  the 
instrument  is  exposed  to  a temperature  different  from  that  of  the  bulb,  a cor- 
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The  expansion  of  which  a thermo- 
meter thus  takes  cognizance  is  not  the 
entii’e  expansion  of  the  mercury,  but  the 
difference  between  the  expansion  of  the 
mercury  and  of  the  glass ; both  expand, 
but  the  mercury  expands  the  more  ra- 
pidly of  the  two,  and  the  column  of 
metal  therefore  rises  in  the  stem  of  the 
instrument. 

If  a thermometer  be  graduated  immediately 
after  it  has  been  sealed,  it  is  liable  to  undergo  a 
slight  alteration  in  the  fixed  points  of  the  scale, 
owing  to  the  gradual  contraction  of  the  bulb, 
which  does  not  attain  its  permanent  dimensions 
until  after  a lapse  of  several  months.  F rom  this 
circumstance,  the  freezing  point  may  become  ele- 
vated from  I to  a degree  C. ; and  thus  the  gra- 
duations throughout  the  scale  would  indicate  a tem- 
perature higher  than  the  true  one  by  the  amount 
of  the  error.  In  some  thermometers,  even  after  long  use,  the  bulb,  as  Despretz  and 
Pierre  have  shown,  after  exposure  to  a heat  not  exceeding  that  of  boiling  water, 
does  not,  on  cooling,  contract  at  once  to  its  proper  dimensions  ; and  thus  a tem- 
porary displacement  of  the  graduation  and  depression  of  the  freezing  point  below 
the  mark,  owing  to  a temporary  dilatation  of  the  bulb,  is  caused  every  time  such 
instruments  are  heated  to  ioo°  C. 

(138)  Different  forms  of  Thermometer. — Tlie  variety  of  circum- 
stances under  which  thermometers  are  used,  necessarily  demands 
a considerable  variety  in  their  form.  It  is  desirable,  for  delicate 
experiments,  to  reduce  the  mass  of  the  instrument,  in  order  to 
diminish  the  amount  of  heat  required  to  raise  its  temperature  to 
that  of  the  bodies  with  which  it  is  brought  into  contact ; but 
where  minute  subdivisions  of  a degree  require  notice,  it  is  better 
to  employ  a thermometer  with  a large  bulb  and  a fine  bore.  A 
useful  form  of  the  instrument  is  the  self-registering  maximum 
and  minimum  thermometer.  The  common  maximum  thermometer, 
or  that  of  Rutherford,  consists  of  a mercurial  thermometer,  with  a 
horizontal  stem,  in  the  bore  of  which  a small  piece  of  steel  wire  is 
included  above  the  mercury.  As  the  mercury  expands  it  pushes 
the  steel  before  it,  and  when  the  mercury  contracts,  and  recedes 
towards  the  bulb,  the  wire  does  not  follow  it.  The  minimum 
temperature  is  observed  by  means  of  a spirit  thermometer,  ar- 
ranged like  the  mercurial  one,  but  the  index  consists  of  a small 

rection  must  be  made  on  this  account.  If  the  bulb  of  tlie  thermometer  be 
placed  in  the  steam  of  boiling  water  while  the  stem  projects  into  the  atmo- 
sphere, and  is  of  the  temperature  say  of  iff  C.,  an  error  exceeding  1 C. 
might  easily  be  made.  Wherever  it  is  practicable  the  whole  column  of  mercury 
should  be  raised  to  the  same  temperature  as  the  bulb. 


Fig.  119. 
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piece  of  enamel,  sunk  below  the  surface  of  tbe  liquid  column. 
As  the  spirit  descends,  it  carries  the  index  with  it  by  capillary 
adhesion,  as  soon  as  the  upper  extremity  of  the  index  reaches  the 
surface  of  the  liquid  ; but  the  liquid,  on  expanding,  readily  passes 
by  the  enamel,  and  leaves  it  at  the  lowest  point  to  which  the 
column  had  retreated.  Six’s  thermometer  is  constructed  upon  a 
somewhat  similar  principle,  but  it  is  less  portable,  and  more  liable 
to  derangement.  A simpler  form  of  maximum  thermometer  has 
been  constructed  by  Negretti  and  Zarnbra ; it  is  merely  an  ordi- 
nary thermometer,  placed  horizontally,  with  a contraction  in  the 
tube,  just  above  the  bulb,  so  that  it  allows  the  mercury  to  pass 
when  it  expands,  but  owing  to  the  narrowing,  the  metal  does  not 
recede  when  the  temperature  falls.  It  therefore  indicates  the 
highest  temperature  attained  since  the  last  observation.  In  the 
maximum  thermometer  of  Phillips  the  index  is  merely  a small 
portion  of  the  mercurial  column  itself,  which  is  detached  from 
the  rest,  and  separated  from  it  by  a minute  bubble  of  air.  In 
both  the  forms  last  mentioned  the  true  place  of  the  mercurial 
column  is  restored  by  placing  the  instrument  vertically,  and  giving 
it  a slight  swinging  motion. 

(139)  Increase  of  the  Ratio  of  Dilatation  with  Rise  of  Temperature. 
— A scale  divided  upon  the  principles  already  described  evidently 
depends  for  accuracy  on  the  supposition  that  equal  increments  of 
heat  produce  an  equal  amount  of  expansion.  With  due  precautions, 
a pound  of  water,  at  o°  C.,  mixed  with  a pound  of  water  at  ioo°, 
should  yield  a mixture  in  which  the  thermometer  should  stand  at 
50°,  the  exact  mean.  Yet  it  is  not  true  that  even  in  the  same 
substance  equal  increments  of  heat  at  different  temperatures  pro- 
duce an  equal  amount  of  expansion  : — for  example,  the  expansion 
of  mercury  for  the  io°  between  o°  and  io°,  is  less  than  its 
expansion  for  the  io°  between  90°  and  ioo°.  In  the  mercurial 
thermometer,  for  temperatures  between  freezing  and  boiling  water, 
it  may  nevertheless  be  assumed,  without  sensible  error,  that  equal 
increments  of  heat  raise  the  thermometer  through  an  equal  number 
of  degrees.  The  increase  in  the  capacity  of  the  glass  bulb,  espe- 
cially if  the  thermometer  be  made  of  crown  glass,  almost  exactly 
compensates  for  the  increasing  rate  of  the  expansion  of  mercury  ; 
though  for  temperatures  above  ioo°  the  compensation  is  not  so 
exact.  The  general  result  is,  that  for  all  bodies,  in  proportion 
as  the  temperature  rises,  the  expansion  increases ; the  distance 
between  the  particles  augments  with  the  heat,  and  consequently 
their  mutual  cohesion  is  more  readily  overcome.  The  total  expan- 
sion of  mercury,  for  example,  for  three  progressive  intervals  of 
1 s 
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ioo°  C.,  according  to  Regnault,  is  the  following  : between  o°  C. 
and  ioo°  it  is  i part  in  55-08  ; between  ico°  C.  and  200°  it  is 
1 in  54-61  ; and  between  200°  and  300°  C.  1 in  54-01.  Platinum 
is  more  equable  in  its  expansion  than  any  other  of  the  metals, 
though  it  also  exhibits  a similar  increase  in  the  rate  of  its  expan- 
sion as  the  heat  rises. 

The  following  table  embodies  some  experimental  results  ob- 
tained upon  this  point  by  Dulong  and  Petit  : — 


Increase  of  Mean  Dilatation  in  Bulk  by  Heat. 


Material  employed. 

Mean  Expansion  for  each  Degree  C. 

Between 
o°  and  ioo°. 

Between 
o°  and  200°. 

Between 
o°  and  300°. 

Between 
o°  and  350°. 

Glass  

1 in  3870 

x in  3630 

i in  3290 

Platinum  

1 in  3770 

i in  3630 

Iron  

1 in  2920 

i in  2270 

Copper  

1 in  1940 

1 in  1770 

Mercury  

1 m 5550 

1 in  5425 

1 in  5300 

Do.  (Regnault) 

1 in  5508 

1 id  5431 

1 >d  5359 

1 m 5323 

Mercury  in  Glass  ... 

1 in  6480 

1 in  6377 

1 in  6318 

The  temperature  of  5720  (300°C.),  as  measured  byan  air  thermo- 
meter, if  measured  by  the  expansion  of  mercury,  in  an  ordinary  ther- 
mometer, would  be  indicated  as  586°  (307°'7  C.),  because  the  appa- 
rent dilatation  of  the  mercury  increases  as  the  temperature  rises.* 
In  consequence  of  this  expansion  of  all  vessels  employed  to  contain  the  mer- 
cury, there  is  considerable  difficulty  in  measuring  the  absolute  expansion  of  mer- 
cury ; but  the  difficulty  was  ingeniously  overcome  by  Dulong  and  Petit  in  the 
following  manner  (Ann.  de  Chimie,  II.  vii.  1 24) : — Two  long  vertical  tubes  of 
glass,  open  at  the  upper  extremities  to  the  air,  were  connected  below  by  a capil- 
lary tube,  and  the  apparatus  was  filled  with  mercury.  The  mercury  in  both 
limbs  stood  at  the  same  level  so  long  as  the  temperature  of  both  was  equal. 


* If  the  specific  expansion  of  each  solid  and  liquid  were  equal  for  that 
substance  for  equal  increments  of  temperature,  the  volume  of  the  body  might 
be  calculated  for  any  given  temperature  by  the  formula  V = 1 + at,  in  which 
V is  the  required  volume,  1 the  volume  at  o°  C.,  t the  required  temperature 
in  degrees  C.,  and  a the  coefficient  of  expansion  ascertained  by  experiment. 
Thus  the  volume  of  mercury  for  any  temperature  between  o°  C.  and  100"  C. 
may  he  approximatively  determined  by  the  formula,  V = 1 + o-ooo  1 0085^  ; hut, 
generally  speaking,  it  becomes  necessary  to  take  other  terms  of  the  series  into 
the  account,  so  that  the  formula  becomes 

V — 1 4-  at  4-  bil  4-  cf, 

a,  b,  and  c,  being  coefficients  calculated  from  the  experimental  numbers. 

In  the  case  of  permanent  gases,  the  simple  formula,  V=  I + at  gives  the 
true  result  for  the  expansion,  the  coefficient  a being  taken  = 0-002039  for  each 
1"  F.,  or  = 0-00367  for  each  i°  C. 
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One  limb  of  the  apparatus  was  now  enclosed  in  melting  ice,  whilst  the  other 
limb  was  surrounded  by  a hot  bath,  the  temperature  of  which  could  be  regulated 
at  pleasure  : the  mercury  in  the  heated  limb  of  course  expanded  with  the  heat, 
consequently  a longer  column  of  the  hot  mercury  was  required  to  balance  a cor- 
responding column  of  the  cold  mercury.  By  means  of  a cathetometer  {note, 
p.  55)  the  difference  in  height  of  the  two  columns  was  read  off,  and  the  length 
of  each  column  being  known,  it  was  easy  to  calculate  the  expansion  of  the  mer- 
cury for  any  given  interval  of  temperature  above  the  freezing  point. 

These  experiments  have  been  repeated  by  Regnault  on  a larger  scale,  and 
with  additional  precautions : he  obtained  as  the  result  numbers  slightly  lower 
than  those  of  Dulong  and  Petit. 

(140)  Pyrometers. — Since  the  expansion  of  dissimilar  metals 
for  equal  additions  of  heat  is  unequal,  it  is  evident  that  if  a com- 
pound bar,  consisting  of  two  such  metals  as  brass  and  steel,  be 
formed  by  riveting  equal  plates  of  each  metal  together,  the  appli- 
cation of  heat  would  occasion  curvature  of  the  bar ; the  concavity 
being  upon  the  side  of  the  steel,  the  metal  which  expands  least. 
On  this  pi’inciple,  a very  delicate  solid  thermometer  has  been  con- 
structed by  Breguet.  It  consists  of  a compound  ribbon  of  three 
metals,  platinum,  gold,  and  silver,  which  are  rolled  out  into  a very 
thin  lamina  and  coiled  into  a cylindrical  spiral,  to  the  lower  ex- 
tremity of  which  an  index  is  attached,  the  upper  end  of  the  spiral 
being  fixed.  The  silver  expands  much  more  than  the  platinum,  so 
that  the  coil  twists  and  untwists  as  the  temperature  rises  and  falls. 
The  value  of  the  degrees  is  ascertained  by  comparison  with  a 
standard  thermometer. 

For  the  estimation  of  high  degrees  of  temperature,  such  as  the 
heat  of  furnaces  and  the  fusing  points  of  many  metals,  instruments 
of  a different  description,  usually  termed  pijrometers  (from  7 rvp, 
fire),  are  required. 

The  most  manageable  of  these  is  Daniell’s  register  pyrometer,  which  is  shown 
in  fig.  120.  It  consists  of  two  parts,  the  register,  1,  and  the  scale,  2.  The 
register  is  a solid  bar  of  black-lead  earthenware,  a,  highly  baked.  In  the  axis 
of  this  a hole  is  drilled,  reaching  from  one  end  of  the  bar  to  within  half  an  inch  of 
the  other  extremity.  In  this  cylindrical  cavity  a rod  of  platinum  or  of  iron,  a a, 
6\  inches  long,  is  placed.  Upon  the  top  of  the  bar  rests  a cylindrical  piece  of 
porcelain,  c c,  sufficiently  long  to  project  a short  distance  beyond  the  extremity 
of  the  black-lead  bar,  so  as  to  serve  as  an  index.  It  is  confined  in  its  position 
by  a ring  or  strap  of  platinum,  d,  passing  round  the  top  of  the  black-lead  tube, 
which  is  partly  cut  away  at  the  top  ; the  ring  is  tightened  by  a wedge  of 
porcelain,  e.  When  exposed  to  a high  temperature,  the  expansion  of  the  metallic 
rod,  a a,  forces  the  index  forward  to  a distance  equal  to  the  difference  in  the 
amount  of  expansion  between  the  metallic  rod  and  the  black-lead  bar,  and  when 
cool,  it  will  remain  protruded  to  the  same  distance,  which  will  be  greater  or  less 
according  to  the  temperature ; the  exact  measurement  of  this  distance  is  effected 
by  the  ‘ scale,’  2.  This  scale  is  independent  of  the  register,  and  consists  oi  two 
rules  of  brass,  y,  g,  joined  together  by  their  edges  accurately  at  a right  angle,  and 
fitting  square  upon  the  two  sides  of  the  black-lead  bar.  Near  one  end  of  this 
double  rule  a small  brass  plate,  h,  projects  at  a right  angle,  which,  when  the 

s 2 
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instrument  is  used,  is  brought  down  upon  the  shoulder  of  the  register,  formed .by 
the  notch  cut  away  for  the  platinum  strap.  To  the  extremity  of  the  rule  nearest 
this  brass  plate,  is  attached  a moveable  arm,  d,  turning  at 
upon  a centre,  i,  and  at  the  other  end  carrying  an  arc  of  a circle,  E,  the  radius 


Fig.  120. 
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which  is  exactly  5 inches,  accurately  divided 
j | ’S  ] into  degrees  and  thirds  of  a degree.  Upon 

A | | | this  arm,  at  the  centre,  k,  another  lighter  arm, 

c,  is  made  to  turn,  carrying  upon  the  extre- 
mity of  its  longer  limb  a nonius,  H,  which 
moves  on  the  face  of  the  arc,  and  subdivides 
the  graduation  into  minutes.  The  shorter 
arm,  which  is  half  an  inch  in  length,  crosses 
the  centre,  and  terminates  in  an  obtuse  steel 
point,  m,  turned  inwards  at  a right  angle. 

§ I To  use  the  instrument,  the  metallic  rod  is 

J placed  in  the  register,  the  index  is  pressed 

firmly  down  upon  its  extremity,  and  secured 
tightly  by  the  platinum  strap  and  the  wedge. 
The  position  of  the  index  is  then  read  off  on 
the  scale,  by  placing  the  register  in  the  re- 
entering angle  for  its  reception,  with  the  cross-piece  firmly  held  against  the 
shoulder,  and  the  steel  point,  m,  resting  on  the  top  of  the  index,  in  a notch 
cut  for  it,  which  coincides  with  the  axis  of  the  rod.  A similar  observation, 
made  after  the  instrument  has  been  heated  and  allowed  to  cool,  gives  the 
value  of  the  expansion.  The  scale  of  the  pyrometer  is  compared  with  that  of  the 
mercurial  thermometer,  hy  observing  the  amount  of  expansion  between  two  fixed 
points,  such  as  the  freezing  of  water  and  the  boiling  of  mercury. 

(141)  A combination  of  the  thermometer  with  the  pyrometer 
gives  a range  of  temperature  extending  through  wide  limits.  The 
means  of  attaining  very  elevated  temperatures  arc  much  more  under 
command  than  those  of  procuring  great  degrees  of  cold. 

The  following  table  gives,  in  degrees  both  of  Fahrenheit’s 
and  of  the  Centigrade  scale,  some  remarkable  points  of  tem- 
perature :■ — 
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Greatest  artificial  cold  produced  by  a bath  of  1 
Nitrous  Oxide  aud  Carbonic  Disulphide  in  > 

vacuo  (Natterer)  ) 

Greatest  cold  by  a bath  of  Carbonic  Anhydride  ) 

and  Ether  in  vacuo  (Faraday)  ) 

Greatest  natural  cold  recorded  in  Arctic  expedi-  ) 

tion  (Sabine) 

Mercury  freezes 

Freezing  mixture  of  Snow  and  Salt... 

Ice  melts  

Maximum  Density  of  Water  

Mean  Temperature  of  London  (Daniell) 

Blood  Heat  

Boiling  point  of  Water  

Mercury  Boils  

Red  heat  just  visible  in  the  dark 

Silver  melts  

Cast-Iron  melts 

Highest  heat  of  wind  furnace  ... 


Daniell. 


0 Fah. 

0 Cen. 

— 220 

— 140 

— l66 

— no 

- 56 

- 49 

- 39 

- 39‘4 

— 4 

— 20 

32 

0 

39‘2 

40 

497 

99 

98 

3 6-6 

212 

100 

662 

35° 

980 

526 

1873 

1022 

2786 

1530 

3280 

1804 

(142)  Force  exerted  by  Expansion. — The  amount  of  force 
exerted  by  expansion  or  contraction  from  the  effects  of  heat  or  of 
cold  is  enormous ; for  it  is  equal  to  that  -which  would  be  required 
to  elongate  or  compress  the  material  to  the  same  extent  by  me- 
chanical means.  According  to  the  experiments  of  Barlow,  a bar 
of  malleable  iron,  of  a square  inch  (25'4min')  in  section,  is  stretched 
-0hD  its  length  by  a ton  weight  (about  1016  kilos.) ; a similar 
elongation  is  produced  by  about  90  C.  In  this  climate  a varia- 
tion of  450  C.  between  the  cold  of  winter  and  the  heat  of  summer 
is  frequently  experienced.  In  that  range,  a wrought-iron  bar, 

' 10  inches  (or  o,254m-)  long,  will  vary  in  length  t-^Vo  of  an  inch 
(o-i27mm’)  i and  will  exert  a strain,  if  its  two  extremities  be  se- 
curely fastened,  equal  to  50  tons  upon  the  square  inch.  Calcu- 
lating upon  Joule's  data,  it  may  be  estimated  that  the  force 
exerted  by  heat  in  producing  the  expansion  of  1 lb.  of  iron 
between  o°  and  ioo°  C.,  during  which  it  would  increase  about 
i-j-jj-  of  its  bulk,  would  be  adequate  to  lift  a weight  of  7 tons  to 
the  height  of  1 foot — that  is  to  say,  that  in  order  to  drive  asunder 
the  particles  to  an  extent  sufficient  to  cause  a pound  of  iron  to 
increase  of  its  bulk,  a force  of  this  enormous  amount  would 
be  required. 

In  many  instances  in  the  arts  this  effect  is  turned  to  useful  account.  With 
this  view  the  wheelwright  makes  the  iron  tire  of  his  wheels  a little  smaller 
than  the  wheel  itself,  and  applies  the  tire  in  a heated  state ; on  cooling,  it  con- 
tracts, and  binds  the  parts  firmly  together.  For  the  same  reason,  in  fastening 
together  the  plates  of  steam-boilers,  the  rivets  are  used  whilst  red-hot.  But,  on 
the  other  hand,  this  force  of  expansion  requires  often  to  be  carefully  guarded 
against.  Iron  clamps  built  into  furnaces  frequently  destroy,  by  their  expansion 
and  contraction,  the  masonry  which  they  are  intended  to  support.  In  laying 
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down  pipes  for  the  conveyance  of  gas  and  water,  it  is  necessary  to  fit  the  lengths 
into  sockets  where  the  material  used  as  stuffing  to  tighten  the  joint  allows  suffi- 
cient play  for  the  alterations  in  length  of  the  metal  by  changes  of  tempera- 
ture. For  the  same  reason,  a small  interval  is  left  between  the  ends  of  the  iron 
bars  in  laying  down  a line  of  rails.  Each  tube  of  the  Britannia  Bridge,  across 
the  Menai  Straits,  is  liable,  from  changes  of  temperature,  in  the  course  of  twenty- 
four  hours,  to  an  elongation  and  contraction  varying  from  half  an  inch  to  three 
inches  (from  12  to  76  millimetres). 

Brittle  substances,  such  as  glass  and  cast-iron,  often  crack  on  the  sudden 
application  of  heat,  because  a sudden  dilatation  is  produced  upon  the  surface 
before  the  heat  has  time  to  reach  the  interior,  and  thus  the  cohesion  is  destroyed. 
The  thicker  the  plate  the  greater  is  its  liability  to  fracture.  Sudden  cooling,  by 
inducing  unequal  contraction,  has  a similar  effect. 

A knowledge  of  these  effects  of  expansion  explains  why  the  wires  of  certain 
metals,  such  as  iron  and  platinum,  may  be  soldered  into  glass ; whilst  other  metals, 
such  as  silver,  gold,  or  copper,  separate  and  crack  out  as  the  joint  cools.  The 
expansion  of  iron  or  of  platinum  differs  from  that  of  glass  by  only  a very  small 
amount,  whereas  other  metals  vary  from  it  greatly,  and  contract  far  more  in 
cooling. 

(143)  Anomalous  Expansion  of  Water. — A remarkable  excep- 
tion to  the  law  of  contraction  by  the  removal  of  heat,  exists  in  the 
case  of  water.  Water  follows  the  regular  law  until  it  reaches  a 
temperature  of  about  40  C.  (39°'2  F.) ; then,  instead  of  contract- 
ing, it  begins  to  expand,  and  continues  to  do  so  till  it  reaches  the 
freezing  point.  About  40  it  is  at  its  point  of  greatest  density, 
and  just  before  it  freezes  it  occupies  a space  as  great  as  it  did  at 
90  C.  If  water  at  40  C.  he  taken  as  1000,  it  has  a density,  at 
o°  C.,  of  999*88  (Pierre).  From  40  C.  water  expands  regularly  as 
the  temperature  rises ; so  that  1000  parts  at  o°  C.  become 


At  o°=  iooo*oo 

4°=  999'88 
io°  = 1000*14 
200  = 100167 


At  30°  = 1 004' 2 1 
40°  = 1007*61 
50°  = 1011-93 
6o°  = 1016*86 


At  70°  = 1022*43 
8o°  = 1028*73 
90°  = 1035*58 
100"  — 104303 

(De-spretz). 


By  dissolving  table  salt  in  water,  the  point  of  maximum  density 
is  lowered,  and  the  solution  goes  on  contracting  regularly  at  tem- 
peratures considerably  below  40,  until,  in  sea- water,  the  anomaly 
disappears,  the  maximum  density  occurring  according  to  Despretz 
at  25°*38  ( — 3°*68  C.),  a temperature  below  its  point  of  conge- 
lation, which  the  same  observer  estimates  at  27°*4  ( — 2°*55  C.). 
Various  other  salts  besides  culinary  salt  (sodic  chloride)  have  the 
effect,  when  dissolved  in  water,  of  lowering  its  point  of  maximum 
density;  but,  amongst  the  numerous  liquids  examined  by  Pierre, 
no  other  liquid  besides  water  was  found  thus  to  expand  whilst  the 
temperature  was  falling. 

(144)  Correction  of  Bulk  of  Gases  for  Temperature. — It  has 
been  already  mentioned  that  aeriform  bodies  expand  for  equal 
additions  of  temperature  more  than  either  solids  or  liquids,  and 
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that  the  rate  of  expansion  for  all  gases  and  for  vapours,  at  a 
sufficient  distance  from  their  boiling  points,  may  be  assumed  to 
be  equal  and  uniform,  at  all  degrees  of  heat  and  under  all  varia- 
tions of  pressure.  It  becomes,  therefore,  a matter  of  importance 
to  estimate  the  amount  of  this  expansion  in  all  experiments  where 
the  quantities  of  gases  require  to  be  determined,  and  where  their 
weight  is  to  be  inferred  from  measurement  of  their  bulk.  Pro- 
vided that  the  temperature  of  the  gas  be  known,  the  calculation 
is  easily  made.  Experiment  has  shown  that  for  every  degree  of 
heat  upon  Fahrenheit's  scale,  an  amount  of  expansion  takes  place 
equal  to  T4-g-  of  the  bulk  that  the  gas  occupied  at  o°  F. ; that  is 
to  say,  that  a quantity  of  any  gas  which,  at  the  temperature  of 
o°,  measures  459  parts,  for  every  additional  degree  increases  in 
bulk  1 part;  so  that  at  i°  it  will  occupy  460  parts,  at  2°  461,  at 
40°  499,  at  6o°  519  parts.  In  England,  all  comparisons  of  gases 
are  usually  referred  to  the  temperature  of  6o°.  Suppose  it  be 
required  to  ascertain  the  volume  which  9-2  cubic  inches  of  coal 
gas,  measured  at  70°,  would  have  when  reduced  to  6o°  : — Since 
459  parts  of  any  gas  at  o°  would,  at  70°,  have  increased  in  bulk 
70  parts,  it  would  have  become  equal  to  459  + 70  or  529  parts. 
Again,  a gas,  which  at  o°  occupied  459  parts,  would,  at  6o°, 
occupy  a space  equal  to  459  + 60,  or  519  parts.  The  volume, 
therefore,  of  any  gas  at  70°  would  bear  the  same  proportion  to 
the  bulk  which  it  would  occupy  at  6o°  as  529  does  to  519.  And 
hence 

529  1519::  9'2  : x ( = 9-026  cubic  inches). 

If  the  gas,  instead  of  being  measured  at  70°,  had  been  measured 
at  50°,  and  it  were  desired  to  reduce  the  9' 2 cubic  inches  to  the 
standard  temperature  of  6o°;  the  gas,  which  occupied  459  parts 
at  o°,  would  have  expanded  to  459  + 50,  or  509  parts  at  50°.  The 
proportion  to  the  volume  at  6o°,  which  would,  as  before,  be  519, 
is  given  as  follows; — 

509  : 519  : : 9-2  : x ( = 9-380  cubic  inches). 

In  this  case,  the  observed  volume  is  less  than  the  corrected  one ; 
before,  it  was  greater.*  A11  additional  and  independent  correction 


* The  correction  to  o°  C.  is  made  on  the  same  principle  with  equal  facility. 
Suppose  the  volume  of  the  gas  (say  153  c.c.)  to  have  been  measured  at  150  C. ; 
required  its  volume  at  o°  C.  Since  the  expansion  for  each  i°  C.  is  of  the 
volume  at  o°  C.,  273  volumes  at  o°  C.  would  become  273  + 15  = 288  at  150  C. ; 
consequently 

288  : 273  : : 153  : x (=  145-03). 

Or  expressing  the  whole  in  general  terms ; for  the  English  standards,  if  t be  the 
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of  tlie  volume  of  the  gas  for  the  deviation  of  the  barometric  pres- 
sure from  the  standard  (41)  is  needed  after  the  correction  for  the 
temperature  has  been  made. 

(145)  Liquids  and  gases  immediately  adjust  their  bulk  to  the 
alteration  of  temperature ; but,  according  to  observations  made  in 
the  Arctic  Expeditions,  solids  do  not  immediately  do  so  in  all 
cases : it  was  frequently  observed  in  the  metallic  scales  of  many 
of  the  instruments,  that  full  contraction  did  not  occur  until  a con- 
cussion had  been  given  to  the  apparatus  ; the  metal  then  contracted 
suddenly  and  completely. 

(146)  Process  for  taking  the  Specific  Gravity  of  Gases. — The 
principal  corrections  required  in  the  delicate  operation  of  taking 
the  specific  gravity  of  a gas  with  accuracy  have  now  been  pointed 
out.  Regnault,  in  his  elaborate  researches  (Ann.  de  Chimie,  III. 
xiv.  21 1),  has  reduced  the  number  of  corrections  ordinarily  re- 
quired, by  counterpoising  the  globe  in  which  the  gas  is  to  be 
weighed  by  a second  globe  of  equal  size,  made  of  the  same  glass ; 
a practice  which  had  previously  been  adopted  by  Prout,  in  his 
careful  investigations  on  the  density  of  the  atmosphere.  The  film 
of  hygroscopic  moisture  which  always  adheres  to  the  glass  is  equal 

in  both  globes ; and  as  the 
bulk  of  air  displaced  is  also 
equal  in  both  cases,  the  cal- 
culation for  its  buoyancy 
may  be  dispensed  with. 

The  following  is  a brief  de- 
scription of  the  method  adopted 
by  Begnault : — A balance  capable 
of  weighing  1 kilogramme,  and  suf- 
ficiently sensitive  to  turn  with  half  a 
milligramme  when  loaded,  is  placed 
upon  a chest  provided  with  folding 
doors,  within  which  the  glass 
globes,  each  of  the  capacity  of 
about  10  litres,  attached  to  the 
scale-pans,  are  freely  suspended. 
The  globe,  B,  fig.  1 21,  is  hermeti- 
cally sealed ; the  globe,  a,  for 


observed  temperature  °F.,  V the  corrected  volume,  V'  the  observed  volume, 
then 

(4<;9  + flr 
5°9 

For  the  French  standards,  if  The  the  observed  temperature  in  °C., 

273  + T. 
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weighing  the  gases,  is  provided  with  a stop-cock ; the  air  is  exhausted  from  a 
as  perfectly  as  possible,  and  it  is  connected  with  an  apparatus  which  supplies  the 
gas  to  be  weighed,  the  gas  having  been  carefully  purified  and  dried.  The  globe 
is  again  exhausted  very  completely,  the  last  portions  of  air  being  thus  displaced 
by  tbe  gas,  and  it  is  a second  time  filled  with  the  gas;  this  process  must  be 
repeated  a third  time,  and  the  gas  may  then  be  considered  to  be  free  from 
atmospheric  air.  To  avoid  the  need  of  any  correction  for  temperature,  the 
globe  is  this  time  placed  in  a vessel  with  melting  ice  (fig.  122),  in  order  to  cool 
the  gas  to  o°  C.  When  the  globe  is  filled  with  gas,  and  sufficient  time  has 
elapsed  for  it  to  acquire  the  temperature  of  the  ice,  the  vessel  of  mercury,  M, 
into  which  the  escape  tube  dips,  is 

removed,  so  as  to  equalize  the  pres-  Fig.  122. 

sure  within  the  globe  with  that  of 
the  air;  the  stop- cock  is  closed, 
and  the  globe  withdrawn,  wiped 
carefully  with  a damp  cloth,  to 
avoid  rendering  the  surface  electric, 
and  it  is  then  suspended  to  tbe 
scale-pan.  It  is  not  weighed,  how- 
ever, until  after  the  lapse  of  a couple 
of  hours,  by  which  time  the  equili- 
brium of  its  temperature  with  the 
atmosphere  is  restored,  and  the 
production  of  currents  (152)  around 
it  is  obviated.  The  weight,  W,  is 
then  accurately  noted ; the  globe  is 
again  plunged  in  ice,  the  gas  re- 
moved by  the  air-pump,  and  the 
elasticity  of  the  gas  which  still  re- 
mains in  it  is  measured  accurately 
by  the  gauge  attached  to  the  air-pump.  The  empty  globe  is  again  withdrawn 
from  the  ice  and  weighed  as  before,  representing  its  weight  as  w ; the  difference 
of  the  two  weights  (or  JV'—w)  will  give  the  weight  of  a bulk  of  gas  the  elasti- 
city of  which  is  equal  to  that  of  the  atmosphere,  as  marked  by  the  observed 
height,  H',  of  the  barometer  at  the  time  of  the  experiment,  diminished  by  the 
elasticity,  h,  of  the  remaining  gas,  as  measured  by  the  gauge.  If  the  capacity 
of  the  globe  has  been  previously  accurately  determined,  the  corrected  weight  of 
the  gas  will  be  obtained  by  the  following  proportion  : — 

The  observed  The  standard  The  observed  Corrected 

pressure.  pressure.  weight.  weight. 

H’—h  : H ::  W—w  : W 

Regnault  has  in  this  manner  determined  the  weights  of  1 litre 
of  each  of  the  following  gases,  at  o°  C.,  and  under  a pressure  of 
760““-  of  mercury  at  o°  C. : — 

One  litre  of  Grammes. 

Air,  mean  of  9 Expts.*  . . = 1* 293 187 

Oxygen  „ 3 Expts. f . . = 1-429803 


* The  difference  between  the  highest  and  lowest  of  these  results  did  not 
amount  to  more  than  g-Tpj  of  the  entire  weight  of  the  air  employed. 

f Extreme  variation,  tj-tVj-  of  the  whole. 
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One  litre  of  Grammes. 

Nitrogen,  mean  of  6 Expts.*  . . = i ‘256 167 

Hydrogen  „ 3 Expts.f  . . = 0*089578 

Carbonic  anhydride  „ 5 Expts.J  . . = 1*977414 

From  these  data  it  is  easy  to  determine  the  weight  of  100  cubic 
inches  of  each  gas  in  grains.  The  litre  has  a capacity  of  61*024 
cubic  inches  ; the  gramme  is  equal  to  1 5*433  grains  ■ and  the  ex- 
pansion of  air  between  320  and  6o°  F.  by  heat  is  such,  that 
100,000  parts  become  105,701 . The  barometric  pressure  of  76omm* 
at  o°  C.  would  be  equal  to  a column,  at  6o°  F.,  of  30,006  inches 
of  mercury.  Calculating  from  these  numbers,  the  weight  in  grains 
of  the  under-mentioned  gases  under  a pressure  of  30  inches  of 
mercury  (the  column  being  measured  at  6o°  F.)  is  as  follows : — 


100  Cubic  Inches  weigh, 

At  52°  F. 

At  6o°  F. 

Sp.  Gr.  Air=i. 

Air 

Oxygen  

Nitrogen 

Hydrogen  

Carbonic  anhydride 

Grains. 

32-698 

36-i53 

31-762 

2-265 

50-000 

Grains. 

3°'935 

3-4*-°3 

3°'X19 

2*143 

47*3°3 

I ’OOOOO 

1-10563 

0-97137 

006926 

I'529°I 

If  the  amount  of  condensation  which  the  constituents  of  a 
compound  gas  undergo  in  the  act  of  combination  be  known,  it  is 
easy  to  check  the  experimental  determination  of  its  density,  and 
to  calculate  the  specific  gravity  of  the  resulting  compound  by  the 
following  rule  : — 

Multiply  the  specific  gravity  of  each  of  the  component  gases  or 
vapours  by  the  volume  in  which  it  enters  into  the  formation  of  the 
compound;  add  these  products  together,  and  divide  by  the  number 
of  volumes  produced  after  condensation  has  occurred. 

Suppose,  for  example,  it  be  desired  to  know  the  specific  gravity 
of  nitrous  oxide,  which  by  direct  weighing  is  found  to  be  1*52: 
2 volumes  of  this  gas  are  formed  by  the  union  of  2 volumes  of 
nitrogen  and  1 volume  of  oxygen  : — 

Specific  gravity  of  nitrogen  = 0*9713  x 2 = 1*9426 

Specific  gravity  of  oxygen  = 1-1056  x 1 = 1*1056 

2)3^0482 

Calculated  specific  gravity  of  nitrous  oxide  = 1*5241 
Again,  the  specific  gravity  of  ammonia  may  be  calculated  as  fol- 

* Extreme  variation,  of  the  whole. 

t Extreme  variation,  -j\-$  of  the  whole. 

X Extreme  variation,  xoW  °f  die  whole. 
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lows,  experiment  giving  it  as  0*59  : 2 volumes  of  ammonia  contain 
1 volume  of  nitrogen  and  3 volumes  of  hydrogen  : — 

Specific  gravity  of  nitrogen  = 0-9713  x 1 = 0-9713 
Specific  gravity  of  hydrogen  = 0-0692  x 3 = 0^2076 

2)1-1789 

Calculated  specific  gravity  of  ammonia  = o-5894 


(147)  Determination 
of  the  Specific  Gravity  of 
Vapours.  — A different 
method  of  procedure  is 
required  in  taking  the 
specific  gravity  of  a va- 
pour. This  is  an  ope- 
ration which  the  chemist 
has  frequently  occasion 
to  perform,  as  it  often 
throws  light  upon  the 
composition  of  the  body. 
Two  methods  have  been 
proposed  for  attaining 
the  object ; one,  devised 
by  Gay-Lussac,  is  suit- 
able for  liquids  which 
boil  at  temperatures  not 
exceeding  200°  C.,  and 
it  has  the  advantage  of 
requiring  less  than  a 
gramme  of  the  substance 
under  trial. 


Fig.  123. 


Gay-Lussac's  method  may  he  practised  as  follows : — 

A known  weight  of  the  body  for  experiment  is  converted 
into  vapour  at  a definite  temperature,  and  the  volume  of  the 
vapour  obtained  is  accurately  measured.  It  is  then  easy  to 
calculate  its  density  by  dividing  the  weight  of  the  substance  by 
the  weight  of  an  equal  volume  of  air  at  the  same  temperature 
and  pressure. 

The  apparatus  employed  consists  of  a tall,  thin  narrow  glass  jar,  a,  with  a 
rounded  bottom,  which  rests  upon  a small  sand-bath.  A little  mercury  is  placed  in 
the  lower  part  of  the  jar,  which  is  then  nearly  filled  with  melted  spermaceti.  Into 
this  tube  is  introduced  a graduated  jar,  c,  filled  with  dry  mercury,  with  a small 
Wb,  of  the  form  shown  at  y,  containing  the  weighed  amount  of  the  body  of  which 
the  vapour-density  is  required.  In  order  to  prevent  sudden  variations  of  tempe- 
rature, the  whole  is  enclosed  in  a wider  glass,  d,  open  at  top  and  bottom,  and 
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resting  on  the  sand-bath ; e is  an  iron  spoon,  shown  separately  below,  which  is 
used  to  transfer  the  graduated  tube  from  the  mercurial  trough  to  the  bath  of 
melted  spermaceti;  t is  a thermometer  for  ascertaining  the  temperature  of  this 
bath, and/,  an  agitator  for  rendering  its  temperature  uniform  throughout  the  liquid. 

Having  filled  the  tube  c with  mercury  at  the  mercurial  trough,  a small  bulb 
destined  to  contain  the  liquid  for  experiment  is  weighed  when  empty ; it  is  then 
completely  filled,  and  weighed  a second  time : the  difference  in  weight  gives  the 
weight  of  the  liquid  used.  The  bulb  is  next  introduced  into  the  graduated  tube, 
and  the  whole  is  transferred  to  the  melted  spermaceti ; the  dilatation  of  the  liquid 
bursts  the  thin  glass  of  the  little  bulb,  and  its  contents  are  converted  into  vapour. 
The  temperature  is  gradually  raised  to  a point  at  least  20°  C.  above  the  boiling 
point  of  the  liquid ; the  temperature  is  noted,  and  the  volume  occupied  by  the 
vapour  in  the  graduated  tube  is  observed.  The  pressure  is  next  ascertained  by 
measuring  the  difference  in  level  between  the  mercury  within  and  without  the 
graduated  tube,  correcting  this  column  for  the  temperature,  and  deducting  this 
corrected  height  from  the  observed  height  of  the  barometer  at  the  time.  Another 
correction  is  also  required  for  the  column  of  liquid  spermaceti,  which  must  be 
calculated  in  its  equivalent  pressure  in  mercury,  and  added  to  the  observed  height 
of  the  barometer.  The  following  are  details  of  a calculation  upon  this  method : — 

Determination  of  Vapour  Density  of  Ethyl  Diethoxalate. 
[C2H6,C2(C2H5)Os]  Frankland  and  Duppa ; boiling  point  1 75°  C. 

BY  EXPERIMENT. 

Weight  of  substance  in  glass  bulb ..... 

Observed  volume  of  vapour  ...... 

Temperature  of  bath  ....... 

Difference  of  level  of  mercury  within  and  without  the  tube 
Height  of  oil  column  ....... 

Height  of  barometer  ....... 

BY  CALCULATION. 

Since  the  mean  coefficient  of  expansion  of  mercury  for 
i°  C.  is  0-000184,  between  o°  and  200°  C., 

59ram-  mercury  at  202°  would  become  at  o°  C. 

59  — (59  x 2°2  x °-°ooi84=  2-I9)  = . 
since  the  specific  gravity  of  melted  spermaceti  is 
0*808,  whilst  that  of  mercury  at  o°  is  13-596, 
a column  of  3191™1'  spermaceti  at  20 1°  would  be 


°'3723  grm- 
100*0  cub.  centim. 
202°  C. 


59 


mm. 


mm. 


And 


319 

763mm 


56*8 


19*0 


in  millimetres  of  mercury  at  o°  C. 


3 1 9 x'808  - 
— T3‘*inn>  — 


Add  this  to  the  observed  height  of  the  barometer  = 


763‘ 


782-0 


And  deduct  corrected  height  of  column  of  mercury  in  bath  5^'^ 


We  obtain  for  the  true  pressure  on  the  vapour  in  milli-  1 
metres  of  mercury  at  o°  . . . . . / 1 

How  100  cub.  centim.  of  vapour  measured  at  202°  and 
72y2n"n*  bar.,  if  they  could  exist  as  vapour  at 
o°  C.  and  76omm-  bar.,  would  = 


25-2 


And  since  54-83  cub.  centim.  of  the  vapour  at  o°  weighs  1 
0-3723  grm->  1 litre  °°  would  weigh  = / 
Hut  a litre  of  air  weighs  1*293  1 8 grm.  at  0°  C.  and  760“™- 
bar.,  therefore  the  specific  gravity  of  the  vapour  is 


54*83  cub.  cent. 

Grms. 

6-791 


5'25 
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The  other  method,  contrived  by  Dumas,  is  applicable  to  all 
bodies  which  boil  below  the  temperature  at  which  glass  softens ; 
but  it  requires  a considerable  amount  of  the  substance,  and  if  any 
impurities  which  have  a higher  boiling  point  than  the  compound 
under  examination  be  present,  they  accumulate  in  the  flask  and 
render  the  apparent  weight  of  the  vapour  too  high.  The  method 
of  Dumas  is  as  follows  : — 

A thin  glass  globe  or  balloon  (a,  fig.  124),  of  3 or  4 inches  (from  to  10 
centimetres)  in  diameter,  is  drawn  off  at  the  neck  into  a capillary  tube,  ^ or  6 
inches  (12  or  13  centimetres)  in  length;  the  open  extremity  of  this  tube  is 
attached  to  a desiccating  tube  filled  with  calcic  chlo- 
ride (66),  and  this  is  connected  with  the  air-pump. 

The  air  is  exhausted  from  the  apparatus,  and  then 
slowly  re-admitted,  repeating  the  process  three  or  four 
times.  By  this  means  any  film  of  moisture  which 
might  he  adhering  to  the  interior  of  the  globe  is  re- 
moved, and  it  is  filled  with  air  in  a dry  state : the 
temperature  and  pressure  of  the  atmosphere  at  the 
time  are  noted  down.  The  balloon  after  being  de- 
tached from  the  air-pump  is  accurately  weighed : this 
weight  represents  that  of  the  balloon  and  the  air 
which  it  contains.  The  capillary  tube  is  then  inserted 
into  the  liquid  which  is  designed  to  furnish  the  vapour 
the  specific  gravity  of  which  is  required : by  gently 
warming  the  globe,  the  enclosed  air  expands,  and  a 
small  quantity  of  it  is  expelled.  As  the  globe  cools, 
the  air  again  contracts  and  the  liquid  rises.  8 or  10 
grammes  of  the  liquid  having  been  thus  introduced, 
the  globe  is  next  firmly  attached,  by  means  of  copper 
wire,  to  a wooden  handle,  c,  and  by  its  means  is  de- 
pressed, as  represented  in  fig.  124,  completely  beneath 
the  surface  of  a liquid  (water,  oil,  or  zincic  chloride, 
according  to  the  temperature  required),  which  is  gradually  heated  till  it  is  at 
least  200  or  30°  C.  above  the  boiling  point  of  the  liquid  of  which  the  vapour- 
density  is  required.  The  liquid  in  the  globe  is  thus  made  to  boil  briskly,  and 
is  converted  into  vapour,  which  expels  the  air  and  takes  its  place. 

After  the  vapour  ceases  to  escape  from  the  aperture  of  the  capillary  tube, 
the  bath  is  maintained  at  a steady  temperature  for  a few  minutes,  to  allow  the 
balloon  and  its  contents  to  acquire  the  temperature  of  the  liquid  in  which  they 
are  immersed.  This  temperature  is  then  observed  by  the  thermometer,  l,  and 
at  the  same  moment  the  capillary  tube  is  sealed  by  the  flame  of  the  blow-pipe. 
The  balloon  is  afterwards  removed  from  the  bath,  and  allowed  to  cool : it  is 
thoroughly  cleansed,  and  a second  time  accurately  weighed.  The  weight  thus 
obtained  represents  that  of  the  balloon  with  that  of  the  liquid  which  remained 
within  it  in  the  form  of  vapour  at  the  moment  of  the  sealing.  The  capillary  neck 
is  now  plunged  beneath  the  surface  of  water  (or  of  mercury),  and  is  then  broken 
off.  If  the  operation  be  successful,  the  vapour  becomes  condensed,  and  the 
liquid  enters  the  globe,  so  as  either  completely  to  fill  it  or  to  leave  only  a small 
bubble  of  air.  The  globe,  with  the  water  which  it  contains,  is  next  carefully 
weighed,  and  the  capacity  of  the  balloon  is  thus  ascertained,  since  each  gramme 
of  water  is  contained  in  the  space  of  a cubic  centimetre,  or  2^2^  grains  in  a cubic 
inch.  The  bubble  of  air  is  then  decanted  into  a graduated  tube,  and  its  bulk 


Fig.  124. 
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measured ; or  the  globe  may  be  completely  filled  up  with  water  and  again 
weighed;  the  difference  of  the  last  two  weighings  will  represent  the  weight  of  a 
quantity  of  water  which  corresponds  in  bulk  to  that  of  the  bubble  of  air. 

All  the  data  necessary  for  calculating  the  specific  gravity  of  the  vapour  are 
thus  furnished,  as  will  be  seen  from  the  following  example : — 


Determination  of  the  Density  of  the  Vapour  of  Alcohol. 


BY  EXPERIMENT. 

(1)  Weight  of  the  balloon  full  of  dry  air,  at  a pressure  of  29' i 

inches  barometer,  and  a temperature  of  570  F. 

(2)  Weight  of  the  balloon  full  of  alcohol  vapour,  sealed  at  212° 

barometer  at  29' 1 inches  ...... 

(3)  Weight  of  the  balloon  with  the  water  that  entered  on  open- 

ing the  capillary  neck  under  water  .... 

(4)  Residual  air  at  570  F.  . 


Grains. 

1187-20 

1189-20 

8 102*00 

Cubic  inch. 
0'200 


BY  CALCULATION. 

By  (3)  the  weight  of  the  balloon  full  of  water  was  . 
By  (1)  the  weight  of  the  balloon  full  of  air  was 


Grains. 


8io2*o 

1187-2 


Difference : weight  of  the  water  .... 
Add  for  the  weight  of  air  displaced  by  the  water 


69148 

8-4 


6923-2 


Dividing  6923-2  by  252-5  we  obtain,  as  the  contents  of  the 
balloon  in  cubic  inches  ...... 

Add  to  this  the  bulk  of  the  residual  air . 


Cubic  inches. 

27-419 

0'200 


(5)  The  sum  gives  the  capacity  of  the  balloon  at  570 
Add  the  increase  of  volume  due  to  expansion  at  2 1 20 


27-619* 

0-043 


(6)  The  capacity  of  the  balloon  corrected  to  the  temperature  of ' 
212°  becomes ....... 


27*662 


27-619  cubic  inches  of  air  measured  at  57°»  with  barometer  at 
29-1  inches,  would  become  at  60°  with  barometer  at 
30  inches  ........ 

And  would  weigh  ........ 

Now  (by  1)  the  weight  of  the  balloon  filled  with  dry  air  was  . 
Deduct  the  weight  of  the  air  .....  . 


27-083 

Grains. 

8-37 

1187-20 

8-37 


(7)  The  difference  gives  the  weight  of  the  empty  balloon 


1178-83 


* Where  rigid  accuracy  is  desired,  if  is  necessary  to  calculate  the  difference 
between  the  capacity  of  the  globe  at  the  temperature  of  the  air,  and  that  at 
tho  temperature  at  sealing,  and  to  add  this  difference  to  the  capacity  as  cal- 
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The  o’ 2 cubic  inch  of  residual  air  measured  at  570,  and  at 
29' i inches  barometer,  would  become  at  21 2°  and  29' 1 
barometer  ........ 

(8)  And  would  weigh ........ 

But  (by  6)  the  capacity  of  the  balloon  at  2 1 20  was  . 

Deduct  dilated  residual  air  . 


The  difference  gives  the  space  occupied  by  alcohol  vapour  at 
2120  and  2 9- 1 barometer  ...... 

Now  27-41  cubic  inches  of  vapour,  measured  at  2120  and  29U 
barometer,  if  they  could  exist  uncondensed  as  vapour,  at 
6o°,  and  at  30  inches  barometer,  would  become  . 

But  (by  2 •)  the  united  weight  of  the  balloon,  the  vapour,  and  the 
residual  air  was  found  to  be  ... 

Deduct  the  weight  of  the  residual  air  (8) 

The  difference  gives  the  weight  of  balloon  and  vapour 
Deduct  the  weight  of  the  empty  balloon  (7)  . 

The  difference  gives  the  weight  of  20-565  cubic  inches  of  alcohol 
vapour  at  6o°  ....... 

loo  cubic  inches  of  alcohol  vapour  would  therefore  weigh  50’  123  grains  at  60° 
and  30  inches  barometer.  Now,  100  cubic  inches  of  air  weigh  31  grains,  at 
6o°  and  30  inches  barometer,  therefore  50-123  divided  by  31  gives  1-617  as 
the  specific  gravity  of  the  vapour  of  alcohol,  from  the  foregoing  experiment. 

Deville  and  Troost  (Comptes  Rendus,  xlv.  821,  and  xlix.  239) 
have  extended  this  method  of  Dumas  to  the  determination  of 
the  density  of  vapours  of  bodies  of  very  high  boiling-point.  They 
employ  light  vessels  of  porcelain,  instead  of  the  glass  balloon,  and 
seal  the  exit  tube  by  means  of  the  oxyhydrogen  jet.  The  constant 
temperature  at  which  the  density  of  the  vapour  is  determined,  is 
obtained  by  placing  the  porcelain  vessel  in  the  vapour  of  a body 
which  boils  at  a much  higher  temperature  than  the  substance 
subjected  to  experiment ; the  distillation  of  the  body  which  fur- 
nishes the  vapour-bath  being  conducted  in  vessels  of  iron.  Boiling 
mercury,  for  example,  gives  a vapour  of  constant  temperature  of 
662°  (350°  C.) ; the  vapour  of  boiling  sulphur  is  estimated  at 


culated  above.  When  the  temperature  at  sealing  is  very  elevated,  this 
correction  acquires  some  importance  ; but  it  is  insignificant  in  most  cases, 
more  especially  as  the  vapour  densities  obtained  by  experiment  never  coincide 
accurately  with  the  theoretical  results,  and  a fair  approximation  is  generally 
all  that  is  required  to  indicate  the  state  of  condensation  of  the  constituents  of 
the  compound.  Since  the  expansion  of  flint  glass  between  320  and  2120  P.  (o° 
and  ioo°  C.)  is  equal  to  0-00228366  of  its  bulk,  the  increase  in  capacity  of  the 
balloon  in  the  foregoing  experiment  between  570  and  21 2°  P.  is  0-043  cubic  inch. 


Cubic  inch. 


0-252 


Grain. 
O’O  6 

Cubic  inches. 

27-662 

0-252 


27-410 

20-565 

Grains. 

1189-20 

0-06 

1189-14 

1178-83 


IO-3I 
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824°  (440°  C.)  ; that  of  cadmium  at  1580°  (86o°  C.) ; and  that 
of  zinc  at  1904°  (1040°  C.).  But  since  the  determination  of  these 
high  temperatures  is  liable  to  some  uncertainty,  a comparative 
experiment  is  made  in  a separate  porcelain  vessel,  by  employing 
a substance  like  iodine,  -which  furnishes  a very  heavy  vapour,  the 
density  of  which  at  measurable  temperatures  is  exactly  known. 
The  experiments  thus  give  the  direct  relation  between  the  density 
of  the  vapour  under  trial,  and  that  of  iodine  at  the  same  tempe- 
ratures. 

\ 

§ II.  On  the  Equilibrium  of  Temperature. 

(148)  All  bodies,  when  heated,  return  sooner  or  later  to  the 
temperature  of  surrounding  objects ; the  tendency  of  heat  being 
constantly  to  preserve  or  recover  an  equilibrium.  This  balance  is 
restored  either  by  the  process  termed  conduction,  that  is,  by  trans- 
mission of  heat  from  particle  to  particle  ; or  by  convection,  or  the 
motion  amongst  the  particles  of  liquids  or  gases ; or  by  radiation 
between  bodies  at  a distance  from  each  other. 

Conduction. 

(149)  If  we  place  the  end  of  a short  strip  of  glass  and  of  a 
strip  of  metal,  of  equal  length,  in  the  flame  of  a lamp,  we  shall 
soon  be  sensible  that  heat  reaches  the  fingers  more  rapidly 
through  the  metal  than  through  the  glass ; and  shall  have  a con- 
vincing proof  that  these  two  substances  differ  greatly  in  their 
power  of  conducting  heat.  Of  all  known  substances,  metals 
possess  the  greatest  amount  of  conducting  power,  but  even  they 
differ  considerably  when  compared  with  each  other.  It  may  be 
taken  as  a rule,  although  it  is  liable  to  numerous  exceptions,  that 
the  denser  the  body  the  better  it  conducts  heat. 

Despretz,  many  years  since,  and  Langberg,  as  well  as  Wiede- 
mann and  Franz,  more  recently,  have  published  a series  of  experi- 
ments upon  the  relative  power  possessed  bv  different  solids  for 
the  conduction  of  heat.  In  the  experiments  of  the  observers  last 
named  ( Pogg . Annal.  lxxxix.  497),  bars  of  each  substance  similar 
in  dimensions  were  exposed  at  one  extremity  to  a uniform  source 
of  heat,  and  the  progress  of  the  temperature  along  each  bar  was 
measured,  at  intervals  of  a inches,  by  means  of  a thermo-electric 
pair.  They  concluded  that  the  conducting  power  for  heat  in 
metals  follows  the  same  order  as  their  power  of  conducting 
electricity.  According  to  J.  D.  Forbes,  the  conducting  power  of 
wrought  iron  for  heat  diminishes  considerably  as  the  temperature 
rises,  and  a similar  diminution  in  the  conducting  power  of  metals 
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generally  for  electricity  lias  been  ascertained  to  exist  as  tlie  tem- 
perature rises  (276). 

Calvert  and  Johnson  {Phil.  Trans.  1858,  p.  349)  have  investigated  the 
conductivity  of  the  metals  by  a still  more  direct  method.  Their  plan  of  operating 
consisted  in  employing  two  vessels  made  of  vulcanized  caoutchouc,  on  account  of 
its  feeble  conducting  power  for  heat.  The  bars  of  the  metals  under  trial  were 
each  6 centimetres  long,  and  1 centimetre  square.  Each  bar  in  succession  was 
passed  through  an  opening  in  one  of  the  sides  of  each  vessel,  into  which  it  pro- 
jected one-sixth  of  its  length,  the  intervening  portion  being  covered  with 
vulcanized  caoutchouc.  A given  weight  of  cold  water  sufficient  to  cover  the  bar 
was  then  introduced  into  one  of  these  vessels,  and  the  temperature  accurately 
observed ; into  the  other  vessel  a given  weight  of  water  at  about  90°  C.  was  intro- 
duced, and  the  temperature  was  maintained  steadily  at  this  point  for  13  minutes 
by  the  occasional  injection  of  steam  in  sufficient  quantity.  At  the  end  of  this 
time,  the  temperature  of  the  colder  vessel  was  noted.  A comparison  of  the  rise 
of  temperature  experienced  in  this  vessel  when  bars  of  different  metals  were 
employed  in  succession,  furnished  the  relative  conducting  power,  correction  being 
made  for  the  loss  of  heat  by  radiation  and  transfer  from  one  vessel  to  the  other 
during  the  experiment.* 


Conducting  Power  for  Heat. 


Metals  Employed. 


Silver 

Gold  

Gold  -8-8-1- 

vioiu  1000  ... 

Rolled  Copper 
Cast  Copper 
Aluminum 
Rolled  Zinc 
Cadmium 
Bar  Iron 
Tin  ... 

Steel  . . . 
Platinum 
Sodium 
Cast  Iron 
Lead  ... 
Antimony 
Bismuth 


Calvert  and  Johnson. 


Wiedemann  and 
Franz. 


°c. 

Rise  of  Temp. 

Mean  Conductivity. 
Silver  = 1000. 

31-90 

1000 

1000 

3r3° 

981 

53  2 

2680 

840 

2695 

845 

736 

25-87 

8n 

2 1*20 

665 

20-45 

641 

18-40 

577 

1392 

436 

119 

I3’45 

422 

14.5 

12-65 

397 

116 

12-15 

380 

84 

1165 

365 

1 1 ‘45 

359 

9'r7 

287 

85 

6-85 

215 

* "95 

61 

18 

The  preceding  table  gives  some  of  the  results  obtained  in  this 
way,  compared  with  those  of  Wiedemann  and  Franz.  ■ 


* It  is  to  be  regretted  that  the  authors  did  not  test  the  accuracy  of  their 
method  by  repeating  their  experiments  with  bars  of  the  same  metals  of  a 
different  length — say  of  ten  centimetres ; they  would  no  doubt  have  then  obtained 
the  same  sequence;  but  the  ratio  of  the  quantities  of  heat  conducted  would 
probably  have  been  different.  Their  numbers  at  present  must  simply  be 
regarded  as  representing  the  order  of  conductivity,  but  not  the  conducting 
power  of  the  metals. 
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In  the  experiments  of  Calvert  and  Johnson,  the  platinum, 
aluminum,  iron,  and  sodium  employed,  were  ordinary  commercial 
samples;  the  other  metals  are  believed  to  have  been  chemically 
pure.  The  purity  of  the  metals  is  indeed  a point  of  great  impor- 
tance, because  the  presence  of  small  quantities  of  foreign  metals 
or  other  substances  greatly  impairs  the  conducting  power  of  the 
mass.  It  was  found,  for  instance,  that  gold,  when  alloyed  -with 
i per  cent,  of  silver,  lost  nearly  20  per  cent,  of  its  conducting 
power. 

Alloys  of  tin  and  lead,  and  lead  and  zinc,  were  ascertained 
to  conduct  in  the  ratio  of  the  mean  conductivity  of  the  two 
metals,  and  these  alloys  were  found  by  Matthiessen  to  conduct 
electricity  in  like  manner,  forming  an  exception  to  the  generality 
of  the  alloys. 

Some  alloys  of  good  and  bad  conductors,  with  the  inferior 
conductor  in  excess,  give  a conductivity  no  higher  than  that  of  the 
inferior  metal ; bronze,  for  example,  and  the  alloys  CuSnn.CuSu,., 
conduct  no  better  than  tin.  The  presence  of  carbon  diminishes 
the  conductivity  of  iron.  If  that  of  silver  be  taken  as  1000, 
malleable  iron,  steel,  and  cast  iron  will  be  represented  thus : — 

Malleable  iron  . . . . . 436 

Steel  ......  397 

Cast  iron  .....  359 

It  is  principally  owing  to  differences  in  conducting  power 
that  bodies  at  the  same  temperature  excite  when  touched  very 
different  sensations  of  heat  or  of  cold.  A piece  of  metal  feels 
much  hotter  or  colder  than  a piece  of  wood  heated  to  the  same 
degree,  because  the  metal,  from  its  superior  power  of  conduction, 
according  as  it  is  above  or  below  the  temperature  of  the  hand, 
imparts  heat  or  receives  it  more  quickly  than  the  wood. 

This  property  of  conduction  is  possessed  by  liquids  in  a very 
limited  degree.  On  filling  a test-tube  with  water,  and  holding 
it  by  the  lower  part,  whilst  the  top  of  the  tube  is  placed  across  the 
flame  of  a spirit  lamp,  the  water  at  the  top  of  the  tube  may  be 
kept  boiling  for  many  minutes  without  occasioning  the  slightest 
inconvenience  to  the  person  who  holds  it.  Gases  are  inferior  even 
to  liquids  in  conducting  power ; hence  it  is  that  porous  bodies, 
such  as  wool,  fur,  and  eider-down,  which  imprison  large  bodies  of 
air  within  them,  are  so  well  adapted  for  winter  clothing,  by  pre- 
venting the  escape  of  the  heat  of  the  body  outwards.  For  the 
same  reason,  chiefly,  the  employment  of  double  doors  and  windows, 
which  include  a layer  of  air  between  them,  is  so  useful  in  prevent- 
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ing  the  heat  of  our  apartments  from  escaping  outwards ; or,  as  in 
the  case  of  fire-proof  boxes  and  ice-houses,  in  preventing  that  of 
the  outer  atmosphere  from  penetrating.  In  a similar  manner  snow 
preserves  the  warmth  of  the  earth  during  the  rigour  of  winter. 
There  seem,  however,  to  be  differences  in  the  conducting  power 
even  of  gases  for  heat.  Magnus  considers  that  the  conducting 
power  of  hydrogen  surpasses  that  of  all  other  gases,  and  it  is 
increased  by  increasing  the  density  of  the  hydrogen  employed. 
In  his  experiments  he  placed  a thermometer  at  the  lower  part  of 
a glass  cylinder,  which  could  be  deprived  of  air,  and  filled  succes- 
sively with  the  various  gases  under  trial ; the  upper  part  of  the 
cylinder  was  then  heated  by  means  of  boiling  water.  The  tem- 
perature of  the  external  air  was  uniformly  at  1 50  C.  during  the 
course  of  the  experiment,  and  care  was  taken  to  protect  the 
apparatus  from  the  disturbing  influence  of  radiation ; the  tem- 
perature rose  higher  when  hydrogen  was  employed  than  when 
any  other  gas  was  admitted. 

The  rapid  change  of  particles  of  air  which  are  in  contact 
with  the  body,  by  the  action  of  a wind,  renders  the  human  frame 
much  less  able  to  bear  cold  in  a windy  than  in  a still  atmosphere. 
Voyagers  in  the  Arctic  regions  found  that,  if  properly  clad,  they 
could  endure  in  a still  air,  a temperature  of  —48°  C. : while  at 
— 1 8°  C.  with  a brisk  wind,  it  was  impossible  to  face  the  breeze 
with  safety.  A parallel  case  occurs  in  liquids  : the  hand  may 
with  impunity  be  kept  stationary  in  water  of  a temperature  so 
high,  that  if  the  hand  were  in  motion,  severe  pain  would  be 
occasioned. 

Many  familiar  contrivances  for  preventing  the  escape  of  heat,  and  for  facili- 
tating the  employment  of  hot  bodies,  de- 
pend upon  the  use  of  inferior  conductors  Fig.  125. 

of  heat : for  instance,  a layer  of  charcoal 
is  generally  interposed  between  the  case 
of  the  furnace  and  its  fire-clay  lining,  in 
order  to  confine  the  heat.  The  kettle- 
holder  is  for  this  reason  used  to  protect 
the  hand  from  the  heat  of  the  metal ; 
whilst  the  handles  of  tea-pots  are  insu- 
lated from  the  hot  metal  by  non-con- 
ducting pieces  of  ivory.  Wicker-work  or 
matting  is  placed  under  hot  dishes  to 
separate  them  from  the  dinner-table  by 
badly  conducting  substances. 

Much  of  the  economy  of  fuel  depends 
upon  a judicious  application  of  these 
principles.  An  instructive  illustration 
of  their  importance  is  exhibited  in  the  manner  in  which  heat  may  be  economized 
by  an  appropriate  construction  of  the  boiler  of  a steam-engine.  The  form  which 
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answers  this  purpose  most  perfectly  is  that  which  is  known  as  the  Cornish  boiler. 
Fig.  1 25  shows  a transverse  section  of  this  boiler ; it  consists  of  two  cylinders 
placed  one  within  the  other ; between  the  two  is  the  space  for  the  water ; the 
interior  cylinder  contains  the  fire-grate,  ash-pit,  and  the  first  portion  of  the 
flue  : the  heat,  which  would  otherwise  be  conducted  away  by  the  fire-bars,  and 
by  the  masonry  of  the  ash-pit,  is  thus  economized,  and  the  heated  products  of 
combustion  pass  through  the  boiler  for  its  whole  length, which  is  sometimes  as  much 
as  40  or  even  60  feet,  or  from  1 2 to  1 8 metres ; the  hot  air  then  returns  along  the 
outside  of  the  boiler  towards  the  fireplace,  and  once  more  passes  underneath  the 
boiler  before  it  finally  reaches  the  chimney,  c.  Loss  of  heat  from  the  outer 
surface  of  the  boiler  is  prevented  by  covering  it  with  a layer  of  badly  conducting 
material.  In  the  boiler  of  the  locomotive,  where  a stronger  draught  is  necessary, 
the  fireplace  is  surrounded  at  top  and  on  its  two  sides  by  a double  casing  con- 
taining water,  and  the  hot  air  from  the  furnace  passes  through  the  length  of  the 
boiler  by  a number  of  small  tubes,  which  open  at  one  end  into  the  fireplace,  at 
the  other  into  the  chimney.  Loss  of  heat  from  the  external  surface  is  here  also 
prevented  by  casing  the  boiler  in  some  non-conducting  material,  such  as  felt, 
which  is  usually  covered  with  wood. 

(150)  Inequality  in  the  Rate  of  Conduction  in  different  Direc- 
tions.— The  researches  of  De  Senarmont  {Ann.  de  Chimie,  III.  xxi. 
457,  and  xxii.  179)  have  shown  that  although  the  conducting 
power  of  solids  which  are  homogeneous  throughout,  and  of  crystals 
which  belong  to  the  regular  system,  is  uniform  in  every  direction, 
yet  that  in  all  crystals  which  do  not  belong  to  the  regular  system 
the  conducting  power  varies  in  different  directions,  according  to 
the  relation  of  the  direction  to  that  of  the  optic 
axis  of  the  crystal. 

The  fundamental  fact  is  easily  demonstrated  by  taking  two  • 
slices  of  quartz,  one  cut  parallel  to  the  axis  of  the  prism,  the 
other  cut  at  right  angles  to  that  axis ; through  the  centre  of 
each  plate  a small  conical  aperture  is  drilled  for  the  reception 
of  a silver  wire,  one  end  of  which  can  be  heated  in  a flame, 
and  which,  by  its  conducting  power,  acts  as  an  uniform  central 
source  of  heat.  If  previously  to  the  application  of  heat,  the 
surfaces  of  the  crystal  be  coated  with  bees’-wax,  the  wax  in 
the  plate  cut  across  the  axis  (fig.  126,  1),  will  be  melted  in 
the  form  of  a circle,  of  which  the  wire  occupies  the  centre ; 
whilst  on  the  other  plate  the  wax  will  be  melted  in  the  form 
of  an  ellipse,  the  two  diameters  of  which  are  as  1000  : 1312, 
the  long  axis  coinciding  with  the  direction  of  the  optic  axis 
of  the  crystal  (fig.  ] 26,  2),  showing  that  the  conducting 
power  is  greater  in  this  direction  than  in  one  at  right  angles 
to  it : whilst  the  circular  form  of  the  melted  wax  in  the  first 
experiment  shows  the  uniformity  with  which  heat  is  pro- 
pagated in  all  directions  around,  and  parallel  to,  the  axis  of 
symmetry. 


Fig.  126. 


In  crystals  with  two  optic  axes,  the  results,  although  more 
complicated,  present  the  same  intimate  connexion  with  the  direc- 
tion of  those  lines  within  the  crystal.  Bodies  which  are  not 
crystalline  also  exhibit  an  inequality  in  their  power  of  conducting 
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heat  in  different  directions,  when  their  molecular  structure  is 
altered  by  unequal  tension  or  pressure.  Unannealed  glass,  and 
plates  of  glass  subjected  to  compression  upon  their  edges,  exhibit 
these  phenomena,  the  shorter  axis  of  the  ellipse  being  in  the  line 
of  pressure,  or  of  greatest  density. 

Delarive  and  Decandolle  have  shown  that  similar  differences  in 
conducting  power  occur  in  wood,  which  conducts  much  better  with 
the  grain  than  across  it ; that  is,  better  in  a direction  parallel  to 
the  fibres,  than  across  them.  Tyndall  has 
not  only  confirmed  this  fact,  but  has  also  FIG-  I27- 

proved  that  heat  passes  rather  more  rapidly 
in  a direction  from  the  external  surface  to- 
wards the  centre,  a b (fig.  127),  than  it  does 
in  a direction  parallel  with  the  ligneous  rings, 
c d (Phil.  Trans.  1853,  P-  226) ; the  greatest 
conducting  power  coinciding  with  the  direc- 
tion of  greatest  porosity  and  readiest  cleavage. 

The  heaviest  woods  are  not  always  the  best 
conductors.  American  birch,  though  very  light,  conducts  better 
than  oak,  which  is  much  denser,  and  far  better  than  ironwood, 
which  has  the  unusual  density  of  U426. 

Convection  of  Heat. 

(151)  Although  the  power  of  conducting  heat  possessed  by 
liquids  and  gases  is  very  small,  yet  they  admit  of  being  rapidly 
heated  by  a process  of  circulation  or  convection,  which  depends 
upon  the  free  mobility  of  the  particles  that  compose  them.  When 
heated,  each  particle  expands,  and  becomes  for  the  time  specifically 
lighter.  If  the  heat  be  applied  at  the  bottom  of  a large  flask 
nearly  filled  with  water,  into  which  a little 
to  enable  the  eye  to  follow  the  motion  oc- 
casioned, the  heated  and  lighter  particles 
will  be  seen  by  the  motion  of  the  bran  to 
ascend,  while  their  place  is  supplied  by  fresh 
particles  from  the  sides  ; these  in  turn  come 
into  contact  with  the  heated  glass  at  the 
bottom,  and  they  again  make  way  for 
colder  portions.  An  ascending  current,  as 
shown  in  fig.  J 28,  is  thus  established  up 
the  middle,  and  descending  currents  flow 
down  the  sides  of  the  flask,  which  are  kept 
cool  by  the  air.  Anything  that  checks 
this  free  circulation,  and  occasions  viscidity 


bran  has  been  thrown 
Fig.  128. 
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in  the  liquid,  impedes  the  distribution  of  heat.  Porridge  or  starch, 
during  the  boiling,  requires  to  be  constantly  stirred,  for  the  pur- 
pose of  presenting  fresh  surfaces  to  the  source  of  heat,  and  of 
preventing  the  portions  in  contact  with  the  hot  bottom  of  the 
vessel  from  becoming  overheated  and  ‘ burned.* 

The  motion  thus  communicated  by  heat  to  liquids, 
has  been  ingeniously  applied  to  the  warming  of  build- 
ings, by  the  circulation  of  hot  water  in  pipes.  One 
of  the  most  effective  methods  will  be  understood  by 
examining  fig.  129,  which  represents  Perkins’s  ar- 
rangement for  heating  by  means  of  hot  water  at  a 
high  pressure.  In  its  simplest  form  it  consists  of 
a continuous  wrought-iron  pipe,  1 inch  (25  millimetres) 
in  diameter  externally,  with  a bore  half  an  inch  in 
diameter.  The  pipe  is  completely  filled  with  water  at 
p and  closed  by  a plug.  The  apparatus  is  provided 
with  a chamber  at  e,  of  about  a fifth  or  a sixth  the 
capacity  of  the  entire  tube,  to  allow  for  expansion ; 
this  chamber  being  left  empty.  About  a sixth  of  the 
entire  length  of  the  pipe  is  coiled  up  at  F C,  and  is 
heated  by  a furnace,  which  is  of  necessity  placed  in 
the  basement  of  the  building.  At  s s,  s s,  other  coils 
are  formed  upon  the  pipe  as  it  passes  through  the  dif- 
ferent apartments  which  are  to  be  heated.  The  course 
of  the  water  is  indicated  by  arrows.  The  hot  water, 
mixed  with  bubbles  of  steam,  passes  off  from  the 
upper  part  of  the  fire  coil,  f c,  ascends  by  tlie  pipe, 
a a,  to  the  highest  part  of  the  building ; it  then  flows 
off  on  either  side  through  the  heating  coils,  s s,  s s, 
and  returns  by  the  pipes,  c c,  which  unite  into  one 
before  delivering  the  cooled  water  to  the  bottom  of 
the  fire  coil,  F c.  s s,  s s are  stop-cocks  for  arresting  the  current  through  any 
one  of  the  heating  coils,  s s,  s s. 

The  importance  of  the  exception  in  the  case  of  water  to  the 
regularity  of  expansion  (143),  in  connexion  with  these  circulatory 
movements  will  now  be  perceived.  During  the  frosts  of  winter 
a rapid  process  of  cooling  goes  on  from  the  surface  of  tlie  earth 
and  of  our  lakes  and  rivers  : the  colder  water  sinks  to  the  bottom, 
fresh  portions  being  supplied  from  below,  until  the  whole  has 
reached  the  temperature  of  40  C. ; below  this  point  the  colder 
water  being  the  lighter  remains  at  the  top,  thus  protecting  the 
mass  beneath  from  further  reduction  of  temperature  by  its  in- 
ferior conducting  power,  and  preventing  such  a reduction  at  any 
considerable  depth  as  would  be  fatal  to  the  animals  which  it 
contains.  Ice,  too,  being  lighter  than  water,  floats  upon  the 
surface,  and  thus  the  bottoms  of  our  rivers  are  protected  from  the 
accumulations  of  frozen  water,  otherwise  inevitable ; and  which 
no  subsequent  summer  heat  would  ever  suffice  to  melt,  or  even 
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to  reach  from  the  surface.  In  the  ocean,  where  the  maximum 
of  density  occurs  below  o°  C.,  the  depth  is  so  great  that,  except- 
ing near  the  polar  circles,  the  low  temperature  does  not  last 
sufficiently  long  to  reduce  the  entire  mass  to  a degree  injurious 
to  animal  life. 

(152)  Currents  in  Gases — Ventilation. — The  motions  produced 
in  gases  by  the  expansive  action  of  heat  are  still  more  obvious 
and  extensive  than  those  occasioned  by  it  in  liquids.  The  tapering 
form  of  flame  is  due  to  an  expansion  of  the  air,  accompanied  by 
a powerful  upward  current,  produced  by  the  heat  with  which  it  is 
attended.  A body  of  heated  air  confined  in  a light  envelope  pos- 
sesses considerable  ascensional  power,  and  constitutes  the  ordinary 
fire-balloon ; it  was,  indeed,  by  means  of  such  a balloon  that  the 
first  aeronautic  excursion  on  record  took  place. 

The  application  of  the  currents  produced  in  air  by  differences 
of  temperature  to  the  ventilation  of  our  dwellings  is  a subject  of 
great  practical  importance.  The  draught  produced  in  the  chimney 
is  due  to  the  heat  derived  from  the  fire,  which  dilates  the  air  in 
the  flue  above  it,  and  renders  it  specifically  lighter  : it  consequently 
rises  in  the  shaft,  and  the  longer  the  chimney  the  more  powerful 
is  the  draught.  Suppose  the  temperature  in  the  chimney  to  be 
on  the  average  of  its  length  40°  above  that  of  the  outer  air,  which 
may  be  assumed  to  be  at  70  C. ; the  dilatation  of  air  for  each 
l°  C.  is  -a-f-fr  °f  its  bulk  at  70  C.,  the  column  of  air  in  the  chimney 
will  therefore  be  dilated  g- , or  -f.  A column  of  such  heated 

air,  8 metres  high,  which  we  will  assume  as  the  length  of  the 
chimney,  would  therefore  only  balance  a column  of  7 metres  in 
height  at  the  temperature  of  the  outer  air,  and  the  ascensional 
force  of  the  heated  air  would  be  that  due  to  the  difference  in 
weight  between  the  8 metres  of  warm  air  and  8 metres  of  colder 
air,  or  equal  to  the  pressure  of  a column  of  the  colder  air,  1 metre 
in  height.  Air  must,  however,  be  supplied  to  the  lower  open- 
ing, in  order  to  allow  the  equilibrium  to  be  restored  ; and  it  the 
communication  of  the  apartment  with  the  outer  air  be  insufficient 
(as  when  the  doors  and  windows  are  carefully  closed,  and  listed 
down,  to  exclude  the  draughts  of  cold  air  that  rush  in  at  every 
crevice  to  furnish  that  required  to  feed  the  chimney),  air  will  enter 
at  the  top  of  the  chimney  ; just  as  when  a bottle  full  of  air  is 
plunged  with  its  mouth  upwards  under  water,  the  water  enters  at 
the  mouth,  whilst  the  air  escapes  in  gushes  or  bubbles.  The  con- 
sequence of  the  entrance  of  cold  air  at  the  top  of  the  chimney  will 
be,  that  such  cold  air  pours  down  into  the  room,  and,  as  a neces- 
sary result,  the  chimney  smokes.  If  the  door  or  the  window  be 
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opened,  however,  the  annoyance  ceases.  In  a room  properly 
ventilated,  the  requisite  supply  of  fresh  air  will  enter  freely, 
without  the  necessity  of  setting  the  door  open. 

In  ventilating  a room,  it  must  be  remembered  that  the  air  which  has  been 
used,  and  which  requires  renewal,  has  become  heated  by  respiration  and  by  the 
burning  of  lamps  or  candles  ; it  therefore  rises  and  accumulates  in  the  upper  part 
of  the  room.  This  is  easily  seen  by  opening  the  door  of  a heated  apartment,  and 
holding  a caudle  near  the  upper  part  of  the  doorway ; if  the  window  be  not  open,  a 
current  will  generally  be  found  blowing  the  flame  from  the  room.  Midway  down, 
the  flame  will  be  stationary,  while  near  the  floor  it  will  be  blown  strongly  into 
the  room.  In  this  experiment  the  lighter  heated  air  flows  out  above,  while  the 
heavier  cold  air  supplies  its  place,  by  entering  at  the  lower  part  of  the  room.  It 
is  for  this  reason  advisable  always  to  make  apertures  for  the  escape  of  heated  air 
near  the  ceiling ; but  it  must  be  remembered  that  no  ventilation  can  be  effectual 
’which  does  not  provide  for  the  entrance  of  fresh  air,  which  may  be  previously 
warmed  or  not,  and  which  is  best  admitted  at  the  lower  part  of  the  room.  In 
cases  where  there  is  a sufficient  height  of  chimney,  a contrivance  of  Dr.  Arnott’s 
is  a valuable  auxiliary  to  the  ventilation ; it  consists  of  a balanced  valve,  opening 
into  the  chimney,  whilst  any  momentary  downward  draught  occasioned  by  the 
sudden  shutting  of  the  door,  or  otherwise,  causes  the  valve  to  close,  and  thus  to 
prevent  the  escape  of  smoke  into  the  room. 

The  velocity  of  the  currents  produced  by  heat,  and  the  rate  of 
cooling  effected  by  them  upon  a thermometer  heated  up  to  a deter- 
minate point,  vary  in  different  gases,  being  more  rapid  the  lighter 
the  gas.  In  hydrogen  the  rate  of  cooling  is  much  more  rapid 
than  in  air,  while  in  carbonic  anhydride  it  is  considerably  less 
rapid. 

(153)  Trade  Winds. — The  processes  of  circulation  produced 
by  heat  in  liquids  and  gases,  which  have  just  been  described,  occur 
upon  a vast  scale  in  the  atmosphere  and  in  the  ocean.  The  im- 
portant phenomena  of  the  trade  winds  arise  from  movements  which 
originate  from  these  causes.  The  temperature  of  the  surface  of 
the  earth  not  being  uniform,  but  being  highest  within  the  tropics 
and  lowest  at  the  poles,  the  air  near  the  equator  rises  in  tempera- 
• ture,  it  becomes  expanded,  grows  specifically  lighter,  and  therefore 
ascends,  its  place  being  supplied  by  cooler  air  from  the  parts 
adjacent,  but  nearer  to  the  poles.  The  heated  equatorial  air  rises 
to  a certain  point,  and  then  falls  over  to  supply  the  place  of  the 
cooler  air  just  conveyed  from  the  neighbouring  regions.  Iu  con- 
sequence of  these  actions,  the  air  upon  the  surface  of  the  earth  is 
continually  moving  from  the  poles  towards  the  equator,  and  above 
this  current  is  another  proceeding  in  the  contrary  direction,  from 
the  equator  towards  the  poles.  The  lower  current,  which  is 
steadily  felt  on  each  side  of  the  equator  through  at  least  30°  of 
latitude,  is  of  the  utmost  importance  to  navigation,  and  forms 
what  are  called  the  trade  winds.  The  upper  current  docs  not 
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admit  of  being  so  accurately  {raced,  but  there  is  satisfactory  proof 
of  its  existence.  The  summits  of  many  inter-tropical  mountains, 
such  as  the  Peak  of  Teneriffe,  12,180  feet  (3712  metres)  high,  and 
Mouna  Kca,  in  the  Sandwich  Islands,  18,400  feet  (5608  metres) 
in  height,  are  sufficiently  elevated  to  reach  into  the  upper  current ; 
and  at  the  top  of  these  mountains  a strong  south-westerly  wind 
blows  continually,  whilst  the  north-east  trade  wind  is  blowing  at 
the  base.  If  the  earth  were  stationary,  these  currents  would  set  due 
north  and  south.  The  surface  of  the  globe,  however,  is  revolving 
from  wrest  to  east,  at  the  average  rate  of  980  miles  per  hour  in  its 
equatorial  part,  and  the  rapidity  of  motion  gradually  diminishes 
towards  the  poles,  at  which  point  the  motion  almost  vanishes. 
Air,  therefore,  which  flows  towards  the  equator  from  the  poles, 
is  moving  more  slowly  than  those  regions  of  the  earth  towards 
which  it  advances.  Since,  however,  the  objects  upon  the  surface 
partake  of  the  motion  of  the  earth  at  the  particular  spot  on  which 
they  rest,  and  as  therefore  the  earth's  motion  is  not  perceptible, 
the  effect  of  a wind  travelling  more  slowly  in  the  same  direction 
as  that  in  which  the  earth  is  moving  would  be  precisely  the  same 
as  that  of  a current  blowing  in  the  opposite  direction,  with  a ve- 
locity equal  to  the  difference  between  the  rates  of  the  two  mo- 
tions, supposing  the  earth  to  he  at  rest : consequently  the  wind 
from  the  north  has  a set  from  the  east,  which  diminishes  as  it 
approaches  the  equator,  where  the  motion  of  the  successive  por- 
tions of  the  surface  becomes  more  uniform.  Prom  the  operation 
of  these  causes  the  north-east  is  one  of  the  most  prevalent  winds 
in  our  climate.  For  similar  reasons,  the  equatorial  current  to- 
wards the  poles  sets  in  a direction  from  the  west,  and  retains  its 
course  when  it  comes  down  to  the  surface,  which  it  does  at  and 
about  our  latitude,  occasioning  the  westerly  winds  which  prevail 
in  these  islands  so  generally  at  certain  seasons. 

The  land  and  sea  breezes  which  occur  morning  and  evening 
along  the  coast  of  tropical  countries,  are  due  to  the  action  of 
analogous  causes.  During  the  early  part  of  the  day  the  surface  of 
the  land,  from  the  action  of  the  sun's  rays,  becomes  more  heated 
than  the  ever-moving  ocean  ; the  air  above  it  expands  and  rises, 
whilst  its  place  is  supplied  by  cooler  air  from  the  ocean — this  con- 
stitutes the  sea  breeze : whereas  in  the  evening,  after  sunset,  the 
land  cools  more  rapidly  than  the  ocean,  and  the  air  resting  upon 
it  contracts  in  hulk,  and  becoming  heavier,  flows  out  during  the 
night  upon  the  sea,  and  produces  the  land  breeze. 

(154)  Gulf  Stream. — Similar  currents,  of  equal  constancy  and 
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regularity,  exist  in  the  ocean,  hut  they  are  modified  in  their  direc- 
tion by  the  general  distribution  of  land  and  water  on  the  earth's 
surface.  That  part  of  the  ocean  which  is  immediately  under  the 
tropics,  and  between  the  eastern  and  western  hemispheres,  for  ex- 
ample, becomes  highly  heated ; the  water  flows  off  on  either  side, 
towards  the  poles,  acquiring  a westerly  direction  as  it  passes  south 
of  the  coast  of  Guinea,  and  striking  the  promontory  of  Cape  St. 
Roque,  on  the  South  American  coast,  is  split  into  two  streams ; 
the  smaller  one  continues  southwards,  towards  Cape  Horn ; the 
larger  current  maintains  a north-westerly  course  in  the  Gulf  of 
Mexico,  where  it  receives  further  accessions  of  heat,  and  is  gradually 
changed  in  its  direction ; it  passes  along  the  southern  shores  of 
North  America,  and  finally  emerges  northward,  in  the  narrow 
channel  between  the  peninsula  of  Florida  and  the  Bahama  Islands, 
where  it  assumes  the  name  of  the  Gulf  Strea?n.  The  temperature 
of  this  current  is  found  to  be  somewhat  above  50  C.  higher  than 
that  of  the  neighbouring  ocean.  The  current  passes  on,  gradually 
widening  and  becoming  less  marked,  till  it  is  lost  on  the  western 
shores  of  Europe.  A less  accurately  defined  under-current,  from 
the  poles,  is  constantly  setting  in  towards  the  equator,  to  supply 
the  place  of  the  heated  water  which  takes  the  course  already 
described.  Besides  rendering  important  aid  to  the  navigator,  these 
currents  assist  in  maintaining  an  equilibrium  of  temperature  on 
the  earth,  moderating  the  severity  of  the  polar  frost,  and  tem- 
pering the  sultry  heats  of  the  tropics.  One  cause  of  the  compara- 
tive mildness  of  our  own  winters  is  the  warmth  conveyed  to  our 
shores  by  the  Gulf  Stream. 

Radiatioti  of  Heat. 

(155)  A person  placed  in  bright  sunshine,  or  before  a blazing 
fire,  must  perceive  that  in  addition  to  the  gradual  mode  of  propa- 
gation from  particle  to  particle,  heat  is  endowed  with  the  faculty 
of  traversing  space,  and  transparent  media  such  as  the  atmosphere. 
This  transmission  of  heat  occurs  in  right  lines,  with  a velocity 
equal  to  that  of  light  itself;  in  fact,  in  this  mode  of  propaga- 
tion it  follows  the  same  laws  as  light,  and  like  all  radiant  forces 
it  diminishes  in  intensity  as  the  square  of  the  distance  from  the 
active  centre. 

The  great  supply  of  heat  to  the  earth  from  the  sun  is  trans- 
mitted by  the  process  of  radiation.  Some  idea  of  the  amount  of 
heat  thus  received  by  the  earth  may  be  formed  from  a rough  cal- 
culation made  by  Faraday,  to  the  effect  that  the  average  am  omit 
of  heat  radiated  in  a summer’s  day  upon  each  acre  of  land  in  the 
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latitude  of  London,  is  not  less  than  that  which  would  be  emitted 
in  the  combustion  of  sixty  sacks  of  coal. 

Heat,  in  its  radiant  state,  does  not  raise  the  temperature  of  the 
media  which  it  traverses  : a tube  full  of  ether  may  be  held  in  the 
focus  of  a burning  mirror  without  becoming  sensibly  hotter ; but 
the  moment  that  the  absorption  of  the  rays  is  caused  in  any  way, 
as  by  introducing  a bit  of  charcoal  into  the  liquid,  the  ether  enters 
into  ebullition  and  is  dissipated  in  vapour. 

(156)  Reflection  of  Heat. — Polished  objects  reflect  the  greater 
part  of  the  heat  which  falls  upon  them  ; the  reflected  and  incident 
rays  are  always  in  the  same  plane,  and  the  angles  which  they  make 
with  a perpendicular  to  the  reflecting  surface  are  always  equal. 
By  means  of  concave  mirrors,  the  rays  of  heat,  like  those  of  light, 
may  be  brought  to  a focus,  and,  if  sufficiently  intense,  they  will 
ignite  combustible  substances  placed  there.  The  law  of  the 
reflection  of  heat  may  be  roughly  demonstrated  by  holding  a flat 
sheet  of  tin-plate  in  such  a position  before  a common  fire  that  the 
light  of  the  fire  may  be  reflected  from  it,  whilst  the  observer  is 
screened  from  the  direct  rays  ; the  sensation  of  heat  will  be  percep- 
tible upon  the  face  the  moment  that  the  reflection  of  the  fire  is 
seen.  The  same  effect  may  be  shown  in  a still  more  striking  manner 
by  means  of  two  similar  concave  parabolic  mirrors  (fig.  131,  page 
286)  arranged  opposite  each  other,  at  the  distance  of  4 or  5 metres 
or  more.  If  a lighted  candle  be  placed  in  the  focus  of  one  of  the 
mirrors,  the  rays  will  fall  upon  its  concave  surface,  and  thence  be 
reflected  in  parallel  lines  to  the  surface  of  the  second  mirror,  from 
which  they  will  be  a second  time  reflected,  and  will  converge  at  its 
focus  ; a luminous  spot  being  formed  upon  a piece  of  paper  held  in 
this  position.  If  for  this  paper  one  of  the  balls  of  a differential 
thermoscope  (135)  be  substituted,  the  expansion  of  the  air  in  that 
bulb  will  afford  evidence  that  the  heat  as  well  as  the  light  is  re- 
flected. That  the  rays  take  the  course  described,  and  which  is 
represented  in  the  diagram,  and  that  they  do  not  act  upon  the 
instrument  by  direct  radiation,  is  shown  by  interposing  a small 
tiu-plate  screen  between  the  second  mirror  and  the  thermometer : 
in  this  case  the  liquid  immediately  becomes  stationary  ; while,  if 
the  screen  be  placed  between  the  instrument  and  the  candle,  no 
sensible  effect  is  produced. 

If,  instead  of  a candle,  a red-hot  ball  be  placed  in  the  focus  of 
the  first  mirror,  paper  may  be  scorched,  and  gunpowder  or  phos- 
phorus inflamed  in  the  focus  of  the  second.  Heat,  however,  is 
emitted  in  the  form  of  rays  from  bodies,  whether  such  bodies  be 
luminous  or  not.  A canister  of  boiling  water  may  be  substituted 
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for  the  candle  or  the  red-hot  ball,  and  the  heat  which  it  emits, 
although  less  intense,  will  be  concentrated  by  the  opposite  mirror 
equally  well. 

(157)  Absorption  of  Heat. — Different  substances  reflect  heat 
unequally.  Polished  metals  possess  the  power  of  reflection  in  the 
highest  degree,  but  even  the  metals  differ  considerably  in  reflecting 
power.  Melloni,  from  his  experiments,  has  concluded  that  of 
1 00  rays,  silver  reflects  90 ; bright  lead  reflects  60 ; whilst  glass 
reflects  but  10. 

If  the  surface  of  a body  be  scratched  it  reflects  heat  irregu- 
larly, in  the  same  way  that  a sheet  of  white  paper  scatters  the 
light  which  it  reflects j and  if  the  surface  be  coated  more  or  less  com- 
pletely with  lamp-black,  the  amount  of  heat  which  is  reflected  may 
be  diminished  in  a degree  proportioned  to  the  alteration  of  the 
surface.  In  this  case,  that  portion  of  the  heat  which  is  not  re- 
flected is  absorbed.  When  the  heat  is  all  reflected,  the  tem- 
perature of  the  body  remains  unaltered ; but  when  absorption 
takes  place,  the  temperature  rises  in  proportion  to  the  quantity  of 
heat  which  is  absorbed. 

This  difference  may  he  exhibited  by  placing  a lighted  taper  in  the  focus  of 
one  of  the  mirrors,  and  employing  in  the  second  focus  a differential  thermoscope, 
one  ball  of  which  is  gilt,  and  the  other  ball  covered  with  lamp-black.  On  placing 
the  gilt  ball  in  the  focus,  scarcely  any  motion  of  the  liquid  in  the  stem  is  per- 
ceived ; but,  on  reversing  the  balls,  although  the  amount  of  heat  which  falls  on 
the  instrument  is  no  greater  than  before,  the  liquid  descends  rapidly  : in  the  first 
case,  the  heat  is  for  the  most  part  reflected ; in  the  second  it  is  absorbed,  and  the 
temperature  consequently  rises. 

A similar  result  may  he  obtained  by  taking  two  bright  tin  plates,  and  coating 
one  surface  of  one  of  them  with  lamp-black.  On  placing  them  in  a vertical  position, 
with  a hot  iron  ball  midway  between  the  two  plates  but  not  touching  either  of 
them,  the  blackened  surface  being  directed  towards  the  source  of  heat,  it  will  be 
found  that  the  blackened  plate  becomes  heated  by  absorption,  while  the  other 
remains  cool : this  may  he  shown  by  causing  a cork  to  adhere  to  the  outer  sur- 
face of  each  plate,  by  means  of  a little  wax  or  pomatum ; the  wax  will  melt  upon 
the  blackened  plate,  and  the  cork  will  fall  from  it  much  sooner  than  from  the 
bright  one. 

The  power  of  reflection  seems  to  reside  almost  exclusively  in 
the  surface  of  the  body.  A film  of  gold  leaf,  not  exceeding 
TuVo  millimetre  in  thickness,  answers  the  purpose  of  a reflector 
nearly  as  well  as  a mass  of  solid  gold ; since  a sheet  of  paper 
partially  gilt,  if  held  within  a short  distance  of  a mass  of  red-hot 
metal,  will  become  scorched,  excepting  in  those  parts  which  are 
protected  by  the  metallic  film.  The  absorbing  power  of  a sub- 
stance is  inversely  proportioned  to  its  power  of  reflecting  heat ; 
the  best  reflectors  arc  the  worst  absorbents,  and  vice  versd.  As 
is  the  case  with  light,  so  it  is  found  with  radiant  heat,  that,  ex- 
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cepting  in  the  case  of  polished  metals,  the  greater  the  angle  of 
incidence  the  more  complete  is  the  reflection. 

(158)  Connexion  between  Absorption  and  Radiation. — The  ex- 
periments of  Leslie  have  proved  the  existence  of  an  important  con- 
nexion between  the  absorbing  and  the  radiating  powers  of  the  same 
substance ; they  are  in  all  cases  directly  proportioned  to  each  other. 
The  great  diversity  of  radiating  power  possessed  by  different  sub- 
stances may  be  exemplified  by  the  following  experiments.  Let  a 
cubic  canister  of  tin  plate  have  one  of  its  sides  covered  with  lamp- 
black, and  a second  side  with  writing-paper,  let  a third  be  scratched 
in  various  directions,  and  let  the  fourth  remain  polished.  On 
placing  the  canister,  filled  with  hot  water,  in  the  focus  of  one 
mirror,  and  a thermoscope  in  the  focus  of  the  other,  it  will  be 
found,  on  presenting  each  side  in  succession  to  the  mirror,  that  a 
different  temperature  is  indicated.  The  heat  radiated  will  be  found 
to  be  greatest  from  the  lamp-black,  less  from  the  paper,  still  less 
from  the  scratched  face,  and  least  of  all  from  the  polished  surface. 
In  consequence  of  the  more  rapid  radiation  from  blackened  than 
from  polished  surfaces  of  the  same  metal,  a given  quantity  of  a hot 
liquid  placed  in  a blackened  vessel  will  reach  the  temperature  of 
the  surrounding  air  sooner  than  if  it  be  placed  in  a vessel  similar 
in  size  and  shape,  but  with  a polished  surface. 

The  amount  of  heat  radiated  from  the  surface  of  an  object 
destitute  of  reflecting  power  varies  with  the  angle ; the  intensity 
being  proportioned  to  the  cosine  of  the  angle  which  the  issuing 
rays  form  with  the  perpendicular  to  the  surface.  This  fact  was 
proved  experimentally  by  Leslie. 


Fig.  130. 


Opposite  to  a concave  mirror  he  placed  a vessel  with  flat  sides  filled 
with  boiling  water,  the  side  of  the  vessel  next  the  mirror  being  coated 
with  lamp-black.  Two  screens,  a a,  b b,  pierced  with  apertures  of  equal 
size,  were  interposed  between  the  mirror  and  the  heated  vessel,  and  in  the 
focus  of  the  mirror  was  placed  the  blackened  ball,  f,  of  a thermoscope ; no  altera- 
tion in  the  indication  of  the  thermometer  was  produced  by  varying  the  inclina- 
tion of  the  vessel.  The  dotted  line  a b represents  the  extent  of  the  radiating 
surface  when  the  vessel  is  vertical.  And  it  is  obvious  that  as  the  obliquity  of 
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the  surface  a c is  increased  a larger  extent  of  radiating  surface  is  exposed  to 
the  thermometer,  so  that  the  intensity  of  the  emitted  ray  must  be  inversely 
as  the  extent  of  surface  in  the  two  cases. 

In  the  economical  applications  of  heat,  constant  scope  is  afforded 
for  the  employment  of  the  powers  of  reflection,  radiation,  and  ab- 
sorption. The  meat-screen  and  the  Dutch  oven,  when  kept  bright, 
afford  instances  of  the  application  of  the  reflection  of  heat  to  bene- 
ficial purposes,  in  directing  the  heat  upon  the  objects  between  them 
and  the  fire.  Tea  made  in  a silver  teapot,  which,  owing  to  its 
polished  surface,  long  retains  its  high  temperature,  is  superior  in 
flavour  to  that  made  in  black  earthenware,  which  rapidly  loses  its 
heat  by  radiation.  Pipes  for  the  conveyance  of  steam  should  be 
kept  bright  until  they  reach  the  apartment  where  the  heat  is  to 
be  distributed,  and  there  the  surface  should  be  blackened,  in  order 
to  favour  the  process  of  radiation. 

(159)  Formation  of  Deiv. — The  distribution  of  heat  by  radia- 
tion is  not  confined  to  bodies  highly  heated.  All  substances, 
whatever  be  their  temperature,  are  constantly  radiating  a certain 
portion  of  heat,  the  amount  of  which  depends  upon  their  tempe- 
rature. If  the  different  bodies  are  all  at  the  same  temperature, 
each  absorbs  from  surrounding  objects  in  a given  time  exactly 
as  much  heat  as  it  radiates  towards  them  in  the  same  time. 
But  suppose  the  bulb  of  a thermometer  to  be  placed  in  the  focus 
of  a small  parabolic  mirror,  which  is  turned  towards  a perfectly 
cloudless  sky,  in  such  a direction  that  the  sun's  rays  shall  not 
fall  upon  the  mirror,  the  temperature  will  sink  several  degrees ; 
at  night,  frequently  as  much  as  8°  or  io°  C.  The  thermometer, 
like  all  other  objects,  is  constantly  radiating  heat ; the  mirror 
cuts  it  off  from  the  rays  proceeding  from  surrounding  objects, 
and  the  portion  of  space  towards  which  it  is  presented  not  return- 
ing the  heat  radiated  towards  it  from  the  instrument,  the  ternpe- 


Fig.  131. 


rature  of  the  thermometer  necessarily  falls.  A similar  experi- 
ment is  easily  made  with  the  conjugate  mirrors.  If  iu  the  focus 
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of  one  mirror,  a cage  filled  with  ice  (c,  fig.  131)  be  supported, 
and  in  the  focus  of  the  opposite  mirror,  the  bulb,  b,  of  the  dif- 
ferential tliermoscope,  which  has  been  blackened  to  favour  radia- 
tion, and  which  is  screened  from  the  radiation  of  surrounding 
objects  by  a second  small  mirror,  placed  as  at  a,  the  liquid  will 
soon  rise  in  the  stem  connected  with  the  blackened  bulb,  because 
the  bulb  radiates  towards  the  ice,  which  only  partially  returns 
the  rays  that  it  receives ; and  the  radiation  from  surrounding 
bodies  upon  the  thermoscope  being  prevented,  its  temperature 
falls.* 

The  principles  of  radiation  were  happily  applied  by  Wells  to 
the  explanation  of  the  phenomenon  of  dew.  Dew  is  formed  most 
copiously  during  a calm,  clear  night  succeeding  a hot  day  : it  is 
deposited  in  exposed  situations  and  upon  the  leaves  of  plants,  and 
on  filamentous  objects  in  general.  As  soon  as  the  sun  dips  below 
the  horizon,  and  in  shady  places  even  before  sunset,  radiation  from 
the  earth  is  no  longer  compensated  by  the  solar  rays : the  tempe- 
rature of  the  surface  is,  therefore,  speedily  reduced  below  that  of 
the  stratum  of  air  in  contact  with  it ; this  stratum  being  charged 
with  moisture,  is  no  longer  able  to  support  so  much  vapour  in  the 
elastic  form,  but  deposits  it  (just  as  when  a glass  of  cold  spring 
water  is  brought  into  a warm  room,  it  becomes  bedewed  with 
moisture  on  its  outside) ; and  the  force  of  cohesion  collects  the 
water  into  the  pearly  drops  that  stud  the  herbage  and  sparkle  in 
the  sloping  rays  of  the  sun.  On  cloudy  nights  little  or  no  dew 
is  deposited,  because  the  masses  of  suspended  vapour  intercept  the 
rays  from  the  earth,  and  return  them  to  its  surface.  Overhanging 
buildings,  or  the  projecting  branches  of  trees,  in  a similar  way 
return  the  heat  to  the  objects  beneath  them,  and  prevent  the 
reduction  of  temperature  which  necessarily  precedes  the  deposition, 
of  dew.  On  windy  nights  the  equilibrium  is  rapidly  restored  by 
the  contact  of  fresh  surfaces  of  air  with  the  radiating  crust  of  the 
earth,  and  little  or  no  dew  is  formed.  Upon  metallic  bodies, 
which  are  bad  radiators,  and  upon  the  hard-beaten  path  or  road, 
where  the  heat  is  conducted  rapidly  from  the  strata  beneath, 
scarcely  any  dew  is  deposited ; while  upon  the  branching  shrub, 
the  tufted  grass,  and  the  downy  leaf,  abundance  of  moisture  is 
collected,  these  being  precisely  the  objects  which  derive  most 
benefit  from  its  presence. 

In  India,  near  the  town  of  Hoogly,  about  forty  miles  from 


* For  a discussion  of  the  theory  of  exchanges  the  reader  may  consult 
Stewart’s  Elementary  Treatise  on  Heat,  p.  18 1,  et  seq. 
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Calcutta,  the  principle  of  radiation  is  applied  to  the  artificial  pro- 
duction of  ice.  Flat  shallow  excavations,  from  one  to  two  feet  in 
depth,  are  loosely  lined  with  rice  straw,  or  some  similar  bad  con- 
ductor of  heat,  and  upon  the  surface  of  this  layer  are  placed 
shallow  pans  of  porous  earthenware,  filled  with  water  to  the  depth 
of  one  or  two  inches.  Radiation  rapidly  reduces  the  temperature 
below  the  freezing  point,  and  ice  is  formed  in  thin  crusts,  which 
are  removed  as  they  are  produced,  aud  stowed  away  in  suitable 
ice-houses  until  night,  when  the  ice  is  conveyed  in  boats  to  Cal- 
cutta. Winter  is  the  ice-making  season — viz.,  from  the  end  of 
November  to  the  middle  of  February.* 

The  fundamental  fact  of  cooling  by  radiation  of  the  bodies  on 
which  dew  is  being  formed,  is  easily  verified.  If  a thermometer 
be  laid  upon  a grass-plat,  on  a clear  night,  it  will  be  found  to 
indicate  a temperature  several  degrees  below  that  shown  by  a 
second  thermometer,  suspended  a metre  or  more  from  the  surface. 

(160)  Law  of  Cooling  by  Radiation, — The  rapidity  of  the 
cooling  of  any  body  by  radiation  depends  upon  the  excess  of  its 
temperature  over  that  of  the  external  air.  The  hotter  the  body, 
the  more  rapidly  does  it  cool ; and  as  it  approaches  the  tempera- 
ture of  the  air,  the  more  slowly  does  it  lose  its  excess  of  heat. 

Newton  assumed  that  the  quantity  of  heat  lost  by  a hot  body, 
for  equal  intervals  of  time,  was  proportioned  to  the  excess  of  its 
temperature  above  that  of  the  surrounding  air ; so  that  if  a body 
heated  to  too°  in  an  atmosphere  at  o°,  lose  ic°  in  one  minute, 
the  same  body  heated  to  50°  would  lose  50  per  minute,  the  air 
being  also  at  o°.  Later  experiments,  however,  have  shown  that 
this  assumption  is  not  exact,  even  for  low  temperatures,  aud  that 
it  becomes  very  inaccurate  at  high  ones. 

An  admirable  series  of  researches  upon  the  rate  of  cooling  by 

* A curious  formation  of  ice  at  the  bottom  of  some  rapid,  clear,  and  rocky 
streams  is  occasionally  seen  under  the  influence  of  radiation,  during  the  preva- 
lence of  bright  frosty  weather.  Ice  thus  formed  is  termed  ground-ice.  The 
water  cools  down  to  39°'2  F.  (40  C.)  as  usual,  but  below  this  point,  the  colder 
water  no  longer  forms  a protecting  layer,  as  in  still  sheets  or  gently  moving 
streams ; the  agitation  produced  by  the  passage  of  the  water  through  its  pre- 
cipitous and  irregular  channel  makes  the  temperature  uniform  throughout,  till 
it  arrives  at  the  freezing  point.  Radiation,  meantime,  proceeds  through  the 
water  from  the  weeds  and  rocky  fragments  in  the  bed  of  the  stream ; these 
become  now  the  coldest  points ; angularities  and  points  indeed,  under  all  circum- 
stances, favour  the  deposition  of  crystals,  and  to  these  irregular  surfaces  the  ice 
attaches  itself  in  silvery,  cauliflower-shaped,  spongy  masses,  sometimes  accumu- 
lating in  quantity  sufficient  to  dam  up  the  stream,  and  cause  it  to  overflow  ; at 
others,  as  the  ice  increases  in  bulk  and  buoyancy,  it  rises  in  large  flakes,  raising 
to  the  surface  portions  of  rock,  aud  even  iron  itself. 
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radiation  was  made  by  Dulong  and  Petit  {Ann.  de  Chimie,  II.  vii. 
337).  They  employed  a hollow  sphere  of  thin  brass,  blackened  in 
the  interior,  and  furnished  with  arrangements  for  exhausting  it 
of  air.  For  the  heated  body  they  used  a thermometer  with  a 
large  bulb,  heated  to  a determinate  degree,  and  supported  in  the 
centre  of  the  hollow  sphere.  They  then  placed  the  apparatus  in 
water  which  was  maintained  at  a constant  temperature,  and  they 
observed  that  the  rate  of  cooling  differed  with  the  nature  of  the 
gaseous  medium  contained  in  the  globe.  If  the  temperature  of 
the  sphere  continued  constant  whilst  the  experiments  were  made 
in  vacuo  upon  the  heated  body  at  temperatures  ascending  according 
to  the  terms  of  an  arithmetic  progression,  the  rapidity  of  cooling 
increased  according  to  the  terms  of  a geometric  progression,  dimi- 
nished by  a constant  quantity ; this  constant  quantity  being  the 
heat  radiated  back  upon  the  cooling  body,  from  the  inner  surface 
of  the  sphere.  If  the  temperature  of  the  sphere  and  that  of  the 
heated  body  were  both  raised  according  to  the  terms  of  an  arith- 
metic progression,  so  that  the  difference  between  the  two  was  always 
constant,  it  was  found  that  the  rate  of  cooling  increased  as  the  tem- 
perature rose,  according  to  the  terms  of  a geometric  progression. 

(161)  Relative  Absorbability  of  Different  Kinds  of  Heat. — The 
transmission  of  radiant  heat  takes  place  more  freely  in  vacuo  than 
in  air.  The  absorption  of  heat  is,  moreover,  influenced  by  an 
important  cause,  to  which  no  allusion  has  yet  been  made,  and 
which  was  first  placed  in  its  true  light  by  the  experiments  of 
Melloni.  It  may  be  illustrated  in  the  following  manner : — 

If  a number  of  sources  of  heat  be  employed,  each  different  in 
kind  and  in  intensity, — such  as  the  naked  flame  of  an  oil  lamp,  a 
platinum  wire  heated  to  redness  in  the  flame  of  a spirit  lamp,  a 
sheet  of  copper  heated  to  about  400°  C.  in  a current  of  heated 
air  which  is  rising  from  a lamp  placed  beneath  it,  and  a copper 
canister  filled  with  boiling  water, — the  face  of  a thermoscope 
covered  with  lamp-black  may  be  placed  at  such  a distance  from  each 
of  these  sources  of  heat  that  the  liquid  shall  stand  in  each  case  at 
the  same  point ; that  is,  the  temperature  to  which  the  thermoscope 
is  exposed  shall  be  equal  in  each  case.  Now,  if  these  distances  be 
noted,  and  if  the  face  of  the  thermoscope  be  covered  with  a variety 
of  other  substances  in  succession,  instead  of  with  lamp-black,  the 
thermoscope  when  exposed  to  each  of  the  different  sources  of  heat 
in  succession,  will  appear  to  receive  different  proportions  of  heat, 
although  placed  at  the  distances  at  which,  when  it  was  coated  with 
lamp-black,  the  heat  appeared  to  be  equal.  Thus,  suppose  that  the 
heat  absorbed,  when  the  lamp-black  was  used,  in  each  case  were 
1 u 
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equq.1  to  ioo : if  the  tliermoscope  were  coated  with  white-lead,  it 
was  found  that,  at  the  same  distance  from  the  naked  flame  as 
before,  it  indicated  a heat  of  only  53 ; opposite  to  the  red-hot 
platinum  the  heat  was  56,  instead  of  100  as  with  the  lamp-black : 
with  the  copper  at  400°  C.,  a heat  of  89  instead  of  100  was  indi- 
cated ; while  opposite  the  canister  of  boiling  water  the  thermoscope 
showed  a heat  of  100,  corresponding  exactly  with  the  effect  upon 
it  when  lamp-black  was  used. 

The  following  table  exhibits  some  of  the  results  which  Melloni 
obtained  by  operating  in  this  way : — 

Relative  Absorbability  of  Dijferent  Kinds  of  Heat. 


Absorbing  Surface. 

Naked 

Flame. 

Incandes- 

cent 

Platinum. 

Copper  at 
7£2°  F. 
(4'°°d  C.) 

Copper  at 
212°  F. 
(IOO-  C.) 

Lamp-black  

IOO 

IOO 

IOO 

IOO 

White  Lead  

53 

56 

89 

ICO 

Isinglass 

52 

54 

84 

91 

Indian  Ink  

96 

95 

87 

85 

Shell  Lac 

43 

47 

70 

72 

Lolished  Metal  

M 

i3‘5 

I3 

13 

Lamp-black  appears  to  absorb  all  the  rays  that  fall  upon  it, 
from  whatever  source  they  may  have  originated ; and  the  amount 
absorbed  by  metallic  surfaces,  although  smaller,  is  nearly  uniform, 
whatever  be  the  source.  It  has  also  been  observed,  that  the  less 
intense  the  source  of  heat,  the  greater  usually  is  the  proportion 
absorbed. 

Franklin,  nearly  a century  ago,  made  the  observation  that  solar 
heat  is  absorbed  with  greater  or  less  facility  according  to  the  colour 
of  the  object  upon  which  the  rays  fall,  but  that  little  or  no  such 
difference  exists  with  the  heat  of  a lamp  or  of  a candle.  He  took 
pieces  of  cloth,  similar  in  texture  and  size,  but  different  in  colour, 
and  placed  them  in  the  sunlight,  upon  newly-fallen  snow,  and  he 
found  that  the  snow  melted  under  the  pieces  of  cloth  with  greater 
rapidity  the  darker  the  tint — the  absorption  being  greatest  with 
the  piece  of  black  cloth,  then  followed  the  blue,  then  the  green, 
purple,  red,  yellow,  and  white  pieces,  in  the  order  enumerated. 
These  effects  are  due,  as  Tyndall  has  shown,  not  to  the  colour  of 
the  object,  but  to  the  nature  of  the  material  used  as  the  colour- 
ing agent. 

(162)  Transmission  of  Heat  through  Screens. — The  cause  of 
these  remarkable  differences  will  be  best  understood  by  a conside- 
ration of  the  phenomena  attending  the  transmission  of  heat  through 
bodies  which  allow  it  to  pass  unobstructed,  as  glass  allows  light  to 
pass.  Melloni  terms  those  bodies  which  thus  transmit  heat  diather- 
manous , or  diathermic  (from  Sia , through,  and  Osp/nbg , hot) — those 
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wliicli  do  not  allow  tliis  transmission  of  heat  being  termed  ather- 
manous  or  adiathermic. 

Bodies  that  are  transparent  to  light  are  by  no  means  equally 
so  to  radiant  heat.  This  arises  from  two  causes,  which  require  to 
be  carefully  distinguished  from  each  other,  and  which  may  be  sepa- 
rately illustrated  by  a parallel  action  on  the  rays  of  light.  A glass 
containing  pure  water  absorbs  very  little  light,  and  transmits 
almost  all  that  it  does  not  reflect : if  the  attempt  be  made  to 
measure  its  transparency  by  ascertaining  the  distance  at  which  a 
page  printed  in  small  type  is  legible  when  the  vessel  of  water  is 
interposed,  and  afterwards,  when  it  is  removed,  the  difference  in 
the  two  cases  is  hardly  appreciable.  If  a few  drops  of  a mixture 
of  Indian  ink  and  water  be  added,  the  transparency  will  be  di- 
minished, and  the  characters  will  be  legible  at  a smaller  distance  ; 
a further  addition  of  ink  will  diminish  the  transparency  more  and 
more,  until  the  letters  can  be  no  longer  discerned.  The  light 
that  is  transmitted,  however,  although  diminished  in  quantity, 
possesses  the  same  character  as  the  incident  light ; and  a prismatic 
analysis  shows  that  both  consist  of  the  same  colours  in  the  same 
proportion  : if  in  this  experiment  indigo  be  substituted  for  Indian 
ink,  the  legibility  of  the  page  is  diminished  to  an  extent  nearly 
equal;  but  the  prism  shows  that  certain  of  the  rays  have  been 
absorbed  more  completely  than  others.  Similar  effects  are  pro- 
duced with  the  rays  of  heat.  There  are,  however,  a number  of 
substances  which  are  almost  perfectly  transparent  to  light — viz., 
among  solids,  glass,  diamond,  Iceland  spar,  ice,  and  a great  number 
of  crystals ; amongst  liquids,  water,  spirit  of  wine,  ether,  oil  of 
turpentine,  and  a multitude  of  other  bodies ; and  among  aeriform 
bodies,  atmospheric  air,  and  the  greater  number  of  gases.  For 
heat,  on  the  contrary,  there  is  only  one  known  solid  that  ap- 
proaches perfect  diathermacy,  and  that  is  rock  salt ; many  colour- 
less gases  possess  the  property  also  in  a still  higher  degree ; but 
no  liquid  has  yet  been  discovered  which  is  free  from  absorptive 
action  on  the  thermic  rays. 

The  more  important  parts  of  the  apparatus  employed  by  Melloni  in  these 
researches  are  represented  in  fig.  132.  One  of  his  four  principal  sources  of  heat — 
viz.,  naked  flame,  ignited  platinum,  blackened  copper  heated  to  400°  C.,  or  copper 
heated  to  ioo°,  was  placed  as  at  M,  on  a moveable  support,  behind  the  perforated 
screen,  N ; the  rays  being  concentrated,  when  necessary,  by  the  concave  mirror, 
M : they  were  received  at  a suitable  distance  from  this  upon  the  thermoscope  or 
thermo-multiplier,  T.*  If  a double  screen,  s,  of  polished  copper  were  interposed 
between  the  source  of  heat  and  the  thermoscope,  the  rays  of  heat  were  entirely 


* In  these  inquiries  a peculiar  and  very  delicate  thermometric  apparatus, 
termed  a thermo-multiplier  (3 17),  was  generally  employed. 
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intercepted.  Having  placed  the  thermoscope  at  such  a distance  as  always  to 
indicate,  when  the  copper  screens  were  removed,  a constant  given  elevation  of 

Fig.  132. 


temperature,  a plate  of  some  substance,  the  diathermacy  of  which  was  to  he 
ascertained,  was  then  introduced  at  p ; and  on  observing  the  difference  of  tem- 
perature, as  marked  by  the  instrument,  the  proportion  of  heat  which  the  plate 
transmitted  was  at  once  ascertained. 

In  this  manner  Melloni  found  that  plates  of  rock  salt  of  great 
transparency,  varying  in  thickness  from  o'amm'  to  4 or  5 centi- 
netres  in  thickness,  transmitted  92  out  of  every  100  rays  incident 
ipon  them,  whatever  were  the  source  of  heat  employed ; the  loss 
f 8 per  cent,  being  mainly  due  to  a uniform  quantity  which  is 
eflected  at  the  two  surfaces  of  the  plate ; rock  salt,  therefore,  is 
o heat  what  pure  colourless  glass  is  to  light.  The  following  ex- 
periment shows  the  independence  of  diathermacy  and  trans- 
parency : — If  a cast-iron  ball  heated  to  about  200°  C.  be  placed 
midway  between  the  blackened  bulbs  of  a thermoscope,  each  bulb 
will  receive  an  equal  amount  of  heat,  and  the  liquid  will  remain 
stationary ; but  if  a plate  of  rock  salt  be  interposed  between  the 
iron  and  one  of  the  bulbs,  and  a plate  of  glass  of  equal  thickness 
be  placed  between  the  hot  ball  and  the  other  bulb,  it  will  be  found 
that  although  both  plates  are  almost  equally  transparent  to  light, 
yet  the  bulb  next  the  rock  salt  will  rise  in  temperature  much  more 
rapidly  than  the  one  next  the  glass.  In  liquids,  the  independence 
of  transparency  and  diathermacy  is  still  more  striking.  For 
example,  out  of  100  rays  that  fell  from  an  argand  lamp,  on  each 
of  four  liquids  equally  transparent — viz.,  water,  sulphuric  acid, 
ether,  and  oil  of  turpentine,  water  transmitted  only  11,  sulphuric 
acid  17,  ether  21,  and  oil  of  turpentine  31  ; while  chloride  of 
sulphur,  which  is  of  a reddish  colour,  allowed  63  of  the  incident 
rays  to  pass. 

The  following  table  includes  some  of  the  results  obtained  by 
Melloni,  for  several  solid  bodies:  in  these  experiments  plates  of 
equal  thickness  were  used  in  each  case. 
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Each  plate  was  o' 3 mm.  or  o'toa 
inch  thick. 

N aked 
Flame. 

Ignited 

Platinum. 

Copper 
752°  F. 
(400°  C.) 

Copper 
212°  F. 
(ioo°  C.) 

Rock  salt  (limpid)  

92'3 

92'3 

92-3 

92-3 

Sicilian  sulphur  (yellow)  

74 

77 

60 

54 

Fluor  spar  (limpid)  

72 

69 

42 

33 

Rock  salt  (cloudy)  

65 

65 

65 

65 

Beryl  (greenish  yellow)  

46 

3« 

24 

20 

Iceland  spar  (limpid) 

39 

28 

6 

0 

Plate  glass  

39 

24 

6 

0 

Quartz  (limpid) 

38 

28 

6 

3 

Quartz  (smoky) 

37 

28 

6 

3 

White  topaz  

33 

24 

4 

0 

Baric  sulphate  

24 

18 

3 

0 

Tourmaline  (dark  green)  

18 

16 

3 

0 

Citric  acid 

ir 

2 

0 

0 

Alum  

9 

2 

0 

0 

Sugar  candy  (limpid) 

8 

1 

0 

0 

Ice  

6 

°'5 

0 

0 

Diathermacy  of  Liquids  contained  in  Glass — stratum  of  liquid  92 
millimetres.  The  source  of  heat  in  each  case  was  an 
argand  oil  lamp. 


Carbonic  disulphide  (colourless)  63 
Chloride  of  sulphur  (red  brown)  63 

Phosphorous  trichloride  62 

Essence  of  turpentine  31 

Colza  oil  (yellow)  30 

Olive  oil  (greenish)  30 


Ether  

...  21 

Sulphuric  acid  (colourless) 

...  17 

Do.  (brown) 

...  17 

Nitric  acid 

...  15 

Alcohol  

...  15 

Distilled  water 

...  11 

Tyndall  [Phil.  Trans.  1864,  225)  enclosed  a certain  number 
of  liquids  in  a cell  with  sides  formed  of  rock  salt,  and  subjected 
them  to  the  radiation  of  a glowing  platinum  wore.  If  the  amount 
of  heat  rays  which  fell  upon  the  surface  of  the  pile  when  the 
empty  cell  was  interposed  be  called  100,  the  proportion  of  heat 
transmitted  by  the  undermentioned  liquids  wras  the  following : — 


Carbonic  Disulphide 

Do.  do.  saturated  with  sulphur 

Do.  do.  saturated  with  iodine... 

Bromine  

Chloroform 

Methyl  Iodide  

Benzol 

Ethyl  Iodide  

Amylene  

Ether 

Ethyl  Acetate  ...  ' 

Ethyl  Formiate 

Alcohol  

Water  saturated  with  rock  salt 


cs2 

83 

82 

8r 

77 

CHCI3 

73 

CH3I 

69 

C„H6 

Co 

C2HsI 

57 

c6h10 

50 

(c2h5)2o 

41 

c2h5)c2u3o2 

34 

c2h6>cho2 

33 

c2h6o 

3° 

26 
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(163)  Diathermacy  of  Gases  and  Vapours. — The  experiments 
of  Knoblauch  have  shown  that  even  metallic  bodies  in  very  thin 
films  are  diathermic,  pi’esenting  in  this  respect  an  analogy  with 
their  limited  transparency  to  light  in  films  of  similar  tenuity. 
Gold  and  silver  transmit  certain  of  the  rays  of  heat  more  freely 
than  others,  whilst  platinum  appears  to  transmit  all  the  rays  with 
nearly  equal  facility.  On  the  other  hand,  Tyndall  has  found  that 
the  gases  exert  different  degrees  of  absorptive  action  on  the  rays 
of  heat,  and  even  when  colourless  that  this  effect  is  strongly 
marked.  Coal  gas,  for  example,  exerts  a much  stronger  absorptive 
effect  than  atmospheric  air,  and  the  vapour  of  ether  considerably 
more  than  that  of  the  carbonic  disulphide.  Kays  of  certain 
degrees  of  refrangibility  also  are  more  powerfully  absorbed  by  the 
colourless  gases  than  others.  For  example,  coal  gas  arrests  the 
heat-rays  from  a source  below  a visible  red  heat,  much  more 
perfectly  than  it  absorbs  the  rays  of  the  lime  light  after  they 
have  traversed  a thin  layer  of  water.* 

The  following  table  is  given  by  Tyndall  as  representing  the 
relative  absorptive  power  for  heat  emanating  from  a source  at 
2 1 a0,  of  various  gases  at  the  normal  pressure  of  30  inches  of 
mercury,  when  a column  of  the  gas,  4 feet  in  length,  was  sub- 
jected to  experiment : — 


* In  conducting  these  experiments,  an  arrangement  of  apparatus  was 
ultimately  adopted  by  Tyndall,  the  principle  of  which  will  be  understood  from 
the  following  description : — The  gases  which  were  to  he  submitted  to  experiment 
'were  placed  in  a brass  tube  four  feet  long,  and  polished  in  the  interior ; but  for 
particular  gases  a glass  tube  was  substituted.  In  either  case  it  was  closed  air- 
tight at  each  end  by  a polished  plate  of  rock-salt,  and  was  connected  with  an 
air-pump,  so  that  at  pleasure  it  might  he  used  when  exhausted  of  air,  or  when 
filled  with  different  gases  in  succession.  The  source  of  heat  employed  in  most 
cases  was  a cube  of  copper  filled  with  water,  which  was  kept  boiling.  The  face 
of  the  cube  was  turned  towards  the  tube  for  experiment,  and  was  coated  with 
lamp-black.  At  the  other  end  of  the  brass  tube,  a thermo-electric  pile  (3 1 7) 
was  placed ; one  face  of  the  pile  was  directed  towards  the  tube  which  contained 
the  gas  under  trial,  whilst  the  other  end  was  directed  towards  a second  cube 
also  containing  boiling  water.  The  thermo-electric  pile  was  connected  with  a 
very  sensitive  galvanometer.  The  experiment  was  commenced  by  exhausting 
the  long  tube  of  air,  and  then  adjusting  the  distance  of  the  second  cube  of 
boiling  water,  interposing  or  withdrawing  a screen  until  the  amount  of  heat 
which  fell  upon  the  two  surfaces  of  the  thermo-electric  pile  was  exactly  equal, 
which  was  indicated  by  the  needle  of  the  galvanometer  standing  precisely  at 
zero.  The  gas  for  examination,  after  carefully  drying  it,  was  then  admitted 
into  the  tube ; under  these  circumstances,  if  the  gas  tjius  admitted  were  capable 
of  absorbing  even  an  exceedingly  small  portion  of  radiant  heat,  the  equilibrium 
of  the  galvanometer  was  destroyed,  and  the  needle  was  deflected  to  an  extent 
varying  with  the  amount  of  heat  arrested  during  its  passage  through  the  gas. 
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Air  

1 

Oxygen  

1 

Nitrogen  

...  1 

Hydrogen 

1 

Chlorine  

39 

Hydrochloric  acid 

62 

Carbonic  oxide  ... 

90 

Carbonic  anhydride 


Nitrous  oxide 355 

Sulphuretted  hydrogen 390 

Marsh  gas  403 

Sulphurous  anhydride  710 

Olefiant  gas  970 

Ammonia 1193 


The  absorptive  power  of  many  vapours  for  rays  of  obscure  heat 
is  still  more  remarkable ; as  will  be  seen  by  the  following  table, 
which  shows  a few  of  Tyndall’s  results  at  low  tensions,  compared 
with  that  of  air  at  the  normal  pressure,  taken  as  1. 

The  absorbent  action  of  the  perfumes  of  many  flowers  for 
these  obscure  rays  was  also  shown  to  be  singularly  high.  A few 
drops  of  an  essential  oil  placed  in  a tube,  and  exposed  to  a current 
of  dry  air,  gave  a scented  atmosphere  of  which  the  absorptive 
power  varied  greatly ; that  of  patchouli  being  30,  that  of  lavender 
60,  that  of  cassia  109,  while  that  of  aniseed  was  as  high  as  372 ; so 
that  the  perfume  proceeding  from  a flower-bed  absorbs  a large  pro- 
portion of  the  radiant  heat  of  low  refrangibility  re-radiated  from  it. 


Tension  of  Vapour. 

Substance  vaporized. 

2*5  mm. 
(0*  1 inch.) 

i2'S  mm. 
(0 S inch.) 

X 

25  mm. 
(ro  inch.) 

Bromine  

1 

6 

Carbonic  disulphide  

*5 

47 

62 

Methyl  iodide  

35 

147 

242 

Benzol  

66 

182 

267 

Chloroform  

85 

182 

236 

Wood  spirit 

109 

390 

59° 

Ethyl  iodide 

158 

29O 

390 

Amylene  

182 

535 

823 

Ether  

300 

710 

870 

Alcohol 

325 

622 

Formic  ether 

480 

870 

1075 

Acetic  ether 

59° 

980 

ii95 

Propionic  ether  

Boracic  ether*  

596 

620 

970 

The  experiments  of  Tyndall  seemed  to  have  completely  es- 
tablished the  fact  that  aqueous  vapour  has  a powerful  absorbent 
action  upon  heat  of  low  refrangibility,  but  Magnus  has  since 
arrived  at  a different  conclusion.  {Pogg.  Annul,  cxxx.)  The  cause 
of  this  difference  has  not  as  yet  been  explained  by  Tyndall. 


* The  results  obtained  by  Tyndall  on  diluting  boracic  ether  with  air  are  so 
singular  and  anomalous  that  there  is  reason  to  suspect  some  undiscovered  source 
of  error,  boracic  ether  being  a substance  liable  to  decomposition  even  by  a trace 
of  moisture. 
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It  must  not  be  forgotten  that  hitherto  Tyndall's  experiments 
upon  the  various  gases  and  vapours  have  been  confined  for  the 
most  part  to  radiant  heat  of  low  refrangibility.  No  doubt  other 
and  very  different  results  will  be  furnished  when  heat  of  high  re- 
frangibility is  made  the  subject  of  inquiry. 

The  radiation  of  heat  by  gases  has  also  been  clearly  established 
by  the  experiments  of  Tyndall,  and  conformably  with  what  we 
know  of  radiation  and  absorption  in  solids,  he  has  proved  that 
amongst  gases  the  most  powerful  absorbents  are  likewise  the  best 
radiators. 

(164)  Influence  of  Structure  on  Diathermacy. — It  by  no  means 
necessarily  follows  that  a body  which  is  transparent  to  light  is 
also  able  to  allow  the  passage  of  heat,  and  vice  versa ; crystallized 
cupric  sulphate,  which  permits  the  passage  of  blue  light  abun- 
dantly, arrests  the  rays  of  heat  entirely.  Again,  the  opaque  black 
glass,  used  for  the  construction  of  polarizing  mirrors,  transmits  a 
considerable  portion  of  the  thermic  rays.  Smoked  rock  salt  and 
black  mica  also  exhibit  the  same  power. 

Mechanical  arrangement  appears  to  have  even  more  influence 
upon  diathermacy  than  chemical  composition.  Common  table 
salt  is  perfectly  adiathermic.  A solution  of  rock  salt  is  scarcely 
superior  to  pure  water  in  diathermacy,  and  a solution  of  alum  is 
equally  diathermic  with  a solution  of  rock  salt.  This  is  perfectly 
consistent  with  the  effect  which  alteration  of  structure  produces 
on  the  action  of  bodies  on  light.  Common  loaf-sugar  is  opaque 
and  of  dazzling  whiteness,  but  pure  sugar-candy  (the  same  body 
only  in  larger  crystals)  is  colourless  and  transparent : the  most 
transparent  glass,  by  pulverization,  may  be  reduced  to  a white 
opaque  powder. 

As  already  mentioned,  pure  colourless  rock  salt  is  the  only 
solid  substance  the  diathermacy  of  which  approaches  perfection  ; 
and,  according  to  the  researches  of  Knoblauch,  which  have  been 
confirmed  by  those  of  Stewart  and  others,  even  rock  salt  absorbs 
certain  of  the  rays  of  heat,  somewhat  more  freely  than  others  ; the 
rays  thus  absorbed  are  those  of  greatest  wave  length,  or  lowest 
refrangibility.  All  other  bodies  upon  which  Melloni  made  experi- 
ments, transmit  a quantity  of  heat  which  varies  greatly  with  the 
nature  of  the  source,  from  a second  cause,  which  has  been  termed 
thermochrosis , or  calorific  tint,  which  is  analogous  to  a difference 
in  colour  for  objects  transparent  to  light ; to  this  cause  must  be 
attributed  the  remarkable  differences  in  the  amount  of  absorption 
(161),  according  to  the  source  from  which  the  heat  emanates. 
Before  quitting  this  subject,  it  may  be  observed  that  B.  Stewart 
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( Proceed . Roy.  Soc.  x.  389)  has  shown  that  highly  diathermic  bodies 
are  bad  radiators,  while  adiathermic  bodies  are  good  radiators. 
He  has  proved  that  the  radiation  from  a plate  of  rock  salt  goes  on 
from  a considerable  depth  below  the  surface  : but  the  kind  of 
heat  which  rock  salt  emits  is  the  same  which  it  absorbs,  a thick 
plate  of  cold  rock  salt  having  been  found  to  arrest  at  least  three- 
fourths  of  the  heat  radiated  from  a thin  plate  of  heated  rock  salt. 

(165)  Refraction. — Radiant  heat,  like  light,  is  susceptible  of 
refraction  : a large  convex  lens,  placed  in  the  sun^s  rays,  not  only 
gives  a focus  of  intense  light,  but,  as  is  well  known,  constitutes  a 
powerful  burning-glass.  Inflammable  objects  are  easily  ignited  by 
this  means,  and  the  focus  of  heat  is  found  to  correspond  nearly 
with  that  of  the  greatest  light.  Further,  if  a solar  beam  be  sub- 
jected to  the  action  of  a prism  of  transparent  rock  salt,  and  the 
coloured  spectrum  so  obtained  be  examined  by  means  of  a small 
but  sensitive  thermometer,  it  is  found  that  the  rays  of  heat,  like 
those  of  light,  possess  unequal  degrees  of  refrangibility ; hence,  the 
rays  of  heat  are  not  all  accumulated  in  one  spot,  but  are  distri- 
buted over  the  entire  spectrum.  There  are,  in  fact,  differences  in 
the  rays  of  heat  corresponding  to  those  of  colour  in  the  rays  of 
light.  The  greater  portion  of  the  rays  of  solar  heat  are  even  less 
refrangible  than  the  red  rays,  for  the  maximum  of  temperature 
in  the  solar  spectrum  is  found  at  a distance  below  the  extreme 
red  rays  as  great  as  the  brightest  yellow  is  above  them.  The 
width  of  the  wave  of  these  heat  rays  is  consequently  conside- 
rably greater  than  that  of  the  red  rays,  and  the  frequency  of 
undulation  is  proportionately  less  than  that  of  the  least  refran- 
gible luminous  rays.  As  by  the  employment  of  different  sources 
of  light,  spectra  are  obtained  in  which  the  intensity  of  the  light 
varies  in  different  parts,  according  to  the  prevailing  colour  of  the 
luminous  rays, — the  yellow  light  of  common  salt  giving  a spec- 
trum most  intense  in  the  yellow  rays,  and  the  red  light  of  strontic 
nitrate  giving  a spectrum  in  which  the  red  rays  possess  the  great- 
est intensity  ; — so,  in  like  manner,  by  varying  the  source  of  heat 
which  is  employed,  the  position  of  maximum  temperature  in  the 
refracted  beam  is  found  to  vary  : the  less  intense  the  source  of 
heat,  the  smaller  is  the  refrangibility  of  the  heat  radiated.  The 
flame  of  a naked  lamp,  for  example,  emits  rays  of  heat  of  all 
degrees  of  refrangibility,  its  maximum  of  intensity  being  about 
the  middle  of  the  spectrum  ; from  the  ignited  platinum,  the  maxi- 
mum of  heat  falls  nearer  to  the  red  ; from  copper  at  400°  C. 
nearer  still ; and  the  heat  radiated  from  a surface  at  ioo°  C. 
contains  scarcely  any  of  the  more  refrangible  rays.  Now  it  is 
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obvious,  that  a mixed  pencil  of  beat,  if  it  falls  upon  a diathermic 
medium  which  absorbs  certain  of  the  rays  of  heat  and  not  others, 
will  be  altered  in  a manner  similar  to  that  in  which  a ray  of  light 
is  affected  in  traversing  a coloured  glass. 

With  a knowledge  of  these  facts,  there  is  no  difficulty  in 
understanding  how  it  is  that  the  sun's  rays  can  traverse  a plate  of 
glass  and  experience  but  little  absorption,  and  can  be  brought  to  a 
point  by  a convex  lens,  or  by  a glass  concave  mirror,  either  of  which 
remains  cool,  while  intense  heat  is  developed. at  its  focus ; whereas, 
if  the  same  lens  or  concave  mirror  be  held  opposite  to  a common 
fire,  a bright  spot  of  light  will  be  obtained  at  the  focus,  but  little 
or  no  heat ; whilst  the  glass  of  which  the  lens  or  mirror  is  com- 
posed will  become  strongly  heated.  The  rays  which  glass  transmits 
most  readily  are  those  which  abound  in  solar  light,  but  these  are 
precisely  the  rays  which  are  least  abundant  in  incandescent  bodies. 
Advantage  has  long  been  taken  of  this  fact  by  those  who  have  occa- 
sion to  inspect  the  progress  of  operations  carried  on  in  furnaces ; 
they  are  able  by  the  use  of  a glass  screen  to  protect  the  face  from 
the  scorching  rays  which  the  glass  absorbs,  although  it  offers  no 
inrpediment  to  the  transmission  of  light. 

This  absorption  of  radiant  heat  by  glass  is  easily  demonstrated  by  placing  a 
canister  of  hot  water  in  the  focus  of  one  of  the  conjugate  mirrors  (fig.  131),  and 
a thermoscope  in  the  focus  of  the  other : the  air  in  the  acting  ball  of  this  instru- 
ment ceases  to  expand  the  instant  that  a glass  screen  is  interposed  anywhere 
between  the  two  mirrors,  in  which  case  the  glass  absorbs  the  rays,  and  becomes 
heated  itself. 

The  foregoing  observations  show  that  in  the  analysis  of  radiant 
heat,  prisms  and  lenses  of  glass  should  not  be  used,  since  they 
lead  to  results  as  incorrect  as  those  which  would  be  furnished  by 
studying  the  phenomena  of  light  by  means  of  coloured  prisms  and 
lenses.  Rock  salt  furnishes  the  only  known  material  of  which 
such  apparatus  can  properly  be  constructed,  and  by  its  means, 
rays  proceeding  even  from  the  human  body  may  readily  be  con- 
centrated and  made  to  act  upon  a thcrmoscope. 

(166)  Separation  of  Radiant  Heat  from  Light. — A considera- 
tion of  the  preceding  facts  led  Melloni  to  expect  that  by  a com- 
bination of  screens  which  allow  light  of  a given  colour  to  pass, 
radiant  heat  may  be  arrested  j and  in  fact  he  thus  effected  an 
apparent  separation  of  light  from  heat.  By  transmitting  the 
solar  rays,  first  through  a glass  vessel  filled  with  water,  which 
arrests  the  less  refrangible  rays,  and  then  through  a plate  of  a 
peculiar  green  glass  tinged  by  means  of  oxide  of  copper,  which 
stops  the  more  refrangible  rays,  a greenish  beam  was  obtained, 
which  was  concentrated  by  lenses,  and  furnished  a greenish  light 
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of  great  intensity,  but  yet  produced  no  perceptible  heating  action 
when  it  was  allowed  to  fall  upon  the  face  of  a sensitive  thermo- 
scope. A similar  separation  of  light  and  heat  seems  to  be  effected 
in  nature,  in  the  light  reflected  by  the  moon.  Melloni  concen- 
trated the  rays  of  the  moon  by  means  of  an  excellent  lens  of  a 
metre  in  diameter,  and  obtained  a brilliant  focus  of  light  of  i 
centimetre  in  diameter,  the  intensity  of  which  consequently  was 
nearly  jo,ooo  times  greater  than  that  of  the  diffused  light  of  the 
moon ; upon  directing  this  focus  of  light  upon  the  face  of  a very 
sensitive  thermo-multiplier,  only  an  extremely  feeble  indication 
of  heat  was  obtained.* — (Melloni,  Thermochrose , Part  I.  note, 
P-  251.) 

In  all  experiments  on  radiated  heat  it  has  been  observed  that 
heat  when  once  absorbed,  whatever  may  have  been  its  original 
source,  acts  in  the  same  manner  in  producing  expansion;  and  when 


* Notwithstanding  these  results,  Melloni  maintained,  during  the  latter  years  of 
his  life,  the  identity  of  the  agent  that  produces  light  and  heat.  Traces  of  heat,  he 
says,  are  found  in  every  luminous  ray;  he  supposes  that  the  rays  of  heat  may  be 
invisible,  just  as  the  chemical  rays  beyond  the  violet  end  of  the  spectrum  are  invisible, 
because  the  structure  of  the  retina  is  not  susceptible  of  undulations  the  frequency  of 
which  exceeds  or  falls  short  of  a certain  amount.  No  doubt  there  exists  an  ave- 
rage limit  to  the  power  of  the  retina  to  receive  luminous  impressions  from  solar 
radiations ; the  boundary  between  light  and  darkness  being  almost  imperceptible. 
In  certain  individuals  the  retina  is  insensible  to  the  extreme  rays  at  the  red  end 
of  the  spectrum,  which  are  plainly  discerned  by  others.  A parallel  case  occurs 
in  the  audibility  of  sounds : in  some  individuals  the  ear  is  unable  to  perceive 
notes  in  which,  as  in  the  chirp  of  a cricket,  the  vibrations  exceed  a certain 
number  per  second,  though  such  sounds  are  distinctly  audible  to  the  majority  of 
persons.  Whether  light  can  be  obtained  absolutely  free  from  heat  may  still  he 
doubtful,  but  there  is  no  doubt  of  the  existence  of  radiant  heat  of  great  intensity 
unaccompanied  by  light.  According  to  Tyndall’s  observations  upon  his  own 
eyes,  the  retina  is  quite  insensitive  to  these  obscure  rays  of  heat,  even  when 
concentrated  by  a lens  and  thrown  directly  into  the  eye,  though  the  focus  of 
heat  was  sufficiently  intense  to  kindle  paper.  It  appears,  therefore,  from  these 
experiments  that  the  intensity  of  the  sensation  of  light  which  is  experienced  is 
by  no  means  a measure  of  the  intensity  of  the  force  by  which  the  undulations 
which  excite  the  sensation  are  produced,  but  that  it  is  rather  a measure  of  the 
exquisite  sensitiveness  of  the  retina  to  vibrations  of  certain  degrees  ot  frequency, 
and  that  above  and  below  these  points  the  retina  becomes  less  and  less  sensitive, 
until  at  last  a very  much  greater  intensity  of  the  force  expended  in  producing 
the  undulations  fails  to  produce  any  sensation  of  light.  Indeed,  it  is  now 
assumed  by  those  who  adopt  the  undulatory  theory  of  heat,  that  whenever  light 
is  absorbed,  whatever  be  its  source  or  intensity,  it  is  converted  into  heat.  Kigid 
experimental  proof  upon  this  point  is,  however,  still  wanting,  though  it  is 
rendered  probable,  upon  the  principle  of  the  conservation  of  force,  that  the 
differences  between  the  heating,  the  luminous,  and  the  chemical  rays  are  due  to 
differences  in  the  relative  wave  lengths ; the  rays  of  greatest  wave  length  being 
the  least  refrangible. 
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radiated  again  it  does  not  retain  the  peculiarities  of  the  source  . 
from  which  it  originated  : the  refrangibility  of  the  re-radiated  heat 
depends  solely  upon  the  temperature  of  the  surface  which  emits  it 
a second  time ; so  that  it  is  immaterial  whether  it  were  originally 
derived  from  the  sun,  from  a lamp  flame,  from  ignited  platinum, 
or  from  non-lnminous  bodies;  although  it  is  well  known  that  the 
refrangibility  decreases  with  the  temperature  of  the  source  from 
which  it  is  derived.  This  alteration  in  the  refrangibility  of  radiant 
heat  corresponds  with  the  discovery  made  by  Stokes  of  a similar 
degradation  of  refrangibility  in  light  (no).  Heat  of  low  refrangi- 
bility may,  however,  be  converted  into  that  of  higher  refrangibi- 
lity : for  example,  a jet  of  mixed  oxygen  and  hydrogen  gases 
furnishes  a heat  nearly  as  intense  as  any  which  art  can  command, 
yet  it  does  not  emit  rays  which  have  the  power  of  traversing  glass 
in  any  considerable  quantity,  even  though  a lens  be  employed  for 
their  concentration.  Upon  introducing  a cylinder  of  lime  into  the 
jet  of  the  burning  gases,  though  the  amount  of  heat  is  not  thus 
increased,  the  light  becomes  too  bright  for  the  unprotected  eye  to 
endure,  and  the  thermic  rays  acquire  the  property  of  traversing 
glass,  as  is  shown  by  their  action  upon  a thermometer,  the  bulb 
of  which  is  placed  in  the  focus  of  the  lens. 

This  observation  has  recently  been  fully  confirmed  by  Tyndall, 
“who,  by  the  employment  of  a solution  of  iodine  in  carbonic  di- 
sulphide, contained  in  a cell  furnished  with  rock  salt  sides,  has 
succeeded  in  absorbing  the  whole  of  the  luminous  rays,  both  of 
the  sun  and  of  the  electric  light.  The  rays  of  heat  pass  freely 
through  the  liquid,  and  by  using  a lens  of  rock  salt  he  has  con- 
densed them  to  a focus  in  which  he  has  thus  kindled  paper  and 
other  inflammable  objects.  By  this  means  he  has  even  succeeded 
in  rendering  a thin  sheet  of  blackened  platinum  red  hot ; the  rays 
employed  are  below  the  limit  of  the  visible  spectrum,  and  arc  less 
refrangible  than  the  extreme  red  rays.  In  this  manner  the  con- 
version of  heat  of  low  refrangibility  into  that  of  a refrangibility 
which  is  much  higher  has  been  amply  demonstrated. 

Tyndall  states  that  carbonic  disulphide  saturated  with  iodine 
absorbs  only  about  one-tenth  of  the  heat  rays  in  the  light  emitted 
by  the  voltaic  arc  from  charcoal  points,  though  it  retains  nearly 
one-third  of  the  heat  of  the  solar  spectrum,  which  abounds  in  heat 
rays  of  the  higher  degrees  of  refrangibility. 

(167)  By  the  employment  of  tourmalines,  and  by  transmission 
through  bundles  of  mica  placed  at  suitable  obliquities  to  the  inci- 
dent ray,  it  has  been  further  proved  that  radiant  heat  is  also  sus- 
ceptible of  polarization ; since  the  rays  arc  reflected  and  trans- 
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mitted  alternately,  according  as  tlie  planes  of  reflection  from  the 
mica  bundles  coincide,  or  cut  each  other  at  right  angles  : Knob- 
lauch ( Pogg . Annal.  Ixxiv.  9)  has  also  obtained  distinct  evidence 
of  the  diffraction  and  interference  of  the  rays  of  heat.  The 
parallelism  in  the  mechanical  properties  of  radiant  heat  and  of 
light  is  thus  shown  to  be  complete. 

§ III.  SPECIFIC  HEAT — LATENT  HEAT. 

(168)  Specific  Heat. — It  has  been  already  stated  (131)  that 
the  temperature  of  a body  affords  no  indication  of  the  actual 
quantity  of  heat  which  such  a body  contains.  The  thermometer 
does  not  even  give  the  proportionate  amount  of  heat  which  equal 
bulks  of  the  same  substance  contain,  if  they  be  compared  at  dif- 
ferent temperatures.  It  may,  however,  be  made  to  furnish  an 
estimate  of  the  relative  quantities  of  heat  contained  in  two  diffe- 
rent masses,  either  of  the  same  substance  or  of  different  sub- 
stances. The  mode  in  which  this  is  effected  we  proceed  now  to 
illustrate. 

Equal  bulks  of  different  kinds  of  matter,  at  the  same  tempe- 
rature, contain  very  different  quantities  of  heat.  When  equal 
volumes  of  water,  or  of  oil,  or  of  any  liquid,  at  different  tempe- 
ratures, are  mixed  with  due  precautions,  they  yield  a mass  the 
temperature  of  which  is  exactly  the  mean  of  the  two.  For  in- 
stance, a litre  of  water  at  40°  C.,  added  to  a litre  of  water  at  ioo°, 
gives  two  litres  of  water  at  70°.  But  if  two  dissimilar  liquids  be 
used,  the  result  is  different.  A litre  of  water  at  40°  mixed  with 
a litre  of  mercury  at  ioo°,  gives  a mixture  the  temperature  of 
which  is  only  6o° ; but  a litre  of  mercury  at  40°  mixed  with  a 
litre  of  water  at  ioo°,  gives  a mixture  having  a temperature  of 
8o°.  Mercury  is  therefore  often  said  to  have  less  capacity  for 
heat  than  water.  It  requires  a smaller  amount  of  heat  to  raise 
it  a given  number  of  degrees  in  temperature  than  is  required  to 
produce  an  equal  elevation  of  temperature  in  the  same  measure 
of  water.  If  equal  weights  of  the  two  bodies  be  employed,  instead 
of  equal  volumes,  the  difference  is  still  more  striking.  A kilo- 
gramme of  mercury  at  20°,  agitated  with  a kilogramme  of  water 
at  540,  gives  a mixture  the  temperature  of  which  is  = 53°.  The 
water  loses  i°,  while  the  mercury  gains  330.  The  quantity  of 
heat  which  would  be  required  to  raise  any  substance  i°  C.  in 
temperature,  or  more  correctly,  from  o°  C.  to  i°  C.,  compared 
with  the  quantity  of  heat  required  to  raise  an  equal  weight  of 
water  through  the  same  interval,  is  called  its  specific  heat : there- 


502 


MEASUREMENT  OF  SPECIFIC  HEAT. 


fore,  taking  the  specific  heat  of  water  as  i,  that  of  mercury  will 
be  o’033. 

(169)  Modes  of  Measuring  Specific  Heat. — Three  modes  of 
determining  the  specific  heat  of  a body  have  been  employed.  The 
best  is  the  method  of  mixtures  just  described;  another  method 
consists  in  determining  the  rate  of  cooling  of  equal  weights  of  the 
different  bodies  under  similar  circumstances ; and  the  third  con- 
sists in  determining  the  amount  of  ice  which  a given  weight  of 
each  body  will  melt  when  cooled  from  a fixed  temperature,  say 
ioo°  C.,  to  the  freezing-point.  This  last  method  was  employed 
hv  Lavoisier  and  Laplace ; hut  though  excellent  in  principle,  the 
difficulties  in  practice  render  the  results  inaccurate. 

If  the  body  be  in  the  solid  form,  the  process  of  mixture  may 
still  be  employed  to  ascertain  the  specific  heat,  by  heating  to  the 
same  degree  equal  weights  of  the  different  solids  which  are  to  be 
compared,  then  immersing  each  in  an  equal  bulk  of  water,  and 
observing  the  elevation  of  temperature  produced  in  each  case. 
Experiments  conducted  in  this  manner  show  that  great  differences 
in  specific  heats  exist.  Researches  of  this  nature  are  necessarily 
attended  with  great  difficulty,  owing  to  the  variety  of  sources  of 
error,  and  the  number  of  precautions  required  in  order  to  ensure 
accuracy.  Full  particulars  upon  these  points  are  given  in  the 
papers  of  Dulong  and  Petit  upon  this  subject  {Ann.  de  Chimie,  II. 
x.  395),  and  of  Regnault  {lb.  II.  lxxiii.  5,  III.  i.  129;  ix.  322; 
xxvi.  261;  xlvi.  257;  and  lxiii.  5). 

In  the  Phil.  Trans,  for  1865  will  be  found  an  elaborate  dis- 
cussion by  ICopp  of  the  merits  and  defects  of  the  various  methods 
of  determining  specific  heats.  The  following  is  the  method  which 
he  has  himself  devised  for  determining  speedily,  and  with  con- 
siderable approach  to  accuracy,  the  specific  heat  of  any  substance 
either  solid  or  liquid.  If  the  material  for  trial  be  a liquid,  it  is 
introduced  into  a thin  glass  tube.  The  tube,  with  its  contents, 
is  heated  by  immersion  in  a mercury  bath,  which  is  maintained  at  a 
steady  temperature,  not  exceeding  50°  C.,  and  then  immediately 
plunged  into  a small  calorimeter  containing  a known  weight  of 
cold  water,  and  the  rise  of  temperature  thus  effected  is  accurately 
noted.  If  the  calorific  effect  of  the  tube  without  the  liquid  be 
first  determined,  and  the  amount  so  ascertained  be  deducted  from 
the  rise  of  temperature  occasioned  when  the  experiment  has  been 
repeated  after  the  substance  lias  been  introduced  into  the  tube, 
the  specific  heat  of  the  substance  under  trial  is  easily  calculated. 
If  the  material  be  solid,  it  is  reduced  to  small  fragments,  or  it  is 
employed  in  the  form  of  powder,  and  is  placed  in  the  glass  tube 
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•with  a known  amount  of  a liquid  in  which  it  is  not  soluble, 
usually  either  water  or  coal  naphtha.  The  specific  heat  of 
the  tube  with  the  naphtha  is  first  ascertained,  and  then  the  ex- 
periment is  repeated  after  the  addition  of  the  solid  under  trial. 

The  second  mode  of  ascertaining  differences  in  specific  heat  is 
founded  on  the  different  rates  of  cooling  exhibited  by  equal 
masses  of  dissimilar  composition;  those  which  have  the  greatest 
specific  heat  cooling  most  slowly.  Suppose  the  different  bodies  to 
be  compared- have  all  been  heated  to  ioo°  C.,  placed  in  the  same 
vessel,  and  allowed  to  cool  down  150,  under  exactly  similar  cir- 
cumstances; by  noting  the  time  occupied  by  each  in  cooling 
through  this  interval,  and  by  comparing  this  with  the  time  re- 
quired by  an  equal  weight  of  water  to  cool  through  the  same 
thermometric  interval,  a series  of  numbers  are  obtained  which 
represent  approximatively  the  specific  heats  of  the  bodies  in 
question ; making  the  time  occupied  by  water  in  cooling,  the 
unit  of  comparison,  or  1.  The  disturbing  influence  of  radiation 
and  the  differences  in  conducting  power,  both  of  which  vary  greatly 
in  the  different  bodies  submitted  to  trial,  are,  however,  serious 
objections  to  the  employment  of  this  method  for  solids ; for  liquids 
it  is  less  liable  to  error. 

The  following  table  gives  a few  of  the  results  of  Regnault 
upon  specific  heat,  obtained  by  the  process  of  mixture  or  im- 
mersion : — 

Specific  Heats  of  Equal  Weights  between  o°  C.  and  ioo°  C. 


Water  

I ’00000 

Brass 

0*09391 

Oil  of  Turpentine  ... 

o*42593 

Silver 

005701 

Charcoal 

0*24150 

Tin 

0*05623 

Glass 

0*19768 

Mercury... 

0*03332 

Iron  

0*11379 

Platinum 

0*03243 

Zinc  

0*09555 

Gold  ... 

003244 

Copper  

009515 

Lead 

0*03140 

(169a)  Causes  of  Alteration  of  Specific  Heat. — Any  circumstance 
which  alters  the  relative  distances  between  the  particles  of  which  a 
body  is  composed,  at  the  same  time  alters  its  specific  heat.  Mecha- 
nical compression  sufficient  to  produce  a permanent  alteration  in 
density  is  attended  by  a corresponding  decrease  in  specific  heat : — 
For  instance,  the  specific  heat  of  a piece  of  soft,  well-annealed 
copper  was  found  to  be  from  0*09501  to  0*09455  ; the  same  copper, 
after  hammering,  had  a specific  heat  of  from  0*0936  to  0*0933  > 
on  being  again  thoroughly  annealed,  so  as  to  recover  its  former 
density,  its  specific,  heat  was  from  0*09493  to  0*09479,  or  almost 
exactly  the  same  as  at  first.  Again,  in  dimorphous  bodies  (86) 
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the  densest  form  has  in  some  cases  been  found  to  possess  the 
lowest  specific  heat ; diamond,  for  example,  has  a specific  beat  of 
o-I468  ; whilst  graphite  has  a specific  heat  of  o‘20i8,  or  one-third 
higher;  and  the  specific  heat  of  charcoal  is  still  higher,  or  0^241 5. 
Kopp,  however,  considers  that  this  rule  is  not  general;  the  spe- 
cific heats  of  calc  spar  and  aragonite,  iron  pyrites  and  marcasite, 
rutile  and  brookite  being  scarcely  different.  It  has  also  been 
thought  that  to  this  diminution  of  specific  heat  by  compression 
may  be  partially  due  the  heating  of  cold  metallic  bars  observed 
during  the  operation  of  rolling ; they  become  denser,  and  conse- 
quently have  less  capacity  for  heat.  It  is,  however,  more  pro- 
bable that  this  is  simply  a case  of  the  conversion  of  sensible 
motion  into  the  molecular  motion  which  produces  heat,  similar 
to  that  which  attends  friction  or  percussion. 

. The  sudden  compression  of  aeriform  bodies  is  likewise  attended 
with  the  evolution  of  a very  large  amount  of  heat,  which  may 
even  rise  high  enough  to  ignite  tinder  and  other  inflammable 
substances.  On  rarefying  air  the  opposite  effects  are  observed. 
One  evidence  of  this  fact  is  afforded  by  the  mist  which  is  formed 
within  a glass  receiver  while  it  is  undergoing  exhaustion.  On 
first  working  the  pistons  of  the  air-pump,  the  sudden  expansion 
deprives  the  moisture  which  all  air  contains,  of  part  of  the  heat 
necessary  for  its  existence  in  the  gaseous  form,  and  it  condenses  in 
minute  drops,  which  speedily  evaporate  again  as  the  equilibrium  of 
temperature  is  restored.  If  compressed  air  be  allowed  to  expand 
suddenly,  by  escaping  into  the  atmosphere,  a similar  phenomenon 
is  produced;  a demand  for  the  heat  which  the  air  had  lost 
in  compression  suddenly  arises,  and  moisture  is  deposited  as 
before. 

It  was  formerly  supposed  that  this  absorption  of  heat  attending 
the  expansion  of  aeriform  bodies  was  due  to  an  alteration  in  their 
specific  heat,  but  the  careful  and  elaborate  experiments  of  Reg- 
nault  have  proved  that  this  is  not  the  case,  and  the  absorption  of 
heat  under  these  circumstances  affords  a strong  argument  in 
favour  of  the  mechanical  theory  of  heat.* 


* It  may  be  wortli  while  to  examine  the  conditions  under  which  this 
diminution  of  temperature  takes  place  somewhat  more  fully.  Suppose  two 
equal  volumes  of  air  at  o“  C.  be  exposed  to  the  action  of  a gradually  increasing 
temperature  until  each  is  raised  to  a temperature  of  2730  C.  If  one  of  these 
volumes  of  air  he  allowed  to  expand  unchecked,  its  elasticity  will  remain 
unaltered,  hut  its  volume  will  he  doubled;  whilst  if  the  other  is  confined  within 
fixed  limits,  its  volume  will  be  unaltered,  hut  its  elasticity  will  be  doubled. 
The  quantity  of  heat  absorbed  to  produce  the  observed  rise  of  temperature  will, 
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The  absorption  of  heat  by  air  when  it  undergoes  rarefaction,  will 
enable  us  to  understand  the  general  distribution  of  temperature  in 
any  vertical  column  of  the  atmosphere  of  our  globe.  If  the  at- 
mosphere, without  being  altered  in  weight  or  quantity,  could  be  re- 
duced to  a stratum  of  uniform  density  throughout,  with  a uniform 
temperature  of  30°  C. ; it  would  extend  to  a height  of  about  5*4 
miles,  or  8600  metres.  Now,  suppose  that  this  air,  throughout  the 
entire  thickness  of  the  stratum,  suddenly  expanded  to  the  extent 
due  to  its  elasticity ; the  temperature  would  immediately  fall  in 

however,  he  very  different  in  the  two  experiments.  In  tke'case  where  the  air  is 
allowed  to  expand,  the  heat  required  will  be  greater  than  where  the  bulk  of  the 
air  continues  the  same — in  the  proportion  of  1408  to  1000 ; or  the  quantity  of 
heat  consumed  when  the  air  is  not  allowed  to  expand  will  be  about  y less  than 
when  the  expansion  occurs  under  the  usual  atmospheric  pressure. 

Let  C,  fig.  133,  be  an  open  rectangular  vessel,  the  base  of  which 
is  one  square  metre  in  area.  If  a a represent  the  surface  of  a 
cubic  metre  of  air  contained  within  it  at  a temperature  of  o°  C., 
d d will  represent  the  surface  of  the  same  cubic  metre  of  air 
which  has  been  raised  to  27  3 0 C.  The  quantity  of  air  which 
originally  filled  but  one  cubic  metre  will  now  occupy  the  space 
of  two  cubic  metres ; consequently  it  must  have  lifted  the  super- 
incumbent column  of  atmospheric  air,  resting  on  the  surface,  d d, 
through  a height  of  one  metre;  but  the  weight  of  that  super- 
incumbent column  of  air,  calculated  at  i'033  kilos,  per  square 
centimetre  is  10,330  kilos.  Now,  the  weight  of  a cubic  metre 
of  air  at  o°  C.  is  1 '293  kilogr.,  and  the  specific  heat  of  air  was 
found  by  Ilegnault  to  be  a little  less  than  one-fourth  of  that  of  an  equal  weight 
of  water,  or  o-237,  so  that  the  quantity  of  heat  required  to  raise  1*293  kilogr. 
of  air  2730  will  raise  only  0*3063  kilogr.  of  water  through  2730  C.  Now, 
03063  kilogr.  of  water  raised  to  273°  C.  would  bo  equal  to  83*647  kilos, 
raised  only  i°.  Thus  the  heat  required  to  double  the  volume  of  a cubic  metre 
of  air,  and  consequently  to  lift  10,330  kilos.,  would  heat  83*647  kilos,  of 
water  i°  C. 

Suppose,  in  the  next  place,  that  the  cubic  metre  of  air,  instead  of  being 
allowed  to  expand  freely,  be  confined  when  heated,  so  that  its  volume  shall 
remain  constant ; the  quantity  of  heat  required  under  these  circumstances  will 
be  less  than  when  it  was  allowed  to  expand  freely  in  the  ratio  of  1408  to  1000, 
so  that  the  quantity  of  water  which  would  be  heated  1 3 b}-  this  amount  is  easily 
seen  to  be  only  equal  to  39*42  kilos. ; for  1408  : 1000  : : 83*64  : 39  42- 

Now,  on  deducting  39*42  from  83*64,  the  difference,  24*22,  represents  the 
number  of  kilogr.  of  water  which  would  be  raised  1 0 C.  by  the  excess  of  heat 
imparted  to  the  air  when  allowed  to  expand,  in  our  imaginary  experiment;  but 
this  excess,  as  already  explained,  has  been  engaged  in  lilting  a column  of  air  of 
10,330  kilogr.  weight  through  a height  of  one  metre.  If  now  we  divide  83*647 
by  24  22,  we  obtain  the  number  426  kilos.,  and  hence  it  appears  that  an  ex- 
penditure of  heat  sufficient  to  raise  one  kilogr.  of  water  i°  C.  is  competent  to 
raise  426  kilos,  one  metre ; or  we  are  by  this  means  brought  to  the  same  result 
as  that  deduced  by  Joule  from  his  experiments.  The  reasoning  employed  above 
is  that  used  by  Mayer  in  his  paper  on  the  mechanical  nature  of  heat.  The 
numbers,  however,  have  been  supplied  by  subsequent  experiments.  (See 
Tyndall : Heat  as  a Mode  of  Motion,  p.  66  el  seq.) 
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every  part  of  the  column,  (except  at  its  base,  where  it  would 
remain  stationary,)  in  consequence  of  the  alteration  in  density ; 
at  5000  metres  it  would  he  about  o°  C.,  and  at  10,000  feet  it 
would  be  about  — 220  C.  Owing  to  the  cause  just  explained,  a 
progressive  diminution  of  the  temperature  is  experienced,  as  the 
altitude  of  the  observer  above  the  surface  of  the  earth  increases ; 
and  this  depression  of  temperature  is  such,  that  even  in  tropical 
climates,  the  summits  of  lofty  mountains  are  always  crowned 
with  snow.  At  the  equator  the  snow  line  occurs  at  an  altitude 
of  about  5000  metres,  but  in  England  the  line  of  perpetual  snow 
occurs  at  about  2000  metres;  since  the  limit  of  perpetual  snow 
gradually  descends  (subject,  however,  to  irregularities,  from  local 
causes)  towards  the  level  of  the  sea,  according  as  the  place  of 
observation  approaches  towards  either  pole.  A blast  of  cold  air, 
therefore,  in  descending  from  a lofty  height  would  have  its  tem- 
perature elevated  by  the  mere  condensation  which  it  experiences 
as  it  approaches  the  surface  of  the  globe,  without  any  supply  of 
heat  from  extraneous  sources ; and  the  danger  arising  from  its 
chilling  influences  would  be  thus  simply  and  effectually  averted. 
Observations  have  shown  that  the  average  depression  of  tempera- 
ture in  ascending  from  the  sea  level  amounts  to  i°  F.  for  every 
300  feet,  or  i°  C.  for  every  165  metres.  The  observations  made 
by  Glaisher  in  his  balloon  ascents  have,  however,  shown  that  in 
our  own  latitude  this  regularity  of  progression  is  liable  to 
considerable  disturbance  from  currents  which  are  variable  in 
direction  and  in  force.  The  following  table  is  given  by  Daniell 
{Meteorology , vol.  i.  p.  41)  as  an  approximative  estimate  of  the 
distribution  of  heat  in  the  atmosphere  due  to  this  cause,  sup- 
posing, as  indicated  in  the  second  column,  that  the  initial  tempe- 
rature of  8o°,  is  that  of  the  surface  of  the  earth  near  the  equator, 
and  that  the  initial  temperature  of  o°  E.  indicated  in  the  third 
column  is  that  towards  the  poles. 

Decrease  of  Temperature  in  the  Atmosphere  from  Elevation. 


Altitude  in  Feet. 

Temperature  °F. 

Temperature  °F. 

0 

So° 

o° 

5000 

644 

-iS-5 

10000 

484 

-37*8 

15000 

3r4 

— s8'8 

20000 

120 

— 821 

25000 

-7  6 

— 109U 

30000 

-307 

— 1403 

In  proportion  as  the  temperature  of  a substance  rises  its 
speedic  heat  gradually  increases  : owing,  probably,  to  the  increase 
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in  the  bulk  of  the  body  with  the  rise  of  temperature,  and  to 
the  augmentation  of  the  space  between  the  molecules  of  the  heated 
substance.  This  increase  in  the  specific  heat  with  the  rise  of 
temperature  may  be  seen  by  examining  the  following  table  com- 
piled from  the  experiments  of  Dulong  and  Petit. 

Rise  of  Specific  Heat  with  Rise  of  Temperature . 


\ 

Substance  used. 

From  3 2°  to 
2120  F.  or 
o°  C.  to  ioo°  C. 

From  3 20  to 
S720  F.  or 
o°  C.  to  3000  C. 

Mercury 

Platinum 

Antimony  

Silver  

Zinc 

Copper  

Iron 

Glass  

OO33O 

00335 

OO507 

°'°557 

0-0927 

0*0949 

0-1098 

0-1770 

0-035° 

0-0355 

0-0549 

o'o6n 

C1015 

0-1013 

01218 

0-1900 

(170)  Variation  of  Amount  of  Specific  Heat  with  Chayige  of 
Physical  State. — A body  in  the  liquid  state  has  a higher  specific 
heat  than  the  same  substance  when  it  is  in  the  solid  form.  It  is 
lower  in  the  gaseous  than  in  the  liquid  condition.  This  is  re- 
markably shown  in  the  case  of  water,  in  which  the  specific  heat  is 
double  that  of  ice,  and  also  more  than  double  that  of  steam. 
Contrasting  together  the  specific  heats,  as  obtained  for  the  fol- 
lowing solids  by  Regnault,  with  the  numbers  obtained  by  Person 
(Ann.  de  Chimie,  III.  xxi.  333,  and  xxiv.  136)  for  the  same  bodies 
when  liquefied,  the  amount  of  this  difference  will  be  seen  to  be 
liable  to  great  variation  : — 


Specific  Heat  of  the  same  Substances , both  in  the  Solid  and 
in  the  Liquid  State. 


Substance. 

Solid. 

Liquid. 

Sp.  Heat. 

Temperature  °C. 

Sp.  Heat. 

Temperature  °C. 

Ice  

0-5050 

between 
— 30°  and  o° 

roooo 

between 
o°  and  200 

Sodie  Nitrate 

O-2782 

o°  and  ioow 

0-4130 

320°  and  430° 

Potassic  Nitrate 

0-2387 

o°  and  ioou 

0-3318 

350°  and  4350 

Sulphur  

0 2026 

o°  and  ioo° 

0-2340 

1200  and  150° 

Phosphorus  

0-1788 

— 140  and  70 

0-2045 

50°  and  ioo° 

Bromine 

0-0843 

— 78°  and — 200 

O' 1 060 

— 12°  and  48° 

Tin 

0-0562 

o°  and  ioo° 

0-0637 

250°  and  350° 

Iodine  

0’054 1 

o°  and  ioo° 

0-1082 

not  stated 

Lead  

OO314 

o°  and  too0 

00402 

350°  and  450° 

Bismuth 

0-0308 

o°  and  ioo° 

0-0363 

280°  and  380° 

Mercury 

OO319 

00333 

o°  and  ioo° 

* x 2 
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Of  all  solids  and  liquids  water  is  that  which  possesses  the 
largest  amount  of  specific  heat.  This  circumstance  contributes  in 
no  small  degree  towards  moderating  the  rapidity  of  transitions 
from  heat  to  cold,  or  from  cold  to  heat,  owing  to  the  large  quan- 
tity of  heat  which  the  ocean  absorbs  or  emits  in  accommodating 
itself  to  the  variations  of  external  temperature.  Mercury,  on  the 
other  hand,  has  a very  low  specific  heat,  which  much  enhances 
its  sensibility  to  changes  of  temperature,  and  increases  its  fitness 
for  thermometric  purposes. 

(171)  Specific  Heat  of  Gases  and  Vapours. — The  determina- 
tion of  the  specific  heats  of  gases  and  vapours  is  attended  with 
unusual  difficulties ; and  the  earlier  researches  on  the  subject, 
though  conducted  by  many  philosophers  distinguished  for  experi- 
mental skill,  gave  discordant  and  unsatisfactory  results. 

The  subject  has  been  submitted  to  a very  elaborate  and  rigorous 
investigation  by  Regnault,  who,  taking  the  specific  heat  of  an  equal 
weight  of  water  as  the  unit  of  comparison,  finds  that  of  air  to  be 
= 0-2375,  and  he  gives  the  following  numbers  as  representing  the 
specific  heat  of  the  various  gases  and  vapours  upon  which  he  made 
his  experiments  : — 


Specific  Heat  of  Gases  and  Vapours. 


Gas  or  Vapour. 

Equal 

A 

Gas  or  Vapour. 

Equal 

Vol8. 

Weights. 

Vols.  Weights. 

Air 

°'2375 

0-2375 

Sulphurous  Anhydride 

0-341  0-154 

Oxygen  

0-2405 

0-2175 

Hydrochloric  Acid  ... 

0-2352  0-1842 

Nitrogen... 

0-2368 

0-2438 

Sulphuretted  Hydrogen 

0-2857  0-2432 

Hydrogen  

02359 

34090 

Water 

o-2gSg  0-4.805 

Chlorine 

0-2964 

0*1210 

Alcohol  

07171  0-4534 

Bromine 

0*3040 

0-0555 

Wood  Spirit  

0-5063  0*4580 

Nitrous  Oxide 

o-3447 

0-2262 

Ether 

1-2266  ! 0-4796 

Nitric  Oxide  

0-2406 

0-2317 

Ethyl  Chloride  

0-6096  0-2738 

Carbonic  Oxide 

0-2370 

0*2450 

Ethyl  Bromide  

07026  j 0-1896 

Carbonic  Anhydride 

0-3307 

0-2163 

Ethyl  Disulphide 

1-2466  | 0'400S 

Carbonic  Disulphide 

04122 

0-1569 

Ethyl  Cyanide  

08293  0^261 

Ammonia  

0-2996 

0-5084 

Chloroform 

0-6461  0-1566 

Marsh  Gas  

o-3277 

0-5929 

Dutch  Liquid  

0-7911  0*2295 

Olefiant  Gas  

0-4106 

0-4040 

Acetic  Ether  

1-2184  0-4008 

Arsenious  Chloride 

0-7013 

0*1  122 

Benzol 

i-oii4  0-3754 

Silicic  Chloride 

07778 

0*I322 

Acetone  

0-8341  04125 

Titanic  Chloride 

0-8564 

0*1290 

Gil  of  Turpentine 

2-3776  0-5061 

Stannic  chloride  ... 

08639 

0-0939 

Phosphorous  Chloride 

0-6386  01 347 

As  the  result  of  a numerous  and  elaborate  series  of  experi- 
ments, Regnault  concludes,  contrary  to  the  statement  of  Dcla- 
roche  and  Berard,  that  the  specific  heat  of  air  docs  not  increase 
with  rise  of  temperature,  at  any  rate  between  the  temperatures  of 
— 30°  and  200°  C.  The  same  result  holds  good  for  gases  which, 
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like  hydrogen,  are  not  readily  liquefiable.  Condensible  gases  like 
carbonic  anhydride  exhibit  a variation  which,  on  the  contrary,  is 
quite  perceptible  : thus,  the  specific  heat  of  carbonic  anhydride — 

Between  — 30°  and  8°  C.  was  found  =0^8427. 

„ —8°  and  ioo°  „ =0-20248. 

„ —8°  and  210°  „ = 0-21692. 

Or  the  specific  heat  of  carbonic  anhydride  is  as  follows  : — 

At  o°  C.  = 0-1870. 

„ IOO°  = 0‘2L45. 

„ 200°  = 0-2396. 

A similar  variation,  though  probably  to  a still  greater  amount, 
occurs  with  vapours  generally. 

Another  remarkable  experimental  result  obtained  by  Regnault, 
indicates  that  for  pressures  ranging  between  1 and  1 2 atmospheres, 
the  specific  heat  of  equal  weights  of  a non-condensible  gas,  such  as 
atmospheric  air  or  hydrogen,  is  uniformly  the  same,  and  is  inde- 
pendent of  the  density ; consequently,  that  the  specific  heat  of  a 
given  volume  of  a gas  increases  directly  as  its  density  is  increased. 

The  specific  heats  of  the  simple  gases  for  equal  volumes,  are 
nearly  the  same  in  the  case  of  the  incondensible  gases — oxygen, 
nitrogen,  and  hydrogen — and  appear  to  follow  the  law  of  Dulong 
and  Petit  (172);  but  for  condensible  gases  and  vapours,  such  as 
chlorine  and  bromine,  it  is  far  from  being  true.  Compound  gases 
which  are  formed  -without  undergoing  condensation,  such  as 
hydrochloric  acid  and  nitric  oxide,  also  obey  the  law  of  Dulong 
and  Petit.  When  a body  can  be  obtained  in  the  solid,  liquid, 
and  gaseous  state,  it  is  fount!  to  have  the  highest  specific  heat 
when  in  the  liquid  form,  and  much  less  in  the  aeriform  state. 

In  determining  the  specific  heats  of  gases  and  vapours,  after 
a trial  of  various  methods,  Rcgnault  ultimately  adopted  a modifi- 
cation of  that  employed  by  Dclaroche  and  Berard  : — The  gas  under 
trial  was  first  condensed  into  a strong  receiver,  and  then  by  means 
of  apparatus  specially  contrived  for  the  purpose,  a known  weight 
of  this  gas  was  allowed  to  escape  at  a perfectly  uniform  rate,  into 
a long  spiral  tube  plunged  into  a vessel  of  hot  oil,  which  was 
maintained  at  a fixed  temperature  ; the  gas  was  in  this  way  during 
its  passage  through  the  spiral,  raised  to  a known  temperature, 
equal  to  that  of  the  oil  in  the  bath ; the  heated  gas  was  then 
transmitted  through  a metallic  vessel,  surrounded  by  a known 
weight  of  w ater ; finally,  the  gas  was  allowed  to  escape  into  the 
atmosphere,  care  being  taken  that  no  sensible  difference  in  tem- 
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perature  existed  between  the  issuing  gas  and  the  water  of  the 
calorimeter.  In  this  way  Regnault  ascertained  the  rise  of  tempe- 
rature experienced  by  a known  weight  of  water,  when  a given 
weight  of  each  gas,  after  it  had  been  raised  to  a certain  known 
temperature,  was  cooled  down  by  it  to  a certain  other  known 
temperature.  When  the  specific  heat  of  equal  weights  of  the 
different  gases  was  once  known,  it  was  easy  to  calculate  that 
for  equal  volumes,  by  simply  multiplying  the  numbers  for  equal 
weights  by  those  representing  the  specific  gravities  of  each  gas 
or  vapour.  For  the  details  of  this  delicate  inquiry,  the  reader  is 
referred  to  the  second  volume  of  RegnaulFs  great  work,  Relations 
des  Experiences  pour-  determiner  les  Lois  et  les  Donnees  Physiques 
necessaires  au  Calcul  des  Machines  a Feu,  pp.  41 — 333. 

The  following  table,  compiled  from  Regnault’s  experiments, 
shows  how  greatly  the  specific  heat  of  the  same  liquid  varies  with 
the  temperature,  whilst  in  gases  no  such  variation  takes  place.  It 
also  shows  that  the  specific  heat  of  a body  in  the  gaseous  state  is 
always  less  than  that  of  the  same  substance  in  the  liquid  form. 

Specific  Heats  of  Liquids  and  Vapours  compared. 


Liquid. 

Gaseous. 

Liquid. 

Formula. 

Sp.  heat. 

Temp.  °C. 

Sp.  heat. 

Temp.  ° C. 

between 

between 

W ater  

h2o 

I OOOO 

1 1°  and  ioo° 

0-4805 

128°  and  220° 

Bromine 

Br, 

( 01060 
| 0*1129 

— 29°  and  1 1° 
130  and  58° 

00555 

83°  and  228° 

Alcohol  

C.H.0 

0505 
1 07694 

At  — 20° 
At  So° 

0-4534 

105°  and  220° 

Ether  

c2h10o 

| °'5  1 1 3 

I 0-5467 

At  —30° 
At  30° 

0-4797 

70°  and  228° 

Carbonic  Disulphide 

cs2 

\ 0^303 

\ 0 240r 

At  — 30° 
At  30° 

0-1570 

73°  and  192° 

Wood  Spirit  

CH40 

0-6700 

o°  and  20° 

04580 

1010  and  228° 

Acetone 

c,h60 

l 0-4824 

j 0-5302 

At  -30° 
At  30° 

0*41  25 

129°  and  2330 

Diethyl  Sulphide  ... 

C<HlnS 

0-4785 

200  and  70° 

O' 4008 

1200  and  223° 

*Ethyl  Chloride 

C2HsC1 

o-4275 

— 2 70  and  40 

0-2738 

19°  and  1720 

Ethyl  Bromide 

C2H6Br 

0'2l6o 

o°  and  20° 

0-1896 

78°  and  196° 

Ethyl  Cyanide 

1 0-4325 

At  —30° 

C,H5Cy 

1 05847 

At  30° 

0-4262 

1 143  and  221° 

( 0-7369 

At  90° 

Ethyl  Acetate 

CjH,0,Hs02 

i 0-4960 
1 0-5588 

At  —30° 
At  30° 

0-4008 

115°  and  2 19° 

Chloroform  

CHCI, 

\ 0 2293 
) 0-2354 

At  —30° 
At  30° 

0-1567 

1 1 70  and  228° 

Dutch  Liquid 

Benzol  

CJRC), 

O.H, 

( 0-2790 
i 0-3054 
0-4360 

At  — 30° 
At  30° 

200  and  710 

0*2293 

0*3754 

r 1 1°  and  221° 
1 16°  and  2 1 8° 

(172)  Relation  of  Specific  Heat  to  Atomic  Weight. — Au  in- 
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teresting  relation  has  been  traced  between  the  specific  beats  of 
bodies  and  their  combining  quantities.  It  has  already  been  stated 
( 1 68)  that  the  amount  of  beat  required  to  raise  equal  weights  of 
different  substances  i°  in  temperature  varies  for  each  species  of 
matter,  but  is  always  constant  for  the  same  body  when  it  is  placed 
under  like  circumstances. 

By  comparing  together  quantities  of  the  various  elementary 
substances  in  the  ratio  of  their  combining  proportions,  and  ascer- 
taining the  amount  of  heat  which  each  requires  to  raise  it  through 
equal  intervals  of  temperature,  Dulong  and  Petit  made  the  im- 
portant observation  that  the  quantities  of  heat  absorbed  bear  a very 
simple  numerical  relation  to  each  other.  In  a large  proportion  of 
instances,  the  amounts  of  heat  thus  absorbed,  allowing  for  un- 
avoidable errors  of  experiment,  are  identical ; and  it  was  further 
observed,  that  the  exceptional  cases  nearly  always  exhibit  some 
simple  multiple  relation  to  this  number.  In  other  words,  the 
specific  heat  of  an  elementary  body  is  inversely  as  its  combining  pro- 
portion : consequently,  the  product  of  the  specific  heat  of  an  ele- 
ment into  its  combining  proportion  gives,  subject  to  slight 
variations  due  to  errors  of  experiment,  either  a constant  number, 
or  some  multiple  of  that  number. 

The  law  thus  announced  by  Dulong  and  Petit  has  been  con- 
firmed by  the  subsequent  researches  of  Regnault  upon  specific 
heat  [Ann.  de  Chimie,  II.  lxxiii.  6i,  III.  i.  129,  ix.  322,  xxvi.  261, 
xlvi.  257,  and  lxiii.  5).  Begnault  determined  the  specific  heats 
of  a great  variety  of  bodies,  both  simple  and  compound.  He 
designates  the  product  obtained  by  multiplying  the  specific  heat 
of  a body  by  its  atomic  weight,  as  the  atomic  heat  of  the  body. 

In  21  of  the  simple  bodies  which  he  examined,  most  of  which 
were  in  a state  of  chemical  purity,  he  found  the  atomic  heat  to 
range  between  3*3 1 and  2^93,  with  a mean  of  3*  13.  The  elements 
comprised  in  this  class  are  the  following — viz.,  aluminum,  cadmium, 
cobalt,  copper,  iridium,  iron,  lead,  magnesium,  manganese,  mercury, 
molybdenum,  nickel,  osmium,  platinum,  rhodium,  selenium, 
sulphur,  tellurium,  tin,  tungsten,  and  zinc.  Experiments  arc  at 
present  wanting  upon  barium,  strontium,  calcium,  glucinum, 
thorinum,  cerium,  didymium,  lanthanum,  vanadium,  uranium, 
and  ruthenium ; although  from  analogy  there  is  reason  to  believe 
that  they  belong  to  this  group  of  elements  as  regards  their 
specific  heat.  No  direct  experiments  upon  the  specific  heat  of 
oxygen  in  a form  comparable  with  the  solid  elements  have  yet 
been  made. 

If  the  equivalent  number  formerly  in  use  be  employed  as  the 
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multiplier  of  the  specific  heat,  it  will  be  found  that  a second 
smaller  class  of  elements  exists  which  have  an  atomic  heat  double 
that  of  the  elements  contained  in  the  foregoing  list.  This  class 
comprises  gold,  silver,  thallium,  bismuth,  antimony,  arsenicum, 
phosphorus,  bromine,  and  iodine,  as  well  as  lithium,  potassium, 
and  sodium.  From  their  chemical  analogies,  there  can  be  little 
doubt  that  in  this  list  should  also  be  included  chlorine,  caesium, 
and  rubidium,  although  as  yet  the  necessary  experiments  are 
wanting  to  decide  the  point.  The  bodies  of  this  class  gave  for 
their  atomic  heat  numbers  ranging  between  ip85  and  6*87,  with  a 
mean  of  6‘ 42 ; Itegnault  therefore  proposed  to  divide  by  two  the 
numbers  usually  given  as  the  atomic  weights  of  the  elements  in 
the  second  list.  It  would  be  more  convenient  to  double  the 
numbers  of  the  first  series,  by  which  means  the  identity  of  the 
ratio  would  be  preserved  equally  well.  If  this  were  done,  the 
atomic  weights  would  correspond  with  those  given  in  the  tables, 
p.  24  and  25.  There  are  chemical  reasons  which  fully  justify 
this  alteration,  startling  as  it  may  to  some  at  first  appear.  The 
combining  proportion  of  an  element,  it  must  be  remembered,  is 
not  affected  by  the  proposed  change  of  the  number  which,  for 
various  reasons,  is  selected  as  the  atomic  iveight,  and  which  in 
some  cases  coincides  with  the  combining  proportion,  while  in 
others  it  is  a multiple  of  it. 

Dulong  and  Petit’s  law  may  therefore  be  stated  thus.  If, 
instead  of  taking  equal  weights,  we  compare  together  quantities 
of  the  elementary  bodies  in  the  proportion  of  their  atomic  weights, 
these  quantities  will  be  found  to  require  equal  amounts  of  heat 
to  raise  them  through  an  equal  number  of  degrees  of  temperature. 
There  are,  however,  still  some  marked  exceptions  to  the  law, 
particularly  among  the  non-metallic  elements. 

The  table  on  the  following  page  includes  some  of  the  principal 
results  derived  from  Regnault’s  experiments  on  a large  number  of 
elementary  bodies.  He  found,  as  has  been  already  stated,  that  the 
same  element  has  a different  specific  heat  if  examined  in  a different 
state  of  aggregation.  Bodies  when  in  the  liquid  form  have  a 
higher  specific  heat  than  when  in  the  solid  state,  as  is  seen  on 
comparing  the  numbers  for  bromine  and  mercury  in  the  two  con- 
ditions. 

An  extended  table,  embracing  the  principal  results  obtained 
on  the  specific  heat  of  solids,  both  simple  and  compound,  by 
various  observers,  is  given  by  Kopp  ( Phil . Trans.  1865,  168). 
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Specific  and  Atomic  Heats  of  the  Elements. 


Elements. 

Specific 

Heat 

of  Equal  Wts. 

Equiva- 

lent. 

Specific  Heat 
X 

Equivalent. 

Atomic 
W eight. 

Specific  Heat 

X 

At.  Weight. 

Diamond 

0-1468 

6 

o'88o8 

48  ? 

60464 

Graphite 

0'20l8 

5) 

1-2108 

33? 

6-6594 

Wood  Charcoal 

0-2415 

>> 

1-449° 

Silicon,  fused 

0-1750 

14 

2-450 

35? 

6-125 

„ crystallized... 

0-1767 

Boron,  crystallized  . . . 

0-250 

io-9 

2-725 

Sulphur  (native) 

0-17760 

i6-o 

2-8416 

32 

5'6832 

Selenium 

0-08370 

39  7 

3'3I45 

795 

6-6541 

Tellurium 

0-04737 

64’5 

3‘°553 

129 

6-1107 

Magnesium  

O-2499 

12*0 

2-9988 

24 

5'9976 

Zinc 

°‘°9555 

32'5 

3'io54 

65 

6"2io8 

Cadmium 

0-05669 

56-0 

3‘174i 

112 

6-3482 

Aluminum  

0-2143 

131 

2'9359 

27'5 

5'873° 

Iron 

0-11379 

28-0 

3-1861 

56 

6-3722 

Nickel  

0-10863 

29‘5 

3'2°45 

59 

64090 

Cobalt  

0-10696 

29'5 

3-1553 

59 

6 3106 

Manganese  

0-1217 

27-5 

33467 

55 

6-6934 

Tin 

0-05623 

59‘° 

3‘3!78 

11S 

66356 

Tungsten 

0-03342 

92-0 

3'°746 

184 

61492 

Molybdenum 

0-07218 

48 

3465 

96 

6931 

Copper  

0-095 1 5 

3r7 

3-0162 

630 

6-0419 

Lead 

0-03140 

1035 

3‘2499 

207 

6-4999 

Mercury,  solid 

0-03192 

100  0 

3‘192° 

200 

6-3840 

„ liquid.  ... 

003332 

IOO’O 

3’332° 

200 

66640 

Platinum 

0-03243 

98-6 

3-1976 

197-2 

63952 

Palladium 

005927 

53'2 

3'i536 

106-4 

6-3072 

Rhodium 

005803 

52-2 

30291 

104-4 

60582 

Osmium 

0-03063 

99'4 

3-0446 

198-8 

60892 

Iridium  

003259 

986 

3’2I33 

1972 

6-4266 

Iodine  

0054 12 

127 

6-8732 

Bromine,  solid 

0-08430 

80 

6-7440 

„ liquid 

0-10600 

80 

8-4800 

Potassium 

0-16956 

39 

6-6128 

Sodium  

0-29340 

23 

6-7480 

Lithium  . 

0-9408 

7 

6-5856 

Phosphorus  

0-18870 

3i 

5'8497 

Arsenic  ... 

0-08140 

75 

6-1050 

Antimony 

0-05077 

122 

6-1939 

Bismuth 

0-03084 

210 

6-4764 

Thallium 

003255 

204 

6-6402 

Silver 

0-05701 

108 

6-1570 

Gold 

0-03244 

1966 

6-3777 

Amongst  the  non-metallic  elements  there  are,  as  above  stated, 
certain  striking  exceptions  to  the  law  ol  Dulong  and  Petit. 
Carbon,  for  instance,  as  diamond,  taking  its  atomic  weight  as  12, 
has  an  atomic  heat  of  only  1-7616;  the  atomic  heat  of  crystallized 
boron  is  2-725;  that  of  fused  silicon  4-9;  that  of  oetoliedral 
sulphur  5-68  ; and  that  of  phosphorus  5-84  * 


# No  probable  explanation  of  the  cause  of  these  exceptional  cases  has  hitherto 
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(173)  Atomic  Heats  of  Compound  Bodies. — The  alloys,  accord- 
ing to  Regnaulris  experiments,  yield  a specific  heat  which  is 
exactly  the  mean  of  that  of  their  components ; hence  their  specific 
heat  is  equal  to  the  sum  of  that  of  their  components : and 
Woestyn  {Ann.  de  Chimie,  III.  xxiii.  295)  has  shown  that  for  the 
sulphides  and  iodides,  within  certain  limits  of  error,  the  atomic 
heat  may  be  calculated  from  the  sum  of  the  atomic  heats  of  their 
constituents ; and  Gamier  maintains  that  this  is  true  for  all 
bodies.  The  same  conclusion  has  also  been  arrived  at  by  Kopp. 

On  comparing  together  equivalent  quantities  of  isomorphous 
compounds  possessed  of  a similar  chemical  composition,  Xeumann 
(. Pogg . Annal.  xxiii.  37)  found  that  they  likewise  possess  equal 
atomic  heats.  The  differences  from  the  mean  are  in  some  cases 
considerable,  but  they  are  of  the  same  order  as  those  already 
observed  to  occur  in  the  simple  bodies.  The  mean  atomic  heat 
of  the  isomorphous  carbonates,  such,  for  example,  as  the  carbonates 
of  calcium,  barium,  iron,  lead,  zinc,  strontium,  and  the  double  car- 
bonate of  calcium  and  magnesium,  is  ai'22,  varying  between  2i'io 
and  2 1 '70.  In  like  manner  the  sulphates  of  barium,  calcium, 
strontium,  and  lead  yield  a mean  atomic  heat  of  24' 8 2. 

Regnault,  from  an  extensive  series  of  experiments  on  a great 
variety  of  compound  bodies,  arrived  at  the  conclusion  that,  “ in  all 
compound  bodies  of  the  same  atomic  composition,  and  of  similar 
chemical  constitution,  the  specific  heats  are  inversely  as  the  atomic 
weights/'’  The  product  obtained  by  multiplying  the  specific  heat 
into  the  atomic  weight  in  any  one  class  of  compounds  may,  how- 
ever, differ  greatly  from  the  product  of  the  corresponding  numbers 
in  any  other  class,  the  numbers  furnished  by  the  different  classes 
not  being  connected  by  any  very  simple  ratio.  These  facts  will 
be  rendered  obvious  by  an  examination  of  the  subjoined  summary 
of  Regnaulfs  results  [Ann.  de  Chimie , III.  i.  172). 

In  the  last  column  of  the  table  are  given  the  quotients  obtained 
by  dividing  the  atomic  heat  in  the  fourth  column  by  the  number 
of  atoms  entering  into  the  composition  of  the  compound.  These 
quotients  are  not  uniform  in  amount,  as  would  be  the  case  if  the 


been  given.  Kopp,  indeed,  lias  suggested  that  they  may  have  their  origin  in 
the  circumstance  that  we  have  as  yet  no  absolute  proof  that  the  bodies  now 
regarded  as  elements  are  really  the  simplest  forms  of  matter ; and  that  the 
metals  and  all  the  so-called  elements  which  have  the  higher  atomic  heat  64 
may  possibly  be  compounds;  whilst  the  diamond,  which  has  the  lowest  atomic 
heat,  r8,  may  he  really  the  only  elementary  substance  known  to  us — the  bodies 
with  intermediate  atomic  heats  being  truly  compounds  more  complex  than 
carbon,  but  less  so  than  the  metals. 
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atomic  heats  of  all  tlie  elements  were  alike,  and  if  the  atomic 
heat  of  a compound  were  represented  by  the  sum  of  the  atomic 
heats  of  its  constitueut  elements ; but  it  may  he  easily  seen  that 
the  number  in  the  different  members  of  the  same  class  of  com- 
pounds is  nearly  alike. 

Atomic  Heat  of  Compounds. 


Class  of  Compounds. 

General 

Formula. 

No.  of 
ex- 
amples. 

Sp.  Heat 

X 

At.  Weight. 

At.  Heat. 

X 

No.  of 
Atoms. 

Protoxides,  1st  Class,  ZnO... 

N”0* 

2 

IO'bq 

5‘32 

,,  2nd  Class,  PbO 

N”0. 

5 

II  ‘3° 

5'65 

Sesquioxides  

b'".;o3 

6 

27-I5 

5'43 

Dioxides 

X”02 

2 

13-84 

4-61 

Trioxides  

Yv‘Os 

2 

18-98 

4'74 

Sulphides  

m2s 

2 

18-88 

6 29  ) 

Sesquisulphides 

R"'2S3 

2 

2977 

5'95  \ 

Disulphides 

xivs.. 

2 

20-8 

6-9  ) 

Chlorides  

MCI 

5 

12-69 

6-34  ) 

Dichlorides  ... 

N”C12 

8 

1872 

6-24  f 

Trichlorides... 

R'"C13 

2 

30-36 

7'59 

Tetrachlorides 

X”'C14 

2 

35'56 

7-11 

) Bromides  ... 

MBr 

3 

13-70 

6-85  ) 

( Dibromides  

N”Br2 

1 

19-36 

6-45] 

) Iodides  

MI 

5 

13-46 

6-73  i 

( Diniodides ... 

N”I2 

2 

>9'35 

6-45  ( 

Fluorides  

N”F„ 

1 

16-76 

5'.^8 

( Nitrates  

MN6s 

3 

24-137 

4-82 

( Nitrates  

N"2  no3 

1 

39-74 

4'4I 

Chlorates  

mcio3 

1 

25-68 

5' 13 

) Sulphates 

m2so4 

2 

33 '°4 

4-72 

1 Sulphates 

N”S04 

5 

26-58 

4' 43 

Chromates 

M„Cr04 

1 

3608 

5-I5 

Anhydro  Chromates 

M2Cr207 

1 

54 '59 

4-86 

( Carbonates 

M2C03 

2 

20-48 

4'9J  1 

( Carbonates 

N”C03 

8 

21-54 

4'3i  ) 

Phosphates 

N"3  2 P04 

1 

6366 

486 

Metaphosphates 

N"  2 P03 

1 

39'78 

3'98 

Pyrophosphates 

m4p2o7 

2 

62-24 

475  ) 

Ditto  

N",P,Oa 

I 

48'34 

4‘38  ) 

Borates  (fused)  

mbo2 

2 

1683 

4’2I 

))  » 

N"B204 

1 

26-5 

377 

99  99  •••  

m2b407 

2 

497 

3-82 

99  99  

N"B407 

, 1 

41-4 

4‘i4 

* N"  representing  a dyad,  It'”  a triad,  Xlv  a tetrad,  and  Yvl  a hexad  element. 


For  example,  assuming  that  the  molecule  of  the  chlorides  of 
the  alkaline  metals  is  represented  by  the  formula  MCI  (a  diatomic 
formula),  the  atomic  heat  of  this  class,  12-69,  divided  by  2,  is  6-34, 
which  agrees  very  well  with  the  ordinary  number  for  the  atomic 
heat  of  the  elements.  Again,  if  the  molecule  of  the  chlorides  of 
the  metals  of  the  alkaline  earths,  and  most  of  the  strongly  basic 
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metals,  iron,  cobalt,  zinc,  nickel,  &c.,  be  represented  by  tbe  formula 
N"C12  (a  triatomic  formula),  tbe  atomic  beat  1872,  divided  by  3, 
gives  6'24  as  the  result,  again  agreeing  with  the  ordinary  num- 
bers for  the  atomic  heat  of  the  elements.  Similar  remarks  are 
applicable  in  the  case  of  the  bromides  and  the  iodides  of  these 
two  classes  of  metallic  elements,  as  will  be  obvious  on  inspecting 
the  table. 

This  correspondence  between  these  two  sets  of  chlorides, 
bromides,  and  iodides,  however,  disappears,  if  it  be  supposed,  as 
till  recently  was  generally  admitted,  that  the  chlorides,  bromides, 
and  iodides  are  all  diatomic.  If  the  chlorides  of  the  second  class 
represented  in  the  table  as  consisting  each  of  3 atoms — such  as 
chlorides  of  calcium,  barium,  magnesium,  &c.,  be  supposed  to  be 
formed  upon  the  type  MCI,  or  to  contain  two  atoms  only  in  their 
molecules — their  atomic  heat  will  be  9'36,  and  dividing  by  2,  the 
number  will  be  4'68.*  The  general  conclusion  deducible  from 
these  experiments  is  that,  whilst  the  equivalents  of  the  halogens 
and  of  the  alkaline  metals,  including  also  thallium  and  silver,  are 
truly  their  atomic  weights,  the  equivalents  of  the  majority  of  the 
remaining  elements  represent  but  half  their  atomic  weights ; con- 
sequently, the  atomic  weights  of  these  metals  should  be  doubled, 
in  conformity  with  the  table  given  at  pages  24  and  25. 

Kopp  explains  the  difference  from  one  another  in  the  quotients 
given  in  the  last  column  of  the  foregoing  table,  by  the  fact  that 
the  atomic  heats  of  many  of  the  non-metallic  elements  are  not 
identical  with  those  of  the  metals,  and  he  still  maintains  that  the 
atomic  heat  of  a compound  is  always  really  the  sum  of  the  atomic 
heats  of  its  constituent  elements.  From  his  own  experiments  he 
concludes  that  the  number  which  represents  the  atomic  heat  of 
sulphur  and  of  phosphorus  is  5^4,  or  a little  lower  than  the  values 
assigned  to  them  by  Rcgnault,  and  this  number,  he  states,  is  con- 
firmed by  deducting  from  the  experimental  number  obtained  as 


* This  may,  perhaps,  be  rendered  more  clear  by  an  example : — The  specific 
heat  of  baric  chloride  is  cro'8957 ; if  it  be  represented  by  the  formula  BaCl, 
with  an  atomic  weight  ioq'o,  its  atomic  heat  will  be  €>'0895  7 x 104  = 97 1 5 : 
whereas  if  it  be  represented  as  Ba"Cla,  with  an  atomic  weight  208,  its  atomic 
heat  will  be  just  double,  or  i8-63.  In  the  first  case,  the  molecule  of  the  salt  is 
supposed  to  be  diatomic,  or  to  contain  2 atoms  of  its  constituents ; in  the  second 
it  is  represented  as  triatomic,  or  as  containing  3 atoms.  The  quotient  obtained 
by  dividing  the  atomic  heat  by  tho  number  of  atoms  in  the  molecule  will  of 
course  be  different  in  the  two  cases : — 
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the  atomic  heat  of  the  sulphides  and  phosphides,  the  atomic  heat 
of  the  metals  which  enter  into  their  formation.  By  a similar 
process  of  calculation  when  applied  to  the  oxides,  he  infers  that 
the  atomic  heat  of  oxygen  is  4,  that  of  fluorine  5,  and  that  of 
hydrogen  2*3;  whilst  he  adopts  18  for  that  of  carbon,  from 
Regnault’s  experiments  upon  the  diamond. 

Amongst  the  most  severe  tests  of  this  view  are  the  results 
obtained  from  the  atomic  heats  of  organic  compounds,  some  of 
which  are  given  in  the  following  table : — 


Specific  Heat  of  Organic  Solids  ( Kopp ). 


N ame  of  Substance. 

Formula. 

Atomic 

Weight. 

Specific  Heat. 

Sp.  Heatx  At.Wt. 
= Atomic  Heat. 
x 

Calcu- 

lated. 

Ob-  ' 
served. 

Calcu- 

lated. 

Ob- 

served. 

Mercuric  dic.ya.Hide  ... 

HgC2N2 

252 

0*091 

0*100 

22*8 

25*2 

Ziuco  potassic  cyanide 

ZnK2C4N4 

247*4 

0*2  TO 

0*241 

52*0 

59*6 

Potassic  ferricyanide 

K3FeC6Nfi 

329'3 

0*227 

0*233 

74*8 

75*9 

Potassic  ferrocyanide 

K4FeC6N6,  3 H20 

422*4 

W253 

0*280 

107*0 

118*2 

Dicarbon  hexachloride 

C2CI6 

237 

0*177 

0*178 

42*0 

42*1 

Cano  sugar  

c,2h22o„ 

342 

0*340 

0*301 

Il6*2 

102*9 

Mannite  

CfiH1406 

182 

0*368 

0*324 

67*0 

58*9 

Succinic  acid  

h2c4h4o4 

118 

0-314 

0*313 

37*o 

36*9 

Tartaric  acid  

h2c4h4o6 

I*>0 

0*300 

0*288 

45*o 

43*2 

Racemic  acid  

h2c4h4°6,h„o 

168 

0*319 

0*319 

53*6 

53*6 

Baric  formiate 

Ba  2 0H02 

227 

o*i35 

0*143 

30*6 

32*5 

Potassic  oxalate 

k2cso4,h2o 

184*2 

0*223 

0*236 

41*0 

43*5 

Potassio  trihydric  di-  ) 
oxalate ( 

KH3  2 C204,  2 h2o 

254‘i 

0*274 

0*283 

69*7 

71*9 

Hydro  po  tassi  c tartrate 

khc4h4o6 

i88*i 

0*261 

0*257 

49*1 

48*3 

Sodio  potassic  tartrate 

KNaC4H4Oc,  4 H20 

282' 1 

0*311 

0*328 

87*6 

92’5 

Hydro  calcic  malate... 

CaHs  2 (J4H406, 8 H20 

45° 

o*339 

0*338 

152*6 

i52*i 

With  the  exception  of  the  first  two  on  the  list,  together  with 
those  of  potassic  ferrocyanide,  cane  sugar,  and  mannite,  the 
results,  calculated  from  the  numbers  assumed  by  Kopp  as  the 
specific  heats  of  oxygen,  hydrogen,  and  carbon,  accord  with  those 
obtained  by  experiment  very  satisfactorily. 

The  specific  heat  of  organic  liquids  has  been  studied  as  yet 
but  imperfectly.  It  is,  however,  clear  that  the  specific  heat  of 
liquids  rises  very  rapidly  with  rise  of  temperature,  and  this  rise 
stands  in  no  simple  relation  to  the  amount  of  expansion  which 
the  liquid  experiences.  It  is  not  therefore  surprising  that  in  the 
case  of  liquids,  even  when  elementary,  no  approximation  to  the 
law  of  Dulong  and  Petit  for  the  elements  in  their  solid  form  (that 
the  specific  heat  is  inversely  as  the  atomic  weight)  has  been  ascer- 
tained to  exist.  The  specific  heats  of  a few  liquids,  and  their 
variations  at  different  temperatures,  have  already  been  given  on 
RegnaulPs  authority  (p.  310).  In  the  table  on  the  following 
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page,  the  numbers  for  ether,  ethal,  and  oil  of  turpentine  were 
determined  by  Favre  and  Silbermann.  The  remaining  results 
are  those  obtained  by  Kopp. 


Specific  Heat  of  Organic  Liquids. 


Compound. 

Empirical 
Formula 
0 = 16. 

Mole- 

cular 

Weight. 

Sp.  Heat 
of  Equal 
Weights. 

At.  Heat. 
(Sp.  heat  x 
Mol.  Weight.) 

Water  

h2o 

18 

I'OOO 

1800 

Wood  Spirit  

ch4o 

32 

o'645 

20-64 

Alcohol  

C2Hr,0 

46 

0615 

28-29 

Amylic  Alcohol 

c6h12o 

88 

0-564 

49‘63 

Ethal  

C16H340 

242 

0506 

12245 

Formic  Acid  

CH„0, 

46 

°'536 

2465 

Acetic  Acid  

C„H40o 

60 

0-509 

3°o4 

Butyric  Acid 

c4h8o2 

88 

°'.5°3 

44-26 

Ether  

c4hI0o 

74 

o'5°3 

37  22 

Methyl  Acetate 

C3  H 6^2 

74 

0507 

37'52 

Ethyl  Formiate 

C3H603 

/ 4 

°-5i3 

37-96 

Ethyl  Acetate 

c4h8o2 

88 

0-496 

4963 

Methyl  Butyrate  ... 

CsH10O2 

102 

0-487 

4967 

Methyl  Valerate 

C,H„Os 

I l6 

d'491 

56-96 

Oxalic  Ether  

^6^10^4 

146 

°'457 

6672 

Acetone  

c3h6o 

58 

0-53° 

3o-74 

Benzol  

C0H0 

78 

0-450 

35" IO 

Oil  of  Mustard 

c4hsns 

99 

0-432 

42-77 

Oil  of  Turpentine  ... 

^10^16 

136 

0-467 

635 1 

From  these  experiments,  scanty  and  few  in  number  though 
they  are,  it  appears  that  the  specific  heat  of  equal  weights  of 
organic  liquids  decreases  as  the  molecular  weight  of  the  substance 
increases ; further,  that  when  the  products  obtained  by  multiply- 
ing the  specific  heat  into  the  molecular  numbers  are  compared, 
this  product  generally  increases  as  the  molecular  weight  increases, 
and  in  the  homologous  series  of  the  alcohols,  the  fatty  acids,  and 
the  ethers,  the  increase  is  about  7 for  each  addition  of  CH,  iu 
the  molecule  of  the  compound.  In  the  case  of  some  metameric 
bodies,  such  as  methyl  acetate  and  ethyl  formiate,  the  numbers 
for  their  atomic  heats  are  alike ; and  ether,  which  has  the  same 
molecular  weight  as  the  compounds  just  mentioned,  has  the  same 
atomic  heat,  though  it  is  not  metameric  with  them. 

Latent  Heat. 

(174)  Disappearance  of  Heat  during  Liquefaction. — TYhen 
matter  passes  from  the  solid  into  the  liquid  state,  or  from  the 
liquid  into  the  aeriform  state,  heat  in  large  quantity  disappears, 
and  ceases  for  the  time  to  affect  the  thermometer ; hence,  this 
modification  of  heat  is  called  latent  heat.  For  example,  when 
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a lump  of  ice  at  o°  C.  is  brought  into  a warm  room,  it  gradually 
thaws  and  is  converted  into  water ; but  neither  the  ice,  nor  the 
water  in  contact  with  it  rises  in  temperature.  So  long  as  any 
portion  of  the  ice  remains  unmelted,  the  water  continues  to  indi- 
cate the  temperature  of  o°,  as  does  also  the  ice.  Again,  a pound 
of  water  at  ioo°  C.,  mixed  with  a pound  of  water  at  o°,  gives  two 
pounds  of  water  at  50°,  which  is  the  mean  temperature ; but  a 
pound  of  ice  at  o°,  mixed  with  a pound  of  water  at  ioo°,  gives 
two  pounds  of  water,  of  which  the  temperature  is  only  io°-5. 

In  this  case  the  water  has  lost  $9°'$,  whilst  the  ice  has  gained 
only  io0<5;  so  that  790  have  disappeared,  or  have  become  latent. 
Hence,  in  order  to  convert  a pound  of  ice  at  o°  into  water  at  j oo°, 
heat  sufficient  to  raise  79  lb.  of  water  from  o°  to  i°  C.  is  needed. 
This  heat,  however,  is  not  lost,  for  if  the  progressive  cooling  of 
water  be  observed  in  an  atmosphere  many  degrees  below  the 
freezing-point,  it  will  be  found  that  the  temperature  of  the  liquid 
sinks  regularly  until  it  reaches  o°,  when  it  becomes  stationary, 
and  freezing  begins  ; the  heat  being  supplied  from  that  which  is 
latent  in  the  water.  As  soon  as  the  whole  has  become  solid,  the 
thermometer  again  shows  that  the  temperature  of  the  mass  sinks, 
until  at  length  it  reaches  that  of  the  surrounding  air.  Some 
idea  of  the  quantity  of  heat  that  is  required  to  convert  ice  into 
water,  without  any  apparent  rise  in  temperature,  may  be  formed 
from  the  fact  that  the  simple  conversion  of  a cube  of  ice  three 
feet  in  the  side  into  water,  also  at  o°,  would  absorb  the  whole 
heat  emitted  during  the  combustion  of  a bushel  of  coal.  (Faraday.) 
Pouillet  has  calculated  that  the  whole  of  the  heat  of  the  sun’s 
rays  which  fall  upon  the  surface  of  the  earth  in  the  course  of 
twelve  months,  would  be  expended  in  melting  a layer  of  ice  which 
covered  the  entire  surface  of  the  globe  for  a thickness  of  ioi-3  feet 
(30’89  metres). 

This  large  amount  of  heat  latent  in  water,  which  is  given 
forth  as  it  freezes,  furnishes  a source  of  heat  of  the  greatest  value 
in  mitigating  the  severity  of  any  sudden  setting-in  of  frost,  as  the 
very  act  of  freezing  moderates  the  effect  of  the  depression  of  tem- 
perature on  surrounding  objects,  and  renders  the  transition  from 
heat  to  cold,  and  of  course  the  converse  from  cold  to  heat,  more 
gradual  and  uniform.  Another  very  important  purpose  is  attained 
by  this  gradual  liquefaction  of  ice : but  for  this  contrivance  the 
ice  that  had  accumulated  during  a long  winter  would  at  the  first 
breeze  from  the  south  be  instantly  converted  into  water,  and 
sweep  before  it,  not  merely  the  habitations  of  man  and  their 
tenants,  but  trees,  rocks,  and  hills.  Such  fearful  catastrophes  do 
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how  and  then  occur,  when  a volcano  like  Etna  pours  forth  a 
stream  of  lava  over  its  snow-clad  sides  : the  flood  that  then  ensues 
is  even  more  destructive  than  the  fiery  torrent  itself.  The  latent 
heat  of  water  is  greater  than  that  of  any  other  body,  but  in  all 
cases  of  liquefaction  there  is  a similar  disappearance  of  heat ; the 
quantity  which  becomes  latent  varying  with  the  nature  of  the 
substance. 

Person  (Ann.  de  Chimie,  III.  xxi.  333,  and  xxiv.  129  and  265) 
has  determined  the  latent  heat  absorbed  during  the  fusion  of  a 
considerable  number  of  bodies,  and  he  concludes  that  the  latent 
heat  of  fusion  is  obtained  by  multiplying  the  difference  between 
the  specific  heat  of  the  substance  in  its  liquid  and  its  solid 
form  by  a number  obtained  by  adding  the  number  1600  C.  (an 
experimental  constant  furnished  by  researches  upon  the  latent  heat 
of  water)  to  the  melting-point  °C.  of  the  substance  in  question.* 


Table  of  Latent  Heat  of  Liquids. 


Name  of  Substance. 

°C. 

0 F. 

Water  = 1. 

Water  

79-25° 

142-65 

I'OOO 

Sodic  Nitrate 

62'975 

Ix3’34 

0-794 

Potassic  Nitrate  

47'37i 

85-26 

0-598 

Zinc  

28-130 

5063 

Q‘355 

Silver  

2I"o6o 

3792 

0265 

Tin 

14-252 

25 ‘^5 

0-179 

Cadmium  

i3'58° 

24’44 

OT71 

Bismuth  

12-640 

22'75 

O'1 59 

Sulphur 

9-368 

16-85 

0118 

Lead  

5'37° 

9<J5 

0-067 

Phosphorus  

5 '340 

9’°5 

0 063 

Mercury 

2-840 

S'" 

°'°35 

The  numbers  in  the  second  column  of  the  table  represent  the 
number  of  degrees  of  temperature  that  an  equal  weight  of  water 
Avould  be  raised  by  the  passage  of  each  of  the  bodies  enumerated, 
from  the  liquid  to  the  solid  state,  or  they  may  he  taken  as  the 


* If  l — the  latent  heat,  d the  difference  of  the  specific  heat  in  the  liquid 
and  in  the  solid  state,  t the  melting-point  °C.,  the  latent  heat  may  be  calculated 
by  tbo  formula 

( 1 60  + i)  d=l. 

The  results  obtained  with  the  metals  do  not  accord  with  Person's  theory,  as 
the  difference  of  their  specific  heats  in  the  solid  and  liquid  states  is  very  trifling ; 
but  for  other  bodies  the  result  calculated  corresponds  pretty  closely  with  that 
furnished  by  experiment.  If  Person’s  view  be  correct,  a consequence  which  he 
ingeniously  draws  from  it  is,  that  the  absolute  zero  of  temperature  would  fall  at 

- 1600  C.  ( — 236°  F.). 
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number  of  pounds  of  water  that  would  be  raised  i°  C.  by  tbe 
beat  emitted  during  tbe  congelation  of  one  pound  of  each  of  the 
substances  included  in  tbe  table : those  in  tbe  third  column  indi- 
cate tbe  degrees  on  Fahrenheit's  scale  to  which  the  same  weight 
of  water  would  be  raised  by  a similar  experiment. 

(175)  Freezing-Mixtures. — The  chemist  avails  himself  of  the 
fact  that  heat  disappears  during  liquefaction,  for  the  purpose  of 
procuring  artificial  cold  : the  action  of  freezing-mixtures  depends 
upon  this  principle.  Many  salts  while  undergoing  solution  pro- 
duce a very  considerable  reduction  of  temperature. 

For  example : 100  grms.  (about  4 ounces)  of  nitre  and  100  of  sal-ammoniac, 
each  in  fine  powder,  when  mixed  with  200  grms.  of  water,  reduce  the  thermo- 
meter from  50°  to  io°  (io°  to  — 120  C.)  Equal  parts  of  ammonium  nitrate  and 
water  reduce  the  temperature  from  30°  to  40  (io°  to  — 160  C.)  So,  like- 
wise, equal  parts  of  water,  of  powdered  crystallized  ammonium  nitrate,  and  of 
sodic  carbonate,  also  crystallized  and  in  powder,  effect  a reduction  from  50°  to  — 70 
(io°  to  — 220  C.)  In  like  manner,  the  solution  of  crystallized  sodic  sulphate  in 
commercial  hydrochloric  acid  is  attended  with  a rapid  reduction  of  temperature : 
this  mixture  is  employed  in  the  common  refrigerators,  3 parts  of  the  acid  being 
poured  upon  8 parts  of  the  salt  reduced  to  powder : the  temperature  may  thus 
be  reduced  from  30°  to  o°  ( 1 o°  to  — 1 8°  C.) 

The  most  convenient  mixture,  however,  when  procurable,  consists  of  2 parts 
of  pounded  ice  (or,  better  still,  of  fresh  snow)  and  1 part  of  common  salt.  A 
steady  temperature  of  — 40  ( — 20°  C.)  can  by  its  means  be  obtained  for  many 
hours.  Again,  a mixture  of  3 parts  of  crystallized  calcic  chloride  and  2 of  snow 
will  produce  a cold  sufficient  to  freeze  mercury ; if,  before  making  the  mixture, 
both  the  vessel  in  which  the  experiment  is  to  be  performed  and  the  chloride  be 
cooled  to  3 2°,  such  a mixture  will  cause  a thermometer  when  plunged  into  it  to 
fall  to  -30°  (-430  C.). 

Even  during  the  liquefaction  of  a metallic  alloy  by  mercury,  the  same  fact  is 
observed;  thus  an  alloy  may  be  formed  by  melting  together  207  parts  of  lead, 
1 1 8 parts  of  tin,  and  208  parts  of  bismuth ; if  this  be  granulated,  by  pouring  it, 
when  melted,  into  water,  it  may  be  dissolved  in  1600  parts  of  mercury,  and  will 
cause  a thermometer,  if  immersed  in  it,  to  sink  from  63°  to  140  (1 70  to  — io°  C.). 

It  is  owing  to  this  absorption  of  heat  during  the  liquefaction 
of  solids,  that  not  only  in  the  melting  of  ice,  but  in  tbe  much 
higher  temperatures  required  for  the  fusion  of  many  of  the  metals, 
the  temperature  remains  stationary  so  long  as  any  portion  of  the 
mass  remains  unmelted ; the  excess  of  heat  is  transferred  to  the 
unmelted  solid  by  conduction,  and  is  rapidly  absorbed  by  it  during 
its  liquefaction. 

The  fusing-point  of  a mixture  of  analogous  bodies  is  generally 
considerably  below  that  of  either  of  its  separate  components. 
Alloys,  for  example,  often  have  a melting-point  much  below  that 
of  any  of  the  metals  which  enter  into  their  formation,  as  is  seen 
in  the  case  of  fusible  metal.  It  has  long  been  practically  known 
to  the  glass-maker  and  the  metallurgist  that  mixtures  of  various 
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silicates  fuse  at  a temperature  far  below  that  required  to  melt 
any  of  them  alone.  A similar  increase  of  fusibility  is  observed 
when  many  of  tlie  chlorides  are  mixed  together  before  exposing  them 
to  heat.  A mixture  of  equivalent  quantities  of  sodic  and  potassic 
carbonate  melts  below  the  fusing-point  of  either  salt  separately, 
and  is  often  used  to  effect  the  fusion  of  siliceous  minerals  in 
analysis.  Schaffgotsch  found  that  potassic  acetate  melts  at 
558°  (29a0  C.),  sodic  acetate  at  6o6°  (3190  C.),  but  a mixture  of 
the  two  salts  in  equivalent  proportions  fuses  at  4350  (224°  C.) 
In  like  manner  potassic  nitrate  melts  at  642°  (3390  C.),  sodic 
nitrate  at  5910  (3T  i°  C.),  but  a mixture  of  the  two  salts  in  equiva- 
lent proportions  liquefies  as  low  as  4290  (2210  C.),  or  162°  (90°  C.) 
below  the  melting-point  of  the  most  fusible  of  the  two  salts. 

A mixture  of  crystallizable  fatty  acids  also  commonly  melts  at 
a temperature  below  that  of  either  when  separated. 

The  following  table  contains  the  temperatures  at  which  several 
substances,  metallic  and  non-metallic,  enter  into  fusion : — 


Table  of  Fusing -Points. 


Name  of  Substance. 

°C. 

0 F. 

Authority. 

Mercury  

Oil  of  Vitriol  

Bromine  

Ice  

Phosphorus 

Potassium 

Yellow  Wax  

Sodium  

Iodine 

Sulphur  

Tin  

Bismuth  

Sodic  Nitrate  

Lead  

Potassic  Nitrate 

Zinc  

Silver 

Copper 

Gold  

Cast  Iron  

Wrought  Iron  ; 

-38-8 

~35 
— 12'5 
0 

44'2 

£ 

103 

107 

TI5 

2327 

266-8 

3IO‘5 

326‘2 

339'° 
4117 
1022*8 
1091-0 
1 1 02*0 
1530 
( above 
\ 1804 

— 37*9 
— 3° 
9'5 
32 

111-5 
136 
i43’6 
207-7 
2246 
239 
45 1 
512 
59i 
619 
642 
773 
1873 
l99° 
2016 
2786 
( above 
f 3280 

B.  Stewart 

Regnault 

Pierre 

Schrotter 

Regnault 

Person 

Regnault 

Gay-Lussac 

" 

- Person 

j 

- Daniell 

The  melting-point  of  ice  is  perfectly  stationary*  at  o°  C. ; but 


* Sir  W.  Thomson,  in  confirmation  of  the  results  anticipated  from  a mathe- 
matical investigation  made  by  his  brother,  and  communicated  to  the  Royal 
Society  of  Edinburgh,  January,  1850,  found  experimentally  that  the  freezing- 
point  of  water,  a liquid  which  expands  at  the  moment  of  congelation,  is  lowered 
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water  which  contains  salts  in  solution  has  a lower  point  of  con- 
gelation. Sea-water,  for  example,  freezes  at  270,4  (-2°'5  C.),  the 
salt  separating,  and  pure  water  floating  in  the  form  of  ice  ; whilst 


to  a minute  but  measurable  extent  by  exposing  the  water  to  pressure.  Some 
preliminary  experiments  showed,  that  for  a pressure  of  8’i  atmospheres,  the 
point  of  congelation  was  lowered  o0,c>583  C. : by  a pressure  of  i6’8  atmospheres 
it  was  reduced  o°'I286.  Bunsen,  on  the  other  hand,  found  the  melting-point  of 
paraffin  and  of  spermaceti  to  be  raised  by  increasing  the  pressure.  Spermaceti, 
for  instance,  under  the  atmospheric  pressure,  solidified  at  1 17°'9  (47°'7  C.),  but 
under  a pressure  of  150  atmospheres  it  solidified  at  i23°-6  ( i°  C.) ; both  these 
bodies  contract  at  the  moment  of  solidification,  and,  as  had  been  anticipated  by 
Thomson,  the  melting-point  was  raised.  Hopkins  found  this  to  hold  good  for  still 
higher  pressures ; his  experiments  comprised  not  only  spermaceti,  but  also  wax  and 
stearin.  The  experiments  of  Mousson  (Ann.  de  C/iimie,  III.  lvi.  256)  upon 
this  point  are  very  remarkable.  He  contrived  an  apparatus,  in  which  he  was 
able  to  subject  ice  to  a pressure  which  he  estimated  at  13,000  atmospheres,  and 
by  which  its  bulk  was  reduced  by  13  hundredths  of  that  which  it  occupied  at 
o°  C.  He  found  that  under  this  enormous  pressure  ice 
frozen  at  o°  C.  remelted,  and  continued  liquid  at  — 40  Fig.  134. 

(—  20°  C.).  This  apparatus  consisted  of  a steel  bar,  a, 
fig.  134,  in  the  axis  of  which  a cylindrical  cavity,  b, 
was  drilled.  This  cavity  was  closed  below  by  a conical 
copper  plug,  f which  was  kept  in  its  place  by  the 
screw,  G.  Above,  the  cavity  was  made  slightly  conical, 
and  to  it  was  fitted  the  copper  core,  e,  upon  which  the 
steel  piston,  d,  rested,  and  could  be  pressed  down  with 
enormous  force  by  means  of  the  screw,  e,  worked  by 
a lever  attached  to  the  screw,  F.  In  making  the  ex- 
periment, the  apparatus  was  closed  at  top ; it  was 
then  inverted,  and  a loose  copper  rod,  d,  was  intro- 
duced, after  which  it  wa3  filled  up  to  c with  water, 
and  subjected  to  a low  temperature.  As  soon  as  the 
water  was  completely  frozen,  the  plug  f was  intro- 
duced, and  the  apparatus  securely  closed.  It  was  then 
.restored  to  its  usual  position,  and  immersed  in  a 
mixture  at  — 20°  0.  After  allowing  it  to 
acquire  this  low  temperature,  the  greatest  degree  of 
compression  which  could  be  applied  was  brought  to 
bear  upon  the  ice  within.  This  ice  was  thus  liquefied, 
and  the  copper  rod,  d,  was  found  to  have  fallen  to  the 
bottom  of  the  water,  which  immediately  solidified 
again  on  relaxing  the  pressure. 

H.  C.  Sorby  (Proceed.  Royal  Soc.  vol.  xii.  April 
30th,  1863)  has  made  some  interesting  observations 
upon  the  influence  of  pressure  upon  the  solubility  of 
salts,  in  which  he  has  obtained  results  analogous  to  these 
upon  the  freezing-points  of  liquids.  He  finds  in  cases 
where,  as  is  usual,  the  volume  of  the  water  and  of  a 
salt  after  solution  is  less  than  the  volume  of  the  water 
and  the  salt  separately,  that  the  solubility  is  increased 
by  pressure ; but  that  in  cases  where,  as  when  sal- 
ammoniac  is  dissolved  in  water,  the  bulk  of  the  solu- 
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water  which,  is  saturated  with  sea-salt  sinks  as  low  as  —4" 

( — 20°  C.)  before  freezing.* * 

Rudorff  (Fogg.  Annul,  cxiv.  63)  finds  that  in  saline  solutions 
generally,  the  freezing-point  is  below  that  of  pure  water,  but  the 
degree  to  which  it  is  lowered  varies  with  the  nature  of  the  salt 
employed.  Almost  the  only  salts  which  are  well  adapted  to  this 
inquiry  are  the  chlorides  and  nitrates  of  the  metals  of  the  alkalies 
and  alkaline  earths,  as  few  other  salts  possess  the  requisite  solu- 
bility at  low  temperatures.  In  the  case  of  salts  which  furnish 
anhydrous  crystals,  so  far  as  can  be  judged  from  the  limited 
number  of  salts  submitted  to  experiment,  the  depression  of  tem- 
perature is  directly  proportional  to  the  quantity  of  salt  present  in 
the  liquid.  For  example,  successive  additions  of  1 per  cent,  of 
each  of  the  following  salts  produce  a successive  reduction  of  the 
freezing-point  to  the  following  extent : — 


tion  is  greater  than  that  of  the  water  and  the  salt  taken  separately,  the  solu- 
bility is  lessened  by  a small  but  measurable  amount.  For  sal-ammoniac  this 
diminution  for  a pressure  of  100  atmospheres  is  equal  to  o '637  per  cent,  of  the 
quantity  of  the  salt  in  solution.  Sorby  calculates  that  the  force  with  which  this 
salt  tends  to  dissolve  in  a solution  containing  1 per  cent,  less  than  would  be 
dissolved  without  pressure  is  such,  that  any  unit  of  salt  would  in  dissolving  give 
rise  to  a mechanical  force  equal  to  that  required  to  raise  1 7 1 times  its  own  weight 
to  the  height  of  one  metre. 

On  the  contrary,  salts  which  expand  in  crystallizing  from  solution  must, 
under  pressure,  overcome  mechanical  resistance  in  that  change,  and  as  this 
resistance  is  opposed  to  the  force  of  crystallization,  the  salt  is  rendered  more 
soluble.  The  extent  of  the  influence  of  pressure,  and  the  mechanical  value  of 
the  force  of  crystalline  polarity,  vary  in  different  salts.  For  instance,  a pressure 
of  100  atmospheres  would  increase  the  solubility  of  crystallized  cupric  sulphate 
as  much  as  3‘i 83  per  cent.,  whereas  it  would  increase  the  solubility  of  sodic 
chloride  to  the  extent  of  only  0 41 9 per  cent.  The  force  with  which  this  latter 
salt  tends  to  crystallize  from  a solution  containing  1 per  cent,  more  than  would 
be  dissolved  without  pressure  is  such,  that  any  unit  of  salt  in  dissolving  would 
give  rise  to  a mechanical  force  sufficient  to  raise  157  times  its  own  weight  to  the 
height  of  one  metre;  whereas,  in  the  case  of  cupric  sulphate,  this  force  is  only 
sufficient  to  raise  7 times  its  own  weight  to  the  same  height.  Of  course,  if  the 
solutions  were  still  more  supersaturated,  the  force  of  crystallization  would  be 
greater,  and  vice  versd. 

* Mr.  Walker,  who  accompanied  Sir  F.  M'Clintock  in  the  Fox,  made 
numerous  observations  on  the  freezing  of  sea-water  in  the  Arctic  regions.  He 
found  that  when  the  temperature  fell  below  — 20  C.,  ice  began  to  form,  at  first 
as  a thin  pellicle,  which  gradually  acquired  a vertically  striated  appearance  as  it 
increased  in  thickness,  plumose  saline  crystals  separating  upon  the  surface  of  the 
ice.  Although  he  observed  the  formation  of  ice  from  sea-water  at  all  tempera- 
tures between  —2°  and  —41°  C.,  he  never  from  this  source  could  obtain  ice 
which  on  melting  furnished  fresh  water.  The  purest  ice  was  that  formed  at  the 
lowest  temperature,  hut  even  that  when  melted  furnished  water  of  sp.  gr.  I’oojj. 
He  re-melted  the  ice  from  sea-water,  and  froze  it  again,  repeating  the  operation 
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Name  of  Salt. 

0 F. 

°c. 

Sal-ammoniac  

Sodic  chloride  

Potassic  chloride 

Ammonium  Nitrate  ... 

Sodic  Nitrate  

Potassic  Carbonate 

Calcic  Nitrate  

Potassic  Nitrate 

ri75 

ro8o 

°797 

0-691 

0666 

°'57° 

0498 

0480 

0-653 

o’6oo 

°'443 

0-384 

0-370 

o-3i7 

0-277 

0-267 

It  would  appear  that  salts  which  crystallize  with  water  cause 
a depression  in  proportion  to  the  amount  of  hydrated  salt  dis- 
solved. Calcic  chloride  occasions  a depression  of  the  freezing- 
point  of  o°'4C>5  (o0,22 7 C.)  for  each  addition  of  i per  cent,  of  the 
salt  CaCl,,  6 H.,0  ; baric  chloride  a depression  of  o0,345  (o0,i92  C.) 
for  each  addition  of  J per  cent,  of  the  compound  BaCl2,  6 H„0. 
Sodic  chloride  crystallizes  below  140  F.  ( — io°  C.)  with  2 H20 ; 
but  these  crystals  are  rapidly  dehydrated  as  soon  as  the  tempera- 
ture rises  above  that  point : it  is  remarkable  that,  for  all  tem- 
peratures above  — io°  C.,  the  depression  of  the  freezing-point  is 
proportional  to  the  quantity  of  anhydrous  salt  in  the  solution, 
but  below  — io°  it  is  proportionate  to  the  addition  of  the  hydrated 
salt  NaCl,  2 II20,  the  depression  being  equal  to  o0-6i4  F.  (o0-342 
C.)  for  every  addition  of  1 per  cent,  of  this  hydrate  to  the  solution. 

In  the  process  of  freezing  as  it  usually  occurs  in  nature,  the  act 
of  solidification  goes  on,  not  continuously,  but  in  successive  layers, 
and  in  the  intervals  between  these  layers  is  a stratum  of  ice  slightly 
more  fusible  than  the  mass  either  above  or  below.  This  is  beau- 
tifully seen  by  placing  a block  of  homogeneous  transparent  ice, 
such  as  that  from  the  Wenham  Lake,  in  the  surds  rays  after  con- 
centrating them  by  a large  convex  lens.  Immediately  that  this  is 
done,  the  interior  of  the  mass  becomes  filled  with  little  flower- 
shaped figures,  each  flower  having  six  petals,  evidently  composed 
of  water,  while  in  the  centre  is  a spot  which  shines  with  metallic 
brilliancy,  and  which  looks  like  an  air-bubble,  but  is  really  a space 
filled  only  with  aqueous  vapour,  and  produced  in  consequence  of 
the  circumstance  that  water  occupies  a smaller  bulk  than  the  ice 
which  furnished  it.  These  little  flowers  occur  in  horizontal  planes 
parallel  to  the  surface  of  congelation.* * — (Tyndall,  Phil.  Trans. 

several  times  upon  the  same  portion  of  water,  but  never  by  this  means  succeeded 
in  obtaining  water  of  less  density  than  foo2. 

* In  certain  exceptional  cases  this  parallelism  is  disturbed.  Probably  this 
is  due  to  the  breaking-up  of  the  original  floe,  and  consolidation  of  its  fragments 
irregularly,  by  subsequent  regelation. 
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1858,  220.)  Faraday  lias  suggested  what  seems  to  be  a very  pro- 
bable explanation  of  these  successive  planes  of  freezing,  viz.,  the 
separation  of  saline  particles,  from  each  layer  of  water  as  it  is 
frozen  (71),  so  that  the  salts  accumulate  below  the  stratum  first 
frozen,  and  form  a Arery  dilute  saline  solution,  the  freezing-point  of 
which  is  a fraction  of  a degree  below  that  of  pure  water ; this  thin 
stratum  when  frozen  furnishes  a layer  of  ice  more  fusible  than  the 
rest ; a fresh  layer  freezes  beneath,  gradually  excluding  its  saline 
particles,  which  again  accumulate  below,  forming  a fresh  more 
fusible  layer,  and  so  on  successively. 

(176)  Revelation  of  Ice. — It  was  remarked  a few  years  ago  by 
Faraday,  that  when  two  pieces  of  ice  at  o°  C.,  with  moistened 
surfaces,  are  placed  in  contact,  they  freeze  together,  and  manifest 
the  phenomenon  thence  designated  as  the  regelation  of  ice;  whereas, 
if  the  surfaces  be  dry,  they  do  not  cohere.  It  is  owing  to  this  cir- 
cumstance that  during  a thaw  the  particles  of  snow  cohere  firmly 
into  a solid  lump,  whilst  during  a frost  there  is  difficulty  in  forming 
the  dry  particles  into  a compact  mass.  This  regelation  of  ice  will 
occur  when  the  surfaces  of  the  blocks  are  in  contact,  even  though 
the  external  air  may  be  at  a temperature  of  250  or  30°  C.,  or  even 
Avhen  the  ice  is  immersed  in  water  at  this  temperature.  Certain 
solids,  as  flannel,  hair,  or  cotton,  will  freeze  to  ice  even  in  a warm 
atmosphere,  though  others,  such  as  saline  substances,  gold  leaf, 
and  the  metals,  will  not  thus  freeze  to  it.  Tvndall  has  followed 
up  these  observations,  and  made  some  interesting  experiments  and 
deductions  from  them.  He  took  a sphere  of  transparent  ice,  and 
placed  it  in  a warm  room  under  a small  hydraulic  press  between  two 
pieces  of  boxwood  hollowed  out  so  as  to  form  a flattened  lenticular 
cavity.  The  ice  broke,  but,  on  continuing  the  pressure,  it  froze 
again,  and  in  less  than  a minute  was  converted  into  a flattened, 
transparent,  lenticular  mass.  This  mass  Avas  in  turn  placed  in  a 
shalloAV  cylindrical  cavity  of  boxAvood  and  again  submitted  to 
pressure,  again  it  Avas  crushed  and  became  reduced  to  the  form  of 
a flat  transparent  cake  ; and  this  again  was  placed  in  a hemisphe- 
rical cavity  in  the  wood  and  subjected  to  the  pressure  of  a hemi- 
spherical plug  which  fitted  the  cavity ; a third  time  it  Avas 
crushed,  and  after  a fcAV  seconds  it  froze  again  into  a transparent 
cup  of  icc.*  Tyndall  considers  that  upon  the  theory  that  heat  is 


* These  observations  have  been  ingeniously  applied  by  Tyndall  to  account 
lor  the  motion  of  glaciers.  These  frozen  rivers  of  ice,  in  descending  from  the 
mountain  sides,  constantly  have  to  force  their  way  through  contracted  gorges 
in  the  rock,  and  gradually  flow  onwards,  melting  away  at  their  base,  whilst 
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the  result  of  vibratory  motion,  the  liquefaction  of  ice,  when  per- 
fectly homogeneous,  must  necessarily  take  place  more  easily  upon 
the  surface  than  within  the  mass ; and  conversely  the  freezing  of 
a thiu  layer  of  water  between  two  masses  of  ice  should  occur 
more  readily  than  upon  the  surface  of  a single  mass,  and  hence 
he  attempts  to  account  for  regelation.  The  explanation  appears, 
however,  to  be  insufficient;  since,  if  true  for  ice,  it  should  hold 
good  for  all  substances  solidifying  after  fusion,  when  two  portions 
of  the  solid  are  brought  into  contact  beneath  the  still  liquid  mass ; 
and  it  offers  no  explanation  of  the  freezing  of  ice  to  flannel,  which 
apparently  is  due  to  the  same  cause  as  the  freezing  of  ice  to  ice. 
It  has  been  supposed  that  the  masses  of  ice  are  colder  within  than 
at  the  surface,  and  hence  that  regelation  is  the  result  of  the  ab- 
sorption of  heat  by  the  internal  portions.  Tyndall  has,  however, 
proved  conclusively  that  this  hypothesis  is  at  variance  with  facts, 
and  is  indeed  impossible  from  the  conducting  nature  of  ice  itself. 
The  ingenious  theory  of  James  Thomson,  that  regelation  is  due  to 
the  lowering  of  the  freezing-point  by  the  mutual  pressure  of  two 
masses  of  ice,  and  that  the  absorption  of  heat  due  to  this  liquefac- 
tion freezes  the  contiguous  layer  of  water,  is  also  quite  inadequate 
to  account  for  the  effect,  even  if  pressure  were  a necessary  element 
in  effecting  regelation,  which  Faraday  and  others  have  shown  it 
is  not.  At  present  therefore  the  phenomenon  needs  further 
elucidation. 

(177)  Evolution  of  Heat  during  Solidification. — When  liquids 
return  to  the  solid  form,  their  latent  heat,  or  heat  of  fluidity,  as  it 
is  sometimes  called,  is  again  given  out.  Water,  if  undisturbed, 


fresh  portions  of  ice  are  forced  downwards  from  the  upper  regions  of  the 
mountain  hy  the  weight  of  the  superincumbent  ice.  It  was  ascertained  by 
Prof.  J.  D.  Forbes,  in  a series  of  beautiful  observations,  that  during  the  descent 
of  the  glacier  through  its  channel,  the  central  portions  of  the  mass  move  more 
quickly  than  the  portions  on  its  sides : and  he  likened  the  flow  to  the  descent  of 
a viscous  liquid,  and  propounded  what  has  been  known  as  the  viscous  theory  ot 
glacier  motion.  Viscosity,  however,  is  not  a property  which  is  exhibited  by 
ice ; and  Tyndall  has  shown  that  all  the  phenomena  of  glacier  motion  are 
accurately  accounted  for  by  this  process  of  crushing,  and  subsequent  regelation 
into  solid  transparent  ice.  Graham  has  since  suggested  that  ice  may  exist  in 
two  conditions — the  crystalline,  which  is  brittle,  and  the  vitreous  or  colloid,  in 
which  it  possesses  a certain  viscosity.  (Phil.  Trans.  1861,  222.)  This 
view,  however,  as  yet  remains  unsupported  by  direct  experiments.  Ice  just  at 
the  freezing-point  is,  however,  les3  hard  than  when  it  is  reduced  to  a lower 
temperature ; and  the  experiments  of  Person  (Ann.  de  Chimie,  III.  xxx.  74) 
show  a continued  extrication  of  latent  beat  by  ice  as  it  is  cooled  a few  degrees 
below  o°  C.,  which  is  probably  connected  with  a molecular  change  subsequent  to 
the  first  freezing. 
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may  be  cooled  down  in  a narrow  tube  even  io°  C.  below  the  freez- 
ing point  without  congealing ; but  the  least  agitation  causes  a por- 
tion to  solidify  suddenly,  and  the  latent  heat  emitted  at  the 
moment  by  the  portion  which  freezes  raises  the  temperature  of 
the  whole  mass  to  o°  C.  According  to  Dufour,  this  cooling  of 
water  below  its  freezing-point  is  easily  effected  by  suspending  the 
water  in  the  midst  of  a liquid  of  the  same  density  as  itself,  such 
as  a mixture  of  chloroform  and  oil  of  almonds  in  suitable  propor- 
tions, and  exposing  them  to  the  cold  of  a freezing-mixture  : contact 
with  a fragment  of  ice  causes  the  instant  solidification  of  the 
water,  though  agitation,  or  stirring  with  a metallic  rod,  does  not 
always  do  so.  In  like  manner,  sulphur,  or  phosphorus,  if  sus- 
pended in  solution  of  zincic  chloride,  remains  liquid  many  degrees 
below  its  point  of  solidification  until  touched  with  a fragment  of 
its  own  substance.  Acetic  or  sulphuric  acid,  as  well  as  many 
other  substances,  admits,  like  water,  of  being  cooled  down  several 
degrees  below  its  point  of  solidification  ; but  if  agitated,  or  if 
touched  with  a portion  of  its  own  substance  in  the  solid  form,  it 
immediately  solidifies  with  evolution  of  heat. 

A similar  extrication  of  heat  occurs  when  a supersaturated 
solution  of  sodic  sulphate  (73)  is  made  to  crystallize  suddenly  by 
agitation,  the  mass  becoming  sensibly  warm  to  the  hand.  The 
solidification  of  metallic  bodies  is  attended  with  a like  evolution 
of  heat. 

(1 78)  Disappearance  of  Heat  during  the  Formation  of  Vapour. 
— In  the  change  from  the  liquid  to  the  gaseous  state,  the  disappear- 
ance of  heat  is  found  to  occur  to  an  extent  still  greater  than  in 
the  liquefaction  of  a solid.  A vessel  containing  water,  such  as  the 
boiler  of  a common  still,  if  placed  over  a source  of  heat  which  is 
tolerably  uniform  in  temperature,  receives  in  equal  times  nearly 
equal  accessions  of  heat ; the  water  at  first  rises  steadily  in  tem- 
perature, but  at  length  it  boils,  and  the  thermometer  becomes  sta- 
tionary : no  matter  how  much  the  heat  be  urged,  provided  that 
the  steam  be  allowed  to  escape  freely,  the  temperature  of  the 
boiling  liquid  cannot  be  raised  beyond  a certain  point.  If  the 
vapour  be  made  to  pass  through  the  worm  of  the  still,  which  is 
cooled  by  immersion  in  water,  the  steam  will  transfer  part  of  its 
heat  to  the  water  in  the  condenser,  which  rises  rapidly  in  tempe- 
rature, whilst  the  vapour  returns  to  the  liquid  form;  but  the 
quantity  of  water  that  is  raised  in  the  worm-tub  to  nearly  ico°  C. 
is  very  much  greater  than  the  quantity  that  is  condensed  into  the 
lorm  of  liquid  in  tire  receiver  of  the  still. 

The  large  amount  of  latent  heat  contained  in  steam,  renders 
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it  possible  to  use  steam  as  a convenient  and  economical  mode  of 
warming  buildings  and  apparatus  which  do  not  require  to  be 
raised  to  a temperature  beyond  that  of  boiling  water.  In  practice 
it  is  found  convenient  in  warming  a building  which  is  used  for 
domestic  purposes,  to  allow  one  square  foot  of  radiating  surface  in 
the  steam-pipe  for  every  200  cubic  feet  of  space  to  be  heated. 
This  estimate,  however,  is  liable  to  modification,  because  the 
greater  the  extent  of  radiating  and  conducting  surface  exposed  by 
the  windows  in  proportion  to  the  cubic  contents  of  the  apartment 
may  be,  the  more  rapid  is  the  loss  of  heat. 

The  maintenance  of  a steady  temperature  which  cannot  rise  above  ioo°  C., 
is  often  required  in  the  laboratory  in  the  prosecution  of  various  inquiries,  espe- 
cially in  such  as  relate  to  organic  chemistry,  and  for  this  purpose  a small  steam- 
bath,  such  as  is  represented  at  1,  fig.  135,  is  extremely  useful;  it  may  also  be  em- 
ployed to  assist  in  effecting  the  filtration  of  hot  liquids,  where  it  is  important  to 
maintain  their  high  temperature.  In  drying  organic  substances,  a kind  of 
double  oven,  or  hot  closet,  made  of  copper,  as  exhibited  at  2,  is  a convenient  mode 
of  applying  heat;  the  interval  between  the  internal  and  external  plates  of 
copper  is  filled  with  water  which  is  heated  by  the  gas-flame  below ; if  a higher 
temperature  than  this  be  required,  the  interval  may  be  filled  with  oil ; the  tempe- 
rature in  the  latter  case  may  be  regulated  by  a thermometer,  introduced  at  a ; 
at  b is  a tube  for  the  escape  of  vapour ; this  tube  communicates  with  the  drying 
chamber. 


Fig.  135. 


(179)  Ebullition. — The  gradual  absorption  of  heat  in  the  pas- 
sage from  the  liquid  to  the  gaseous  state  is  not  less  essential  to  the 
< comfort,  and  even  to  the  existence  of  man,  than  the  corresponding 
: absorption  in  the  passage  from  the  solid  to  the  liquid  condition. 
Were  it  otherwise,  every  attempt  to  boil  a saucepan  or  a flask  of 
' water  or  other  liquid,  would  be  attended  with  explosion,  from  the 
* sudden  formation  of  vapour,  the  moment  that  the  boiling-point 
pwas  attained. 

By  the  term  ebullition,  or  boiling,  is  meant  the  formation,  in 
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any  liquid,  of  bubbles  of  vapour  of  an  elasticity  equal  to  that  of 
the  superincumbent  atmosphere  at  the  time. 

Although  the  boiling-point  of  each  liquid,  cateris  paribus , is 
always  fixed,  yet  different  liquids  vary  quite  as  much  in  the  tem- 
perature at  which  this  change  occurs,  as  solids  do  in  their  points 
of  liquefaction.  This  is  shown  by  a glance  at  the  following  table, 

Table  of  Boiling-Points  and  Specific  Gravities  of  Liquids. 


Substances  used. 

BoiliDg  Pt. 
°C. 

BoiliDg  Pt. 
0 F. 

8p.  Gr. 
at  3 20  F. 

Authority. 

Sulphurous  Anhydride 

- 8-o 

17-6* 

I-491lf 

Pierre 

Ethyl  Chloride  

iro 

5r9 

09214 

» 

Methyl  Bromide  

13-0 

55*5 

1-6644 

if 

Aldehyd  

20'8 

69-4 

08009 

Kopp 

Methyl  Formiate  

33’4 

92*1 

o"qq84 

a 

Ether  

34'9 

94-8 

°136o 

a 

Ethyl  Bromide  

4i‘o 

105-2 

i‘4733 

Pierre 

Methyl  Iodide 

44-1 

Hi-4 

2-1992 

Carbonic  Disulphide  

48-0 

118-5 

1-2931 

a 

Formic  Ether 

53’ 1 

127-7 

o‘9357 

a 

Acetone  

56*3 

I33‘3 

0-8144 

Kopp 

Methyl  Acetate  

56*3 

i33’3 

09562 

if 

Silicic  Chloride  

59° 

138-2 

i"5237 

Pierre 

Bromine 

63-0 

1 45 '4 

3*i872 

a 

Wood  Spirit  

65‘5 

149-9 

08179 

Kopp 

Ethyl  Iodide 

70’2 

J58'5 

I-9755 

Pierre 

Acetic  Ether 

73'8 

164-9 

0-9069 

» 

Alcohol  

78-4 

I73'1 

0-8151 

Trichloride  of  Phosphorus 

78'5 

J73'4 

16162 

if 

Benzol  

8o’4 

1768 

08991 

Kopp 

Dutch  Liquid 

84-8 

1S4-7 

1-2803 

Pierre 

Methyl  Butyrate  

95'9 

2046 

0-9209 

Kopp 

Water  

IOO'O 

212-0 

I -OOOO 

Formic  Acid  

io5‘3 

221-5 

10267! 

Butyric  Ether 

ii4-8 

238-8 

0-9041 

Stannic  Chloride  

1156 

24O-2 

2-2671 

Pierre 

Methyl  Valerate  

1162 

24I-1 

0 9OI5 

Kopp 

Acetic  Acid  

IJ7‘3 

243' 1 

1-06198 

Fousel  Oil  

132-1 

269-8 

0-8271 

Pierre 

Ethylene  Dibromide  

I32'7 

2709 

2-i629|| 

Arsenious  Chloride 

r33'9 

273-0 

2-2050 

J) 

Titanic  Chloride  

T35'9 

27  66 

1-7609 

Silicic  Bromide  

L53'3 

308-0 

2-8128 

Butyric  Acid 

L57-o 

3!4'6 

0 9886 

Kopp 

Sulphurous  Ether 

i6o-2 

320-4 

1-1063 

Pierre 

Phosphorous  Bromide  

1 75‘3 

347'5 

2-9249 

>> 

Sulphuric  Acid  

337‘8 

6400 

1-8540 

Marignac 

Mercury 

35°'° 

66  20 

13-5960 

Begnault  | 

which  contains  the  boiling-points  of  a number  of  liquids,  recently 
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determined  with  very  great  care,  reduced  to  the  atmospheric 
pressure  of  ?6omm‘  of  mercury : the  specific  gravities  of  the 
liquids  at  o°  C.  are  also  given. 

The  process  of  ebullition  may  be  beautifully  shown  in  a com- 
mon glass  flask,  heated  from  below.  At  first,  bubbles  of  vapour 
are  formed  at  the  bottom  of  the  vessel;  these  bubbles  are  con- 
densed and  disappear  with  a peculiar  vibratory  sound  before  they 
reach  the  surface ; at  length  the  temperature  of  the  whole  mass 
of  liquid  becomes  nearly  uniform,  and  the  bubbles  of  steam  as 
they  are  formed  rise  to  the  surface  and  break,  emitting  a perfectly 
transparent,  invisible  vapour,  which  does  not  become  condensed 
into  the  cloudy  form  commonly  but  erroneously  designated  as 
steam,  until  its  temperature  has  been  sufficiently  reduced  by  the 
external  air  to  bring  it  back  to  the  liquid  form  in  exceedingly 
minute  globules. 

The  temperature  at  which  amy  given  liquid  boils,  although 
perfectly  fixed  under  certain  conditions,  is  nevertheless  influenced 
by  several  circumstances,  such  as — i,  the  nature  of  the  vessel  in 
which  it  is  boiled;  2,  the  presence  of 
matters  in  solution  in  the  liquid ; and 
3,  and  most  important  of  all,  the  va- 
riation of  the  pressure  of  the  atmo- 
sphere upon  its  surface. 

The  boiling-point  of  a liquid  con- 
stitutes one  of  its  most  important 
physical  characters,  and  is  often  the 
surest  guarantee  of  its  freedom  from 
admixture  with  other  bodies.  The 
use  of  a simple  expedient  enables  the 
boiling-point  of  a valuable  liquid  to 
be  determined  without  loss,  upon 
small  quantities  of  the  substance  under 
trial.  In  fig.  136,  f is  a small  flask 
which  contains  the  liquid,  t the  ther- 
mometer passing  through  the  cork  c, 
and  enclosed  in  a long  tube  e,  which 
fits  into  a cork  adjusted  to  the  neck  of 
the  flask  f ; b is  an  outer  tube  to 
prevent  the  premature  condensation 
of  the  vapour,  d a lateral  tube  for  carrying  off  any  part  of  the 
liquid  which  may  distil  over : by  this  arrangement  the  bulb  and 
the  whole  stem  of  the  thermometer  is  immersed  in  the  vapour 
of  the  boiling  liquid,  and  an  accurate  observation  may  be  made 


Fig.  136. 
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with  little  difficulty,  due  attention  being  paid  in  all  cases  to  the 
barometric  pressure  at  the  time. 

(180)  i.  Influence  of  Adhesion  on  the  Boiling-Point. — Adhe- 
sion of  the  liquid  to  the  surface  of  the  vessel  which  contains  it  has 
a marked  effect  in  raising  the  boiling-point.  In  consequence  of 
this  action,  water  sometimes  boils  at  ioi°  C.  in  a glass  vessel,  but 
the  temperature  falls  to  ioo°,  and  continues  to  boil  steadily  at  this 
point,  if  a pinch  of  metallic  filings  be  dropped  in.  If  the  interior 
of  the  vessel  be  varnished  with  shell-lac,  the  boiling  will  often  not 
occur  till  a temperature  of  105°  C.  is  reached,  and  then  will  take 
place  in  bursts,  the  temperature  falling  to  ioo°  at  each  gust  of 
vapour.  So  again  the  presence  of  a little  oil  elevates  the  boiling- 
point  of  water  20  or  30  C.  The  experiments  of  Donnv  have 
thrown  light  upon  some  of  the  causes  by  which  ebullitiou  is 
facilitated.  He  has  found  that  the  presence  of  air  in  solution 
singularly  assists  the  evolution  of  vapour.  From  the  increased 
elasticity  which  the  dissolved  air  acquires  by  the  addition  of  heat, 
minute  bubbles  are  thrown  off  in  the  interior  of  the  liquid,  espe- 
cially where  it  is  in  contact  with  a rough  surface ; and  into  these 
bubbles  the  steam  dilates  and  rises.  By  long  boiling  of  the  water, 
the  air  becomes  nearly  all  expelled ; in  such  a case  the  tempera- 
ture has  been  observed  to  rise  even  as  high  as  360°  (182°  C.)  in  an 
open  glass  vessel,  which  was  then  shattered  with  a loud  report,  by  a 
sudden  explosive  burst  of  vapour.  In  such  circumstances  the  force 
of  cohesion  retains  the  particles  of  the  liquid  throughout  the  mass 
in  contact  with  each  other,  in  a species  of  tottering  equilibrium ; 
and  when  this  equilibrium  is  overturned  at  any  one  point,  the  re- 
pulsive power  of  the  excess  of  heat  stored  up  in  the  mass,  sud- 
denly exerts  itself,  and  the  result  is  an  explosion  with  the  instan- 
taneous dispersion  of  the  liquid.  The  difficulty  of  expelling  air 
completely,  even  from  a small  bulk  of  water,  can  be  adequately 
conceived  by  those  only  who  have  attempted  it;  ebullition  in 
vacuo  for  a very  considerable  period  is  not  sufficient  to  effect  it. 
In  the  slow  freezing  of  water  the  air  previously  held  in  solution 
is  perfectly  expelled.  In  consequence  of  this  absence  of  air,  if  a 
lump  of  ice  free  from  air-bubbles  be  immersed  in  heated  oil,  so  as 
to  melt  it  without  allowing  it  to  come  into  contact  with  air, 
the  temperature  of  the  water  may  be  raised  many  degrees  above 
its  boiling-point,  and  it  ‘will  then  be  suddenly  converted  into 
steam  with  explosive  force.  Dufour  finds  that  many  liquids  may 
be  heated  far  beyond  their  normal  boiling-point,  by  suspending 
them  in  the  midst  of  a liquid  of  equal  density,  but  which  can  be 
heated  sufficiently  without  itself  beginning  to  boil.  If  the  globule 
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of  suspended  and  superheated  liquid  be  touched  with  any  solid 
body,  it  hursts  into  vapour  with  explosive  violence. 

Where  the  latent  heat  of  the  vapour  is  low,  and  the  liquid  has 
comparatively  little  adhesion  to  air,  as  is  the  case  with  alcohol, 
or  ether,  or  sulphuric  acid,  frequent  bumping  or  irregular  boiling 
occurs,  endangering  the  vessel  and  its  contents. 

( 1 8 1 ) 2.  Influence  of  the  Solution  of  Solids  in  a Liquid,  on  its 
Boiling-Point.  — Any  force  that  acts  in  opposition  to  the  repulsive 
energy  of  heat  produces  a corresponding  rise  in  the  boiling-point ; 
so  that  the  solution  of  a salt  in  water,  by  the  influence  of  adhesion, 
always  elevates  the  point  of  ebullition,  and  the  more  so  the  larger 
the  quantity  of  salt  added.  Indeed,  it  has  been  supposed  that  the 
quantity  of  salt  required  to  produce  a certain  rise  of  temperature 
might  be  employed  as  a measure  of  the  amount  of  adhesion 
between  the  liquid  and  the  salt  in  solution.  Legrand  (Ann.  de 
Chimie,  II.  lix.  423)  has  published  a series  of  careful  experiments 
upon  seventeen  different  salts,  and  the  results  which  he  has  ob- 
tained possess  considerable  interest. 

It  might  be  supposed,  since  the  elasticity  of  vapour  increases 
with  the  temperature,  that  the  addition  of  a larger  quantity  of 
salt  would  be  required  to  raise  the  boiling-point  from  10 1°  to  10 2° 
than  from  ioo°  to  ioi°  C.  In  only  three  cases,  however,  was  this 
effect  produced ; these  three  salts  stand  first  in  the  following  table. 


Influence  of  Salts  in  Solution  on  the  Boiling-Point  of  Water. 


Name  of  the  Salt. 

Quantity  of  ealt  required 
to  raise  the  boiling-point  of 
100  parts  of  liquid 

Boiling-point  of  a 
saturated  solution. 

1 

Quantity  of 
salt  in  100 
parts  of  water 
in  saturated 
solution. 

From  2120  to 
2i3°-8  F. 
(ioo°toioi°C.) 

From  2i30-8 
to  2is°'6  F. 
(toi°to  102°  C.) 

°C. 

O 

Sodic  Nitrate 

9*3 

9'4 

120*7 

249’5 

224*8 

Ammonium  Nitrate... 

100 

I°'5 

unlimited 

Potassie  Nitrate 

1 2*2 

I4‘2 

”57 

240 

335' 1 

Potassic  Chlorate 

146 

146 

IO4O 

219*2 

6i'5 

Sodic  Chloride 

77 

57 

IOS‘2 

227 

41*2 

Potassic  Chloride 

90 

8-J 

io8’o 

226*4 

59'4 

Sodic  Carbonate 

144 

12-3 

1046 

220 

48*5 

- 

Sodic  Acetate  

9*9 

77 

1245 

256 

209*0 

Baric  Chloride 

196 

12*9 

104*2 

220 

6o*i 

Hydrodisodic  Phos-  ) 
1 phate  j 

21*0 

19*8 

106*6 

224 

112*6 

f Sal-Ammoniac 

7-8 

6*  1 

1 142 

237*6 

88*9 

Calcic  Chloride 

100 

6 '5 

I79’4 

355 

3250 

Potassic  Acetate 

10*5 

95 

169*0 

336 

798*2 

H 

Potassic  Carbonate  ... 

130 

9 '5 

1347 

275 

205*0 

Calcic  Nitrate 

150 

103 

1510 

3°4 

362*2 

Strontic  Chloride 

16  7 

8-5 

n8*o 

244 

”7'5 

V Potassic  Tartrate 

269 

20-3 

”44 

238 

296*2 
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In  six  instances  the  effect  produced  was  exactly  the  reverse  ; whilst 
in  the  seven  instances  which  stand  lowest  in  the  table,  the  suc- 
cessive quantities  of  salt  which  it  was  requisite  to  add  in  order  to 
produce  a successive  rise  in  the  boiling-point  of  i°  decreased  up 
to  a certain  point,  and  beyond  this  steadily  increased.  The  salts 
employed  were  all  used  in  the  anhydrous  state,  that  is  to  say,  they 
were  dried  so  as  to  he  entirely  deprived  of  their  water  of  crystal- 
lization before  being  dissolved. 

Notwithstanding  their  high  boiling-point,  the  vapour  which 
rises  from  such  solutions  adjusts  itself  almost  immediately  to  the 
atmospheric  pressure,  and  is  not  permanently  hotter  than  the 
steam  of  boiling  water,  as  Faraday  and  Magnus  have  shown. 

On  comparing  together  solutions  which  contain  equal  weights 
of  different  salts,  it  will  he  found  that  the  most  soluble  salts  are 
by  no  means  uniformly  those  which  produce  the  greatest  elevation 
of  the  boiling-point.  A solution  containing  40  per  cent,  of 
common  salt  (very  nearly  saturated)  boils  at  226°'$  (108°  C.) ; 
whilst  in  the  case  of  nitre  (a  far  more  soluble  salt)  a solution  of 
the  same  strength  boils  at  2190  (104°  C.). 

(182)  3.  Influence  of  Pressure  on  the  Boiling-Point. — Since 
ebullition  consists  essentially  in  the  rapid  formation  of  vapour  of 
an  elasticity  equal  to  that  of  the  atmosphere  which  is  exerting  its 
pressure  on  the  surface  of  the  liquid,  any  diminution  of  that 
pressure  should  be  attended  with  a corresponding  depression  of 
the  boiling-point ; and  it  is  a fact  that  water  which  has  long 
ceased  to  boil  under  the  usual  atmospheric  pressure,  may  be  at 
once  made  to  enter  into  ebullition  by  placing  it  imder  the  receiver 
of  the  air-pump,  and  exhausting  the  air ; by  this  means  water  may 
be  made  to  boil  at  a temperature  of  70°  (210  C.)  Indeed,  liquids 
in  general  boil  in  vacuo  at  from  6o°  to  140°  (330  to  770  C.)  below 
their  ordinary  point  of  ebullition  when  under  a barometric  pressure 
of  76omm' 

This  result  may  be  shown  by  boiling  some  water  in  a Florence  flask,  and 
corking  up  the  flask  whilst  the  steam  is  escaping  rapidly.  Upon  pouring  cold 
water  over  the  upper  part  of  the  flask  the  steam  is  condensed,  its  pressure  is 
removed,  and  the  water  begins  to  boil  briskly ; but  in  this  case  the  bubbles 
nearly  all  rise  from  the  surface,  not  from  the  bottom  of  the  liquid.  A simple 
proof  that  steam  from  boiling  water  possesses  an  elasticity  equal  to  that  of  the 
atmosphere  is  obtained  by  repeating  the  last  experiment  with  a tin  canister  instead 
of  a globular  flask.  On  corking  up  the  canister  and  pouring  cold  water  over  it, 
the  steam  within  is  suddenly  condensed,  a vacuum  is  produced,  and  the  canister 
is  crushed  in  by  the  pressure  of  the  external  air. 

The  reduction  of  temperature  at  which  boiling  takes  place  is  advantageously 
applied  in  the  preparation  of  vegetable  extracts,  the  medicinal  properties  of  which 
would  be  impaired  by  the  ordinary  temperature  of  100°  C.,  and  by  exposure  to 
the  air.  The  apparatus  consists  of  a still  and  a receiver,  which  are  connected  by 
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an  air-tight  joint,  and  are  filled  with  steam  to  expel  atmospheric  air,  and  then 
hermetically  sealed  ; on  cooling  the  receiver,  rapid  evaporation  and  ebullition 
take  place  at  a temperature  much  lower  than  that  of  the  usual  boiling-point  of 
the  liquid.  A modification  of  this  process  is  used  in  the  manufacture  of  sugar, 
both  in  the  concentration  of  the  cane-juice  and  in  the  subsequent  evaporation  of 
the  syrup. 

(183)  Measurement  of  Heights  by  the  Boiling-Point. — As  might 
be  expected  in  consequence  of  the  diminution  of  atmospheric 
pressure,  it  is  found  that  on  ascending  from  the  eartlr’s  surface 
the  temperature  at  which  water  boils  becomes  gradually  lower. 
In  descending  a mine  the  effect  is  reversed,  and  the  boiling-point 
becomes  proportionately  elevated.  De  Saussure  observed  that  on 
the  summit  of  Mont  Blanc,  which  is  15,650  feet  (nearly  three 
miles)  above  the  sea-level,  water  boils  at  i85°-8  (850,4  C.);  and 
Wisse  determined  the  boiling-point  upon  Mount  Pichincha,  at 
an  altitude  of  15,940  feet,  to  be  i85°-27  (85°' 15  C.)  whilst  the 
barometer  stood  at  437mm-  The  observation  of  the  point  at  which 
water  boils  at  any  particular  elevation  furnishes  an  easy  means  of 
determining  its  altitude  above  the  sea-level ; a difference  of  about 
327  metres  in  elevation  produces  a variation  of  i°  C.,  or  596  feet 
of  ascent  produces  a variation  of  i°  F.  in  the  boiling-point  of 
water. 

The  following  table  shows  the  temperature  at  which  water 
boils  at  the  corresponding  heights  of  the  barometric  column, 
calculated  by  Regnault,  and  confirmed  by  direct  observation : — 


Boiling-Points  of  Water  at  different  Pressures .* 


Boiling  Pt. 
0 F. 

Barometer. 

Inches. 

Boiling  Pt. 

0 jji 

Barometer. 

Inohes. 

Boiling  Pt. 

0 jji 

Barometer. 

Inches. 

184 

1 6*676 

195 

21-124 

206 

26-529 

185 

I7'°47 

196 

21-576 

207 

27-068 

180 

17421 

197 

22-030 

208 

27-614 

187 

17-803 

198 

22-498 

209 

28-183 

188 

18-196 

199 

22-965 

210 

28-744 

189 

18593 

200 

23454 

211 

29331 

190 

18992 

201 

23937 

212 

29922 

191 

19407 

202 

24-441 

213 

3°'5l6 

192 

19822 

203 

25  014 

214 

31-120 

193 

20-254 

204 

25-468 

215 

3I-73° 

194 

20687 

205 

25-992 

2l6 

32-35° 

* For  an  extended  table  of  this  kind,  vide  Eegnault,  Ann.  de  Chimie,  III. 
xiv.  206  ; or  Dixon  On  Heat , p.  269. 
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Boiling  Pt. 
°C. 

Barometer. 

Millimetres. 

Boiling  Pt. 
°C. 

Barometer. 

Millimetres. 

Boiling  Pt. 
°C. 

Barometer. 

Millimetres. 

85 

433'°4 

9°'5 

535'53 

96 

6.57 '54 

85'5 

441*62 

9r 

545’j8 

96-5 

669*69 

86 

45°'34 

9r5 

5o6’ 1 9 

97 

682  03 

86-5 

459’21 

92 

56676 

97'5 

69456 

87 

468’22 

92'5 

577’5° 

98 

70726 

87'5 

477'38 

93 

588'4i 

98*5 

72015 

88 

48  6*69 

93'5 

599'49 

99 

733‘2i 

88-5 

496' 1 5 

94 

610*74 

99*5 

74650 

89 

5°5'76 

94'5 

622*17 

100 

760*00 

89‘5 

5I5'53 

95 

63378 

100-5 

773'7i 

90 

525'45 

95'5 

645‘57 

101*0 

787'63 

The  necessity  of  attending  to  the  height  of  the  barometer  at 
the  time  of  making  a careful  observation  upon  the  boiling-point 
of  any  liquid  will  now  be  obvious.  It  has  been  ascertained  that 
at  pressures  near  760™“'  of  mercury  a variation  in  the  height  of 
the  barometric  column  of  about  2'Jmsn'  makes  a difference  of 
o°*i  C.,  or  that  of  one-tenth  of  an  inch  in  the  barometric  column 
makes  a difference  of  more  than  a sixth  of  a degree  F.  in  the 
boiling-point ; so  that  within  the  range  of  the  barometer  in  this 
climate  the  boiling-point  of  water  may  vary  nearly  30  C.,  or 

5°  F. 

(184)  High-Pressure  Steam. — As  a reduction  of  the  pressure 
lowers  the  boiling-point,  so  an  augmentation  of  the  pressure  raises 
it.  To  demonstrate  this  fact  an  apparatus  has 
been  contrived,  consisting  of  a small  iron  boiler 
(fig.  137),  furnished  with  three  apertures  in  the 
lid,  through  one  of  which  a thermometer  stem  is 
passed  air-tight ; through  the  second,  a long 
glass  tube  open  at  both  ends  is  inserted  ; the 
lower  extremity  of  this  tube  plunges  below  the  sur- 
face of  mercury  placed  in  the  boiler,  above  which  a 
quantity  of  water  is  introduced ; the  third  aperture 
must  be  furnished  with  a stop-cock.  It  will  be 
found,  on  applying  heat,  that  so  long  as  free 
communication  with  the  atmosphere  is  permitted 
through  the  open  stop-cock,  the  temperature  of 
ebullition  will  remain  steadily  at  ioo°  C.  ; but  by 
closing  the  cock,  the  steam  may  be  confined,  and 
as  fresh  portions  of  steam  continue  to  rise  from  the 
water,  the  pressure  on  the  surface  increases,  as  is  shown  by  the 
rise  of  the  mercury  in  the  open  tube;  the  boiling-point  also  becomes 
higher;  until  when  the  mercury  stands  at  76omm-,  or  30  inches, 
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and  the  pressure  on  the  surface  is  equal  to  that  of  an  additional 
atmosphere,  the  thermometer  marks  a temperature  of  i20°-8  C. 
By  continuing  the  heat  without  allowing  the  steam  to  escape,  the 
boiling-point  rises  still  higher,  and  the  elasticity  of  the  steam 
increases  with  increasing  rapidity  as  the  temperature  rises,  as  is 
shown  by  the  following  table  founded  upon  the  experiments  of 
Regnault : — 


Temperature  of  Steam  at  High  Pressures. 


Pressure  in 

Temp. 

atmospheres 

of  30  inch 

mercury. 

° C. 

0 Y, 

1 

IOO 

2I2'0 

2 

I20"8 

249’5 

3 

1 34’ 1 

273'3 

4 

144 

291-2 

5 

1522 

3060 

6 

159 

3x8'2 

7 

165-3 

329-6 

8 

1708 

339  5 

9 

1758 

3484 

10 

180-3 

356  6 

Rise  in  temp. 
°F.  for  each 
additional 
atmosphere. 


o 

37'5 

238 

179 

14-8 

12*2 

n‘4 

9'9 

89 

8-2 

7-6 


Pressure  in 
atmospheres 
of  30  inch 
mercury. 


11 

12 

*3 

14 

15 

16 

17 

18 

19 

20 


Temp. 


’C. 


184-6 
188-4 
I92T 
195-6 
198-9 
201 '9 
204-9 
207-1 

2IO'4 

213 


° F. 


364-2 

371’1 

377'8 

3840 

3900 

395’4 

400-8 

4°5'9 

410-8 

4,5’4 


Rise  in  temp. 
°F.  for  each 
additional 
atmosphere. 


69 
6-7 
6'2 
60 
5 '4 
5 '4 
5'1 

4'.9r 
4 6 


These  results  differ  but  little  from  those  obtained  under  the 
direction  of  Dulong  and  Arago,  by  a commission  appointed  for 
the  purpose  many  years  ago  by  the  French  Government.  They 
found  the  temperature  of  steam  of  20  atmospheres  to  be  4i80,4 
(2i40,2  C.),  and  calculated  that  if  the  elasticity  rose  to  50 
atmospheres  the  temperature  would  amount  to  5io0,4  (265°"8  C.) 

It  will  be  observed  that  the  increase  of  elasticity,  by  equal 
additions  of  heat,  is  more  rapid  at  high  than  at  low  temperatures, 
and  this  circumstance  (in  addition  to  the  greater  simplicity  of 
construction  of  the  machinery  in  high-rpressure  engines)  is  one  of 
the  principal  reasons  for  the  increased  economy  of  power  obtained 
in  employing  high-pressure  steam  as  a motive  power,  when  com- 
pared with  that  furnished  by  tbe  use  of  low-pressure  engines. 
But  it  is  only  when  in  contact  with  a body  of  water  from  which 
fresh  steam  is  constantly  rising,  that  the  elasticity  augments  in 
this  manner,  and  thus  produces  a force  sufficient  to  rend  asunder 
the  strongest  vessels.  If  dry  steam  alone  be  beated,  it  follows 
the  law  which  regulates  the  expansion  and  elasticity  of  gaseous 
bodies  in  general  (134,  197)- 

High-pressure  steam  whilst  confined  is  always  of  the  tempe- 
rature of  the  water  from  which  it  is  produced  ; it  is,  therefore, 
often  used  in  the  arts  to  supply  a steady  temperature  above  that 
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of  ioo°  C.  It  is  found  that  the  solvent  powers  of  water  are 
much  increased  by  the  elevation  of  temperature  caused  by  pre- 
venting the  free  escape  of  the  steam.  Papin’s  digester  is  an 
apparatus  designed  to  effect  this  object ; it  is  simply  a strong  iron 
vessel,  furnished  with  a safety-valve  for  regulating  the  pressure  at 
which  the  steam  is  allowed  to  blow  off.  The  water  may  thus  be 
kept  steadily  at  any  required  temperature  above  ioo°  as  long  as 
is  requisite.  The  gelatin  of  bones  may  by  this  means  be  easily 
extracted  from  the  earthy  matter,  although  the  bones  may  be 
boiled  for  hours  in  water  at  ioo°  C.  without  undergoing  any 
such  change. 

(185)  Production  of  Cold  by  Vaporization. — In  all  cases, 
whether  volatilization  occur  above  the  usual  boiling-point,  or 
below  it,  heat  is  absorbed  in  large  quantity.  If  a few  drops  of 
ether  be  allowed  to  fall  on  the  hand,  the  liquid  disappears  rapidly 
in  vapour,  and  produces  the  sensation  of  cold.  Indeed,  the  boiling 
of  one  liquid  may  be  attended  with  the  freezing  of  another  which 
is  brought  into  its  vicinity.  Place,  for  example,  a drop  or  two  of 
water  between  two  watch-glasses,  pour  a little  ether  into  the  upper 
glass,  and,  having  introduced  them  into  the  receiver  of  the  air- 
pump,  exhaust  the  air ; the  ether  will  speedily  boil,  and  the  water 
between  the  two  glasses  will  be  frozen,  by  the  rapid  abstraction 
of  heat  which  it  has  experienced  during  the  conversion  of  the 
ether  into  vapour.*  Water,  as  Leslie  has  shown,  may  even  be 

frozen  by  the  rapid  absorption  of 
heat  occasioned  by  its  own  evapo- 
ration. This  experiment  may  be 
performed  by  supporting  a watch- 
glass  (t,  fig.  138)  containing  water, 
over  a dish  of  oil  of  vitriol,  s,  under 
the  receiver  of  the  air-pump,  p. 
On  exhausting  the  air,  the  water 
evaporates  quickly,  the  vapour 
being  removed  with  great  avidity  ( 
by  the  oil  of  vitriol  as  fast  as  it  is  formed;  and  in  two  or  three  I 


* Mr.  Harrison  has  contrived  an  ingenious  freezing-apparatus  upon  this 
principle:  one  form  of  the  instrument  is  figured  in  the  Pharmaceutical  Journal 
(xvi.  477).  About  ten  gallons  of  ether  are  placed  in  a small  metallic  multi- 
tubular  boiler,  which  is  immersed  in  a strong  solution  of  salt  and  water,  contained 
in  a wooden  trough  cased  in  a non-conducting  material.  The  boiler  is  connected 
with  an  exhausting  pump,  by  working  which  the  ether  is  caused  to  evaporate 
rapidly,  and  the  temperature  of  the  boiler  is  proportionably  reduced,  at  the 
expense  of  that  of  the  salt  water  around  it.  This  salt  water  is  made  to  flow  ofi 


Fig.  138. 
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minutes  the  water  which  remains  in  the  watch-glass  becomes 
converted  into  ice. 

Water  is  also  frozen  by  its  own  evaporation  in  the  Cryophorus,  which  derives 
its  name  from  KpvoQ,  frost,  (J)opdc,  bearing,  in  allusion  to  its  mode  of  action; 
condensation  of  the  vapour  being  effected  by  the  application  of  a freezing-mixture, 
at  a distance  from  the  evaporating  surface.  The  apparatus  consists  of  a long 

Fig.  139. 


glass  tube  bent  twice  at  right  angles,  and  terminating  in  a bulb  at  each  extremity, 
as  shown  iu  fig.  139.  In  making  the  instrument,  one  of  these  bulbs  is  partially 
filled  with  water,  which  is  then  made  to  boil  briskly ; the  steam  thus  generated 


gradually,  through  a channel  containing  a series  of  metallic  vessels,  each  capable 
of  containing  14  or  15  lb.  (5  or  6 kilogr.)  of  the  water  to  be  frozen.  The  salt 
water,  which  is  reduced  at  first  to  a temperature  of  about  — 4°'5,  is  returned 
again  by  a small  pump  when  its  temperature  has  risen  to  about  — 2°  C. ; and  it 
is  again  made  to  flow  around  the  boiler  in  which  the  ether  is  evaporating,  so 
that  a perpetual  circulation  of  cold  salt  water  is  maintained : the  ether,  the 
volatilization  of  which  has  caused  the  reduction  of  temperature,  is  condensed  in  a 
worm  by  means  of  a current  of  cold  water,  and  is  returned,  with  scarcely  any 
loss,  to  the  boiler.  Mr.  James  Young  found  in  working  the  apparatus  on  a 
large  scale  that,  for  every  ton  of  coal  consumed  in  working  the  pumps,  1 ton  of 
ice  was  produced,  though  this  probably  is  not  by  any  means  the  maximum 
quantity  of  ice  which  the  apparatus  could  produce  by  suitable  improvements  in 
the  mounting.  A simpler  form  of  apparatus,  in  which  the  evaporation  of 
ammonia  is  made  use  of  for  the  production  of  a low  temperature,  was  exhibited 
in  London  at  the  International  Exhibition  of  1862  by  MM.  Carre  and  Co. 

Fig.  140  represents  the  apparatus:  a is  a 
strong  boiler  of  wrought  iron,  filled  for  three 
quarters  of  its  capacity  with  a concentrated 
solution  of  ammonia;  b,  a wrought-iron  annular 
condenser,  shown  in  section,  connected  with  the 
boiler  by  pipes  specially  arranged  with  a view  to 
prevent  the  liquid  from  boiling  over  into  the 
receiver.  In  order  to  use  the  instrument,  the 
boiler  is  laid  upon  its  side,  with  the  condenser 
Upwards,  for  about  ten  minutes,  so  as  to  allow 
all  the  liquid  to  drain  back  into  the  boiler,  the 
expulsion  of  the  liquid  being  facilitated  by  heat- 
ing the  condenser  with  a lamp.  The  boiler  is 
then  heated  very  gradually  by  means  of  a stove 
or  large  gas-burner,  and  the  condenser  plunged 
into  a vessel  of  cold  water,  through  which  a 
stream  of  cold  water  is  kept  running.  A little  water  is  placed  in  the  cup,  d,  in 
the  bottom  of  which  is  a screw-cock  communicating  with  the  interior.  Distilla- 
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expels  the  atmospheric  air  through  a capillary  opening  left  in  the  other  Lulb, 
and.  when  the  instrument  is  thus  freed  from  air,  and  filled  only  with  water  and 
vapour  of  water,  the  aperture  is  sealed.  To  make  use  of  it,  the  water  is  all 
collected  into  one  bulb,  and  the  empty  bulb  is  plunged  into  a freezing-mixture ; 
the  aqueous  vapour  which  this  bulb  contains  is  thereby  condensed,  and  evapora- 
tion occurs  rapidly  from  the  surface  of  the  liquid  in  the  other  bulb ; its  sensible 
heat  is  thus  diminished,  and  the  water  in  a few  minutes  begins  to  freeze.  The 
bulb  containing  the  water  should  be  protected  from  currents  of  air  by  enclosing 
it  in  a glass,  as  shown  in  the  figure. 

(186)  Measurement  of  the  Latent  Heat  of  Vapours. — Equal 
weights  of  different  liquids  require  very  different  amounts  of  heat 
to  convert  them  into  vapour.  The  amount  of  heat  which  is  thus 
rendered  latent  may  he  determined  by  distilling  over  a given 
weight  of  the  liquid,  and  condensing  it  in  a large  volume  of 
water,  the  temperature  of  which  is  noted  before  and  after  the 
experiment.  Suppose  the  latent  heat  of  steam  to  be  536°  C. ; a 
litre  of  water  converted  into  steam  would  on  recondensation  raise 
the  temperature  of  jo  litres  53°'6  C.  It  is  found  that  a litre  of 
water,  if  converted  into  steam  of  ioo°,  and  condensed  again  into 
the  liquid  form,  would  raise  about  5!  litres  of  water  from  o° 
to  100  C. 


We  owe  to  Andrews  (Q.  J.  Chem.  Soc.  i.  27),  a careful  determination  of  the 
latent  heat  of  a number  of  vapours  : fig.  141  shows  the  mode  of  procedure  which 
he  adopted.  The  liquid  to  be  tried  is  placed  in  the  flask  a,  the  neck  of  which 
has  a very  short  bend,  and  is  connected  with  a glass  receiver,  B,  furnished  with 
a spiral  condensing-tube,  terminating  at  d ; this  receiver  is  placed  in  a vessel,  c, 


tion  is  next  proceeded  with,  until  the  temperature  of  the  boiler  has  risen  to  about 
27°°  (1320  C.),  when  the  ammonia  will  have  been  in  great  measure  expelled  from 
the  liquid,  and  condensed  in  the  receiver  under  the  pressure  of  its  own  particles. 
The  boiler  is  then  withdrawn  from  the  fire,  the  water  in  the  cavity,  b,  is  allowed 
completely  to  drain  away,  a cork  is  put  into  the  hole  at  the  bottom  of  the  space, 
b,  and  a little  alcohol  is  poured  into  the  cavity,  after  which  the  vessel  containing 
the  water  to  he  frozen  is  introduced.  The  boiler  is  plunged  into  a vessel  of  cold 
water,  and  kept  cool  by  a rapid  current  of  cold  water,  whilst  the  condenser,  c c, 
is  wrapped  in  flannel,  and  the  apparatus  is  left  to  itself.  As  the  water  in  a 
becomes  cool,  it  re-dissolves  the  condensed  ammoniacal  gas  which  evaporates  ra- 
pidly from  the  vessel  C,  producing  a great  and  sudden  depression  of  temperature. 

If  air  finds  admission  to  the  interior,  the  rapidity  of  congelation  may  be 
greatly  reduced.  In  such  a case  it  becomes  necessary  to  get  rid  of  the  air,  and  it 
may  be  expelled  in  the  following  manner : — The  temperature  of  the  boiler  having 
been  raised  to  about  140°  (6o°  C.),  water  having  been  placed  in  the  cup,  d,  the 
screw  at  the  bottom  of  the  cup  which  communicates  with  the  receiver  is  slightly 
relaxed;  if  air  be  present,  the  disengaged  gas  will  carry  a portion  of  the  air  with 
it,  which  will  rise  to  the  surface  of  the  water,  whilst  the  ammonia  is  dissolved  : 
as  soon  as  the  escaping  gas  is  wholly  dissolved  by  the  water,  the  screw  must  be 
closed  firmly,  and  the  distillation  proceeded  with  as  above  directed. 

Mr.  King  has  recently  contrived  a machine  in  which,  by  means  of  the  expan- 
sion of  compressed  air,  he  is  enabled  to  produce  an  amount  of  cold  equal  to  that 
generated  by  the  ether  machine  for  an  equal  consumption  of  coal.  (Jas.  Young.) 
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with  a considerable  quantity  of  water, 
which  has  been  accurately  weighed.  The 
liquid  is  distilled  over  into  B : the  quan- 
tity that  condenses  is  carefully  weighed, 
and  the  rise  of  temperature  experienced 
by  the  water  used  for  condensation  is 
estimated  by  a very  sensitive  thermo- 
meter, t.  The  whole  is  enclosed  in  an 
outer  tin-plate  vessel  furnished  with  a 
lid,  which  acts  as  a screen,  and  it  is 
further  protected  from  the  radiation  of 
the  lamp  bj’  the  tin-plate  screen  r ; s is  a 
light  glass  tube  for  agitating  the  water. 

The  result  obtained  has,  however,  to  be 
corrected  by  other  experiments  for  the 
heat  absorbed  by  the  metallic  parts  of 
the  apparatus,  and  for  that  which  is  lost 
by  radiation  during  the  time  that  the 
experiment  lasts ; allowance  has  also  to 
be  made  for  the  heat  which  the  con- 
densed liquid  has  given  out  after  its 
liquefaction,  in  cooling  down  from  its 
boiling-point  to  the  temperature  of  the 
water  used  in  the  condenser. 

The  results  obtained  in  this  delicate  branch  of  inquiry  by 
Despretz,  and  by  Brix,  which,  however,  embraced  a much  smaller 
number  of  liquids,  agree  pretty  closely  with  each  other  and  with 
the  experiments  of  Andrews.  These  results,  with  some  of  those 
obtained  by  Favre  and  Silbermann,  who  also  have  made  numerous 
experiments  upon  this  subject  (Ann.  de  Chimie , III.  xxxvii.  461), 
are  given  in  the  following  table. 

The  numbers  which  represent  the  latent  heat  of  equal  volumes 
of  each  vapour  are  obtained  by  multiplying  the  numbers  in  the 
fourth  column  by  the  molecular  weight  of  each  compound,  divided 
by  1 8,  the  number  for  the  molecule  of  aqueous  vapour,  H30.  The 
numbers  contained  in  the  second  column  indicate  the  quantities 
of  water  in  grammes,  the  temperature  of  which  would  be  raised 
1°  C.  by  condensation  into  the  liquid  form  of  a gramme  of  the 
vapours  of  each  of  the  various  liquids  mentioned ; the  liquid  con- 
densed being  supposed  in  each  case  to  be  at  the  temperature  ol  its 
own  boiling-point.  For  instance,  the  conversion  of  one  gramme 
of  steam  at  ioo°  C.  into  water  at  ioo°  would  raise  536-67  grammes 
of  water  from  o°  to  i°  C.  So  the  condensation  of  one  gramme 
of  the  vapour  of  alcohol  at  78°-3  into  liquid  alcohol  at  780>3  would 
heat  208-31  grammes  of  water  from  o°  to  1°  C. 

(187)  The  density,  that  is  to  say  the  weight,  of  a given  volume 
of  steam  increases  directly  as  its  elastic  force.  Watt  concluded 
from  his  experiments  that  the  same  weight  of  steam,  whatever  its 
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Subatance. 

Equal  wta. 
0 C. 

Equal  wts. 
0 K. 

Equal  wts. 
Steam  = 1000. 

Equal  toIs. 
Steam  = 1000. 

Observer. 

Water 

536'67 

9 66  6 

I coo 

1000 

Regnault 

JJ  if 

535'9° 

964-6 

99T9 

Andrews 

Wood  Spirit  

26370 

474-6 

4910 

872-9 

JJ 

JJ  JJ 

263-86 

475'1 

49r5 

873-8 } 

Favre  and 

Alcohol  

208-31 

374‘9 

387-8 

99T"3  i 

Silbermann 

JJ  JJ 

20240 

364’3 

376-9 

9631 

Andrews 

Fousel  Oil  

121-37 

218-4 

225-9 

1104-7 

F.  and  S. 

Formic  Acid  

120-72 

2I7'3 

224-8 

5744 

JJ 

Methyl  Formiate 

117-10 

210"7 

2l8'0 

72  66 

Andrews 

Butyric  Acid  

h4-67 

206-4 

213-5 

1043-8 

F.  and  S. 

Methyl  Acetate 

110*20 

198-3 

205-4 

843-5 

Andrews 

Formic  Ether  

i°5'3° 

189-5 

196-0 

8o6"o 

JJ 

Valeric  Acid  

i°3‘52 

1863 

192-7 

1092-0 

F.  and  S. 

Acetic  Acid 

101-91 

1834 

189-7 

632-3 

JJ 

Acetic  Ether  

10580 

1904 

197-0 

963-0 

JJ 

9268 

i66'8 

172-6 

8430 

Andrews 

Ether 

90-45 

162-8 

168-4 

692-3 

JJ 

JJ  JJ 

91-11 

l63‘5 

169-1 

695M 

F.  and  S. 

Methyl  Butyrate 

S7'33 

I57‘2 

162*8 

92T'5 

JJ 

Carbonic  Disulphide  ... 

86-67 

i56'0 

161-4 

681-4 

Andrews 

Oil  of  Lemons  

70-02 

1260 

130-3 

986- 1 

F. and  S. 

JJ  JJ 

8o"oo 

144-0 

1490 

11256 

Brix 

Oil  of  Turpentine 

74-00 

I33'2 

I37‘S 

1040-5 

JJ 

JJ  JJ 

68-73 

I23'7 

128-0 

q66q 

F.  and  S. 

Terebene  

67-21 

120-9 

125-0 

945-0 

JJ 

Oxalic  Ether  

72-72 

130-8 

135-3 

io97d 

Andrews 

Amylic  Ether  

69-40 

124-9 

129-2 

1 1 340 

F.  and  S. 

Ethal 

58'44 

105- 1 

108-7 

1452-0 

JJ 

Phosphorous  Chloride.. 

51-42 

92'5 

95-7 

752  9 

Andrews 

Ethyl  Iodide  

46-87 

84-3 

87-2 

756  8 

JJ 

Methyl  Iodide  

46-07 

82-9 

85-8 

6718 

Bromine  

45-60 

82-0 

84-8 

754  1 

Stannic  Chloride 

30-53 

54‘9 

568 

820-0 

Iodine 

23'95 

43' 1 

445 

627-9 

F. and  S. 

density  may  be,  contains  the  same  quantity  of  heat,  its  latent  heat 
being  increased  in  proportion  as  its  sensible  heat  is  diminished  or 
absorbed.  For  instance — 

A certain  weight  of  steam  at  ioo°  C.|  ico°  of  sensible  heat,  and 

condensed  at  o°  C.,  gives  out  .j  536°  of  latent  heat. 


Amounting  together  to 636° 


The  same  weight  of  steam  at  1210  C.,)  0 „ , . 

, , n 1 1210  of  sensible  heat, 

condensed  at  o , gives  out  . .j 

But  only 31 50  of  latent  heat. 


Still  amounting  together  to  . 


. 636° 
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The  same  weight  of  steam  at  100°)  n . „ , , 

i i,o-  . r ■ 34  of  sensible  heat, 

condensed  at  o , gives  out  . .j  J } 

But  now  as  much  as 602°  of  latent  heat. 


Making  together,  as  before  . . . 636° 


Regnault  has,  however,  shown  by  a series  of  laborious  expe- 
riments, that  although  the  assumption  of  this  l’ule  may  not  lead 
to  serious  errors  in  practice,  and  although,  consequently,  there  is 
but  little  saving  of  fuel  in  performing  evaporations  at  a low  tem- 
perature, yet  that  it  is  not  strictly  correct.  It  is  true  that  the 
latent  heat  decreases  as  the  sensible  heat  rises,  but  this  diminution 
is  less  rapid  than  the  rise  in  sensible  heat ; for  in  reality,  the  sum 
of  the  latent  and  sensible  heat  increases  as  the  temperature  rises, 
by  a constant  quantity,  equal  for  each  degree  to  o°*3C>5  : this 
may  be  seen  in  the  subjoined  table,  in  which  it  is  assumed  that 
the  sensible  heat  of  steam  may  be  neglected  for  all  degrees  below 
zero  : — 

Latent  and  Sensible  Heat  of  Steam  at  different  Temperatures. 


Pressure  in 
atmospheres. 

Temperature. 
0 F. 

Latent  heat. 
0 F. 

Sum  of  latent  and 
sensible  heat. 

0 F. 

OOOI46 

0*00603 

I 'OOOOO 

8 *00000 

o° 

32o 

212° 

339°‘5 

iii4° 

io9i°-7 

g66°'6 

8?7°'3 

1114° 

ii23°-7 

ii78°*6 

i2i6°'8 

°c. 

°c. 

°c. 

0*006 

0 

606*5 

606*5 

1*000 

100 

537'° 

637*0 

2*000 

120*8 

522*8 

643*6 

8*ooo 

170*8 

488*0 

658*8 

It  must  be  borne  in  mind  that  equal  bulks  of  different  liquids 
produce  very  different  volumes  of  vapour.  Water  furnishes,  bulk 
for  bulk,  a much  larger  amount  than  any  other  liquid,  a cubic 
inch  of  water  at  ioo°  C.  expanding  to  nearly  a cubic  foot  of 
steam  at  ioo°,  or  more  accurately  to  1696  times  its  volume. 
The  following  table  shows  the  volume  of  vapour  which  is  furnished 
by  a cubic  inch  of  four  different  liquids,  at  their  respective  boiling- 
points.  Equal  volumes  of  different  vapours,  taken  at  the  boiling- 
points  of  their  respective  liquids,  consequently  possess  very  diffe- 
rent weights,  as  is  shown  by  the  last  column  of  the  table : — 
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i cubic  inch  of  each 
liquid  at  1 <j°  C.  yields  in 
the  case  of 

Cubic  inches  of 
vapour  at 
its  boiling-point. 

Boiling-Point. 

Weight  in  grains  of  joo 
cubic  in . of  each  Tapour 
at  its  boiling-point. 

°C. 

0 F. 

Water 

1696 

IOO'O 

212 

M93 

Alcohol 

528 

78'3 

173 

4049 

Ether  

298 

35° 

95 

64*71 

Oil  of  Turpentine .. 

193 

I56'7 

314 

1 17'7I 

The  expansive  force  of  the  different  vapours  obviously  depends 
upon  the  hulk  of  vapour  produced  from  an  equal  bulk  of  each 
liquid ; and  although  the  latent  heat  required  to  convert  equal 
hulks  of  other  liquids  into  vapour  is  much  less  than  that  required 
for  steam,  yet  no  economy  would  be  experienced,  even  did  they  cost 
no  more  than  water,  by  substituting  these  liquids  for  water,  as  the 
materials  for  generating  vapour  in  the  steam-engine. 

Experiments  already  quoted  have  shown  that  equal  volumes  of 
alcoholic  and  of  aqueous  vapour  contain  nearly  equal  amounts  of 
latent  heat  at  their  respective  boiling-points ; and,  as  will  be  seen 
from  the  results  given  in  the  fifth  column  of  the  table  (page  342), 
an  approach  to  this  equality  may  he  observed  in  the  case  of  vapours 
from  some  other  liquids.  It  is  not,  however,  true  as  a general 
proposition,  that  equal  volumes  of  vapour  of  different  liquids,  under 
equal  pressures,  contain  equal  amounts  of  latent  heat.  The  cost 
in  fuel  of  effecting  the  evaporation  of  different  liquids,  would  he 
proportionate  to  the  amount  of  latent  heat  in  equal  volumes  of  the 
vapours  at  their  respective  boiling-points,  that  is  to  say,  at  the 
point  at  which  they  possess  equal  amounts  of  elastic  force. 

The  working  of  a steam-engine  depends  upon  the  generation 
of  elastic  force  in  steam  by  the  agency  of  heat,  and  its  instan- 
taneous destruction  by  the  application  of  cold,  which  condenses 
the  vapour ; alternate  motion  in  opposite  directions  is  thus  readily 
obtained,  whicli  may  be  applied  by  various  mechanical  contrivances 
to  the  production  of  any  required  movement.  The  theory  of  latent 
heat  is  all-important  in  the  working  of  the  steam-engine ; but  the 
practical  application  to  this  purpose  of  the  principles  above  de- 
veloped is  beyond  the  object  of  this  work. 

(188)  Distillation. — The  rapid  formation  of  vapour  during 
ebullition  is  often  made  use  of  by  the  chemist  for  the  purpose  of 
separating  liquids  from  solids, — as  in  the  ordinary  case  of  distilling 
water  to  free  it  from  the  impurities  dissolved  in  it,  or  for  the  sepa- 
ration of  two  liquids  which  differ  in  volatility,  as  in  procuring  spirit 
of  wine  from  a fermented  liquor.  In  such  operations  the  arrange- 
ments for  condensation  acquire  considerable  importance ; they  are 
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of  various  kinds,  but  the  worm-tub  is  the  apparatus  most  usually 
employed : it  consists  of  a spiral  pipe  called  a worm,  which  is 
shown  in  fig.  142,  surrounded  by  a considerable  volume  of  cold 


Fig.  142. 


water : the  vapour  passes  from  the  boiler  into  the  worm,  is  con- 
densed, and  runs  off  at  the  lower  aperture  into  suitable  receivers. 
Fresh  additions  of  cold  water  are  continually  required  in  the  re- 
frigeratory, as  the  worm  and  tub  are  called.  The  heat  is  greatest 
in  the  upper  coils,  where  the  hot  vapour  enters  ; and  as  the  heated 
water,  from  its  diminished  specific  gravity,  remains  at  the  top,  it 
is  necessary,  in  supplying  the  fresh  water  for  cooling,  to  allow  it 
to  enter  at  the  bottom  of  the  vessel,  while  the  heated  portions  How 
off  at  the  upper  part.  The  object  of  giving  to  the  steam-pipe  an 
ascending  direction,  as  it  passes  to  the  condenser,  is  to  insure  the 
return  to  the  boiler  of  any  particles  of  liquid  which  may  have  been 
mechanically  carried  up  by  the  breaking  of  the  bubbles  in  the  act 
of  ebullition. 

Various  modifications  of  condenser  are  employed  in  the  labo- 
ratory. A convenient  form  of  the  apparatus  is  that  known  as 
Liebig’s.  It  consists  of  an  outer  metallic  tube,  through  the  axis 
of  which  a glass  tube  is  passed,  and  is  supported  by  perforated 
corks  : the  space  between  the  two  tubes  is  filled  with  water,  which 
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is  continually  renewed  by  cold  water  supplied  by  a funnel  near  the 
lower  extremity,  while  the  hot  water  escapes  at  the  other  end.  The 
method  of  using  it  is  sufficiently  indicated  by  the  annexed  figure. 

Fig.  143. 


shows  a method  by  which  this  can  be  effected,  the  neck  of  the 
retort  being  prolonged  by  the  addition  of  the  conical  tube  or 


"When  the  products  of  distillation  are  not  very  volatile,  it  is 
often  found  convenient  to  make  use  of  the  evaporation  of  water 
from  the  neck  of  the  retort  as  a means  of  condensation.  Fig.  144 

Fig.  144. 


RECTIFICATION CONDENSATION. 
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adapter.  Pieces  of  blotting-paper  are  used  to  distribute  the  water 
as  it  trickles  slowly  from  the  funnel,  the  throat  of  which  is  ob- 
structed by  a plug  of  tow  ; the  superfluous  water  is  carried  off  into 
a jug  or  other  vessel  placed  to  receive  it,  by  means  of  a fillet  of 
tow  twisted  round  the  neck  of  the  retort.  The  progress  of  the 
distillation  is  hastened  by  covering  the  arch  of  the  retort  with  a 
cap  of  brown  paper  or  of  tin-plate ; a chamber  of  hot  air  is  thus 
maintained  in  contact  with  the  upper  part  of  the  retort,  and  the 
vapour  is  prevented  from  condensing  where  it  would  necessarily 
return  again  into  the  mass  of  liquid  undergoing  distillation. 

The  complete  separation  of  two  liquids  which  differ  in  volatility 
cannot,  however,  be  effected  by  mere  distillation,  because  a certain 
proportion  of  the  less  volatile  one  always  passes  over  with  that 
which  is  the  more  volatile.  The  separation  of  alcohol  and  water, 
for  example,  is  never  completely  effected  by  distillation ; because 
at  1 730  (78°*3  C.)  (the  boiling  point  of  alcohol)  the  tension  of 
aqueous  vapour  is  still  considerable;  indeed  it  is  sufficient  to 
balance  a column  of  mercury  nearly  13  inches  (330mm-)  in  height. 
In  the  first  distillation  of  the  fermented  liquor,  a considerable  pro- 
portion of  water,  therefore,  comes  over  with  the  spirit.  The  less 
the  amount  of  spirit  originally  contained  in  the  liquid,  the  larger 
is  the  proportion  of  water  in  the  distilled  liquor.  By  a second 
distillation,  the  proportion  of  water  in  the  distillate  is  reduced ; 
and  the  process  may  be  repeated  with  like  effect  until  the 
reduction  of  the  proportion  of  water  in  each  successive  product 
of  distillation  no  longer  compensates  for  the  waste  and  expense 
of  the  operation.  An  ingenious  method  of  dispensing  with  the 
necessity  for  these  frequent  and  costly  rectifications  was  devised 
by  a Frenchman  of  the  name  of  Adam.  By  its  means  he  suc- 
ceeded in  carrying  the  concentration  at  a single  operation  to  the 
highest  point  attainable  by  mere  distillation.  The  principle  ot 
this  invention  consists  in  connecting  together  a number  ot  recti- 
fying chambers,  in  such  a manner  that  the  vapour  driven  off 
from  the  chamber  nearest  the  fire  shall  be  condensed  in  the 
second,  and  by  the  heat  given  out  in  its  condensation  shall  cause 
the  more  volatile  portions  of  the  liquid  ot  the  second  to  distil  into 
the  third  chamber,  and  those  of  the  third  into  a fourth,  and  so  on 
till  a sufficient  degree  of  concentration  is  effected. 

The  most  effective  method  of  attaining  this  object  is  exhibited  in  the  form  of 
still  called,  from  its  inventor,  Coffey's  still.  Fig.  145  represents  a section  of  one 
of  these  stills,  b b'  is  the  body  of  the  still,  which  is  made  of  copper,  and  enclosed  in 
a case  of  wood,  to  prevent  loss  of  heat:  upon  the  body  two  columns,  d f,h  K,are  sup- 
ported ; o is  the  vessel  from  which  the  liquor  for  distillation  is  raised  by  the  pump, 
Q ; the  liquor  enters  the  column  H K,  by  the  long  spiral  pipe  L L,  by  which 
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it  is  ultimately  conveyed, 
through  the  pipe  m,  to  the 
top  of  the  column  d f. 
The  beat  employed  in  the 
distillation  is  not  the  direct 
heat  of  a fire,  but  is  pro- 
cured by  injecting  steam 
obtained  from  a boiler  not 
shown  in  the  figure.  The 
steam  enters  the  body  of  the 
still  through  the  pipe  a ; 
the  amount  of  steam  ad- 
mitted being  regulated  by 
a valve,  the  handle  of  which 
is  shown  at  F.  B b'  is 
divided  into  two  chambers, 
by  means  of  a copper  shelf, 
pierced  with  numerous  small 
holes,  which  allow  the  pas- 
sage of  steam  upwards, 
though  they  are  suffi- 
ciently small  to  prevent 
the  descent  of  any  conside- 
rable quantity  of  liquid 
which  may  be  resting  upon  the  shelf.  The  steam  is  at  first  condensed  in  the  cold 
liquid  of  the  lower  chamber,  but  it  quickly  raises  this  liquid  to  the  boiling-point, 
driving  off  the  alcoholic  portions  first,  as  they  are  the  most  volatile.  This 
vapour  traverses  the  liquid  which  rests  in  B7,  on  the  perforated  shelf,  and  gradu- 
ally raises  it  to  the  boiling-point,  driving  off  from  it  the  alcohol  in  vapour;  this 
vapour  passes  off  by  a pipe,  z,  to  the  bottom  of  the  column  D F.  This  column  is 
divided  into  a series  of  compartments,  by  perforated  shelves  of  copper ; each  of 
these  shelves  is  provided  with  a pipe  for  carrying  off  the  liquid  to  the  shelt  below. 
This  pipe  is  long  enough  to  dip  below  the  surface  of  the  liquid  on  the  shelf  beneath 
it,  and  projects  about  an  inch  above  the  upper  surface  of  the  shelf  to  which  it  is 
attached ; a stratum  of  liquid  about  an  inch  in  depth,  is  thus  retained  upon  each 
shelf,  and  is  traversed  by  the  vapours  which  ascend  from  the  shelf  next  below  it. 
ThewewA,or  liquid  for  distillation, having  become  heated  during  its  passage  through 
the  spiral  pipe  in  the  column  H K,  falls  upon  the  uppermost  perforated  shelf  in  d f, 
flows  off  at  the  farthest  end  of  that  shelf,  and  then  falls  upon  the  next  shelf ; thence 
it  passes  to  the  third,  and  so  on  in  succession  to  each  shelf:  as  it  descends,  it  en- 
counters the  ascending  vapours,  which  at  each  successive  step  of  the  ascent  become 
more  and  more  alcoholic — the  wash,  as  it  descends  becoming  weaker  and  weaker, 
until  when  it  reaches  the  vessel  b b7,  it  is  wholly  deprived  of  spirit.  II  the  quantity 
of  the  ascending  vapour  should  become  at  any  time  too  great  to  pass  through  the 
perforations  in  the  shelves,  the  pressure  opens  the  valves  T,  t,  which  are  provided  for 
security  in  each  shelf.  The  vapour  having  reached  the  top  of  the  column  d f,  is  con- 
veyed by  the  steam  pipe  I I N,  to  the  bottom  of  the  finishing  column  or  rectifier 
ii  k.  The  lower  part  of  this  column,  as  high  as  the  pipe  Y,  is  constructed  exactly 
upon  the  same  plan  as  the  column  d f,  but  in  each  compartment  between  the 
shelves  the  spiral  pipe  L L makes  three  or  four  convolutions,  and  thus  becomes 
wanned  by  the  ascending  heated  vapours.  In  this  second  column  the  spirituous 
liquid  distilled  over  from  tho  first  column  undergoes  a successive  rectification 
upon  each  of  the  lower  shelves,  and  becomes  more  and  more  concentrated  by  t e 
ascent  of  the  alcoholic  vapours,  which,  by  their  condensation  at  each  successiie 


Fig.  145. 
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stage,  emit  sufficient  of  the  heat  previously 
held  latent  to  effect  the  distillation  of  the  more 
volatile  portions  of  the  liquid  by  which  they 
are  condensed.  The  five  upper  shelves  of  this 
column  merely  act  as  a condenser  for  the  alco- 
holic vapours;  these  shelvesare  not  perforated, 
and  are  attached  to  the  alternate  sides  of  the 
column,  leaving  a narrow  passage  at  one  end 
of  each  shelf,  so  as  to  oblige  the  vapours  to 
describe  a zigzag  direction  : the  pipe  y carries 
off  the  finished  spirit  into  proper  receivers ; 
the  pipe  R carries  off  any  uncondensed 
spirituous  vapour  to  a refrigeratory,  whilst 
the  weak  spirit  which  reaches  the  lower  part 
of  the  column  is  returned  by  the  pipe  s to 
the  vessel  o.  The  spent  wash,  as  it  accumu- 
lates in  b b',  is  drawn  off  at  intervals,  and 
the  still  can  thus  continue  its  operations 
without  intermission. 

(189)  Evaporation. — All  liquids, 
at  temperatures  far  below  their  points 
of  ebullition,  emit  vapour  by  the 
tranquil  process  of 
evaporation.  The 
amount  of  vapour 

given  off  at  a constant  temperature  differs  greatly 
in  different  liquids,  and  is  dependent  upon  the 
temperature  at  which  each  liquid  boils. 

The  great  difference  in  the  volatility  of  liquids  at  the 
same  temperature  is  strikingly  shown  by  filling  a number 
of  barometer-tubes  (fig.  146)  with  mercury,  and  inverting 
them  in  a bath  of  the  same  metal.  One  of  these  tubes 
( 1 ) may  be  kept  as  a standard  of  inference : if  into  one 
of  the  others  (2)  a few  drops  of  water  be  allowed  to  ascend, 
an  immediate  depression  of  the  column  of  mercury  is  ob- 
served, due  to  the  elasticity  of  the  aqueous  vapour  furnished 
by  the  evaporation  of  the  water.  If  into  a third  tube  (3) 
alcohol  be  introduced,  a groater  depression  will  be  percep- 
tible; carbonic  disulphide  in  a fourth  tube  (4)  will  produce 
a still  greater  depression,  and  if  ether  be  admitted  to  a fifth 
(15),  the  height  of  the  mercurial  column  will  be  still  less. 
Now  let  a second  wider  tube  closed  below  by  a cork,  be 
placed  round  the  exterior  of  any  one  of  these  tubes,  so  as 
to  inclose  nearly  its  whole  length,  as  in  fig.  147  : let  the 
outer  case  thus  formed  be  filled  with  water,  the  temperature 
of  which  is  gradually  raised,  so  as  to  communicate  the  heat 
uniformly  to  the  tube  within.  A progressive  depression  of 
the  mercurial  column  is  thus  produced ; and  by  measuring 
the  amount  of  this  depression,  it  is  found  that  the  elasticity 
of  the  vapour  emitted  from  each  liquid  increases  as  the  tem- 
perature rises,  until  at  the  boiling-point  of  the  liquid  the 
elasticity  becomes  equal  to  that  of  the  air. 


Fig.  146. 
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If  the  temperature  increase  according  to  the  terms  of  an 
arithmetic  ratio,  the  elasticity  rises  according  to  the  terms  of  a 
geometric  progression,  the  ratio  of  which  differs  for  each  liquid. 

The  following  table  comprises  some  of  the  results  of  Regnault's 
experiments  upon  the  tension  of  the  vapours  of  various  liquids  at 
equal  temperatures.  The  tension  of  the  vapour  is  measured  by  the 
height  of  a column  of  mercury  in  inches  which  each  vapour  will 
support  at  the  temperatures  quoted : — 


Temp. 

°F. 

Ether. 

Carbonic 

Disulph. 

Chloroform. 

Alcohol. 

Water. 

Oil  of 
Turpentine. 

Temp. 

°C. 

—4 

2725 

0-I31 

0-036 

— 20 

14 

4'356 

3'no 

0-256 

0-082 

— IO 

32 

7-176 

5-008 

0-501 

0"i82 

0-082 

O 

5° 

11-278 

7-846 

0-948 

0-361 

0090 

IO 

68 

I7'II7 

1 1‘74° 

r732 

o-686 

o’i68 

20 

86 

25‘°78 

17-110 

3-086 

1-245 

0-275 

3° 

104 

35'97r 

24'310 

I4'33° 

5-I59 

2-168 

0-460 

40 

122 

49-920 

3357 

20-641 

8673 

3'63i 

0-675 

5° 

140 

68-121 

43'7r 

29-054 

r3'776 

5'874 

1-058 

60 

158 

9C92 

60-98 

38-43 

21-228 

9'20I 

1-628 

7o 

176 

116-03 

79‘94 

53'85 

32-00 

!3'998 

2-408 

80 

194 

T53'5° 

103-27 

7I'3I 

46-86 

20740 

3oS2 

9° 

212 

I93'72 

13°'75 

92-70 

66-33 

3000 

5’3ID 

100 

230 

246-02 

162-84 

118-91 

92-59 

42-45 

7'372 

no 

248 

201-58 

15031 

126-26 

58-87 

10-117 

120 

266 

246-47 

185-86 

1 7°  51 

S0U4 

13-660 

Mo 

284 

22195 

107-27 

18-199 

140 

3°2 

285-73 

14136 

23‘798 

150 

32° 

183-61 

30596 

160 

338 

235'32 

38-93 

170 

356 

297-87 

48-41 

1 So 

374 

372-71 

5962 

190 

392 

461-38 

73'45 

200 

(190)  Dalton’s  Law  of  Tension  of  Vapours. — It  was  assumed 
by  Dalton  that  the  tension  or  elasticity  of  all  vapours  was  equal, 
if  compared  at  temperatures  which  represented  differences  of  an 
equal  number  of  degrees  above  or  below  the  boiling-points  of  their 
respective  liquids,  the  elastic  force  of  the  vapour  increasing  accord- 
ing to  the  terms  of  a geometric  progression  uniform  for  all  liquids, 
as  the  temperature  rose  in  terms  of  an  arithmetic  progression. 
This  law  is  not  strictly  in  accordance  with  the  results  of  experiment. 
However,  for  short  distances  above  and  below  the  boiling-point, 
it  is  very  nearly  true,  excepting  in  the  case  of  mercury,  and  may 
he  employed  for  the  purpose  of  correcting  the  observations  of  the 
boiling-points  of  liquids  made  at  atmospheric  pressures  which  are 
hut  little  above  or  below  the  standard  pressure  of  76omm' 

The  following  table  exhibits  the  elasticity  of  the  vapours  of 
five  different  liquids  at  corresponding  distances  above  and  below 
their  boiling-points  : — 
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Tension  of  Vapours  at  equal  distances  from  the  Boiling-Points 

of  the  Liquids. 


Number  of 

Rbgnault. 

Use. 

Ubb. 

Mabx. 

Avogadbo. 

degrees  F. 
above  or 
below 

Water. 

Alcohol. 

Sp.  Gr.  0-813. 

Ether. 

Carbon.  .Disulph. 

Mercury. 

boiling. 

Temp. 

Press. 

Temp. 

Press. 

Temp. 

Press. 

Temp. 

Press. 

Temp. 

Press. 

0 Y' 

Inches. 

°F. 

Inches. 

°p. 

Inches. 

0 F. 

Inches. 

0 p 

Inches. 

+ 40 

252 

63‘I4 

+ 30 

242 

52-90 

r34 

50-9 

+ 20 

232 

44  -06 

124 

42  "64 

137 

42-19 

+ IO 

222 

36-47 

183 

37-00 

114 

35‘2 

127 

35  -6o 

Boiling  ) 
Point  j 
— 10 

212 

30-00 

173 

30-00 

104 

30*00 

117 

29-87 

680 

30  00 

202 

24-50 

163 

24*20 

94 

24-70 

107 

24-91 

20 

I92 

19-87 

153 

19-30 

84 

20*00 

97 

20-65 

— 3° 

182 

16 -00 

143 

I5-05 

74 

16  -10 

87 

17-00 

— 40 

172 

12-78 

133 

i r-6o 

64 

13-00 

77 

13-89 

— 50 

162 

1012 

123 

8-75 

54 

10-30 

67 

II"27 

630 

I9'85 

60 

152 

7'94 

113 

6-70 

44 

8-14 

57 

9-07 

— 70 

142 

6-i8 

103 

4-90 

34 

6-20 

47 

7-24 

— 80 

132 

4-76 

93 

3-67 

37 

5-73 

I — 90 

122 

363 

83 

2'73 

27 

4-49 

59° 

14-08 

The  ether  used  in  these  experiments  could 
not  have  been  perfectly  pure,  as  its  boiling-point 
is  too  high.  The  boiling-point  of  mercury  was 
estimated  by  a mercurial  thermometer  without 
correction  for  the  increasing  rate  of  expansion 
at  high  temperatures. 

The  increase  of  elasticity  produced  by  heat 
in  those  vapours  which  are  in  contact  with  the 
liquids  by  which  they  are  furnished,  indicates 
also  a corresponding  increase  in  their  density  : 
the  one  may,  in  fact,  be  calculated  from  the 
other.  When  the  temperature  is  reduced,  the 
elasticity  falls,  and  a portion  of  the  vapour  is 
condensed.  There  is,  indeed,  for  every  vapour 
a maximum  density  for  each  temperature, 
which,  when  the  liquid  is  in  contact  with  the 
vapour,  is  speedily  attained,  but  which  cannot 
be  surpassed,  no  matter  how  much  the  pressure 
to  which  the  vapour  is  subjected  may  vary  ; an 
increase  of  pressure  immediately  condenses  a 
part  of  the  liquid  that  had  evaporated,  and  a 
diminution  of  pressure  is  attended  with  imme- 
diate volatilization  of  a fresh  portion  of  the 
liquid : consequently  a cubic  centimetre  of 


Fig.  148. 
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vapour  of  any  particular  liquid  at  any  given  temperature,  is 
always  of  tlie  same  elasticity,  and  possesses  the  same  weight. 

If  a small  quantity  of  ether  be  thrown  up  into  the  vacuum  of  the  barometer- 
tube,  represented  in  fig.  148,  the  length  of  the  column  of  mercury,  a.  b,  above  the 
level  of  that  in  the  bath,  will  continue  to  be  nearly  the  same  whether  the  tube  be 
raised  or  lowered  in  the  outer  vessel ; if  it  be  raised,  fresh  ether  will  evaporate, 
if  depressed,  part  of  the  vapour  will  be  condensed. 

(191)  Limit  of  Evaporation. — From  what  has  just  been  stated 
it  might  be  supposed  that  all  liquids,  at  even  the  lowest  tempera- 
tures, were  constantly  emitting  vapour.  That  mercury  does  so  at 
common  atmospheric  temperatures  may  be  shown  by  a very  simple 
experiment.  Place  at  the  bottom  of  a bottle  a few  drops  of  mer- 
cury, and  suspend  in  the  neck  a bit  of  gold  leaf ; in  a few  weeks 
the  lower  portions  of  the 'gold  will  become  white  from  the  condensa- 
tion of  the  vapour  of  mercury  upon  it.  In  the  tube  of  a well- 
made  barometer  the  same  thing  is  shown  by  the  formation  of  a 
dew  of  metallic  globules  in  the  space  above  the  column  of  metal. 
Faraday  has,  however,  proved  that  there  is  a temperature  below 
which  this  volatilization  ceases,  a temperature  which  varies  for  dif- 
ferent substances ; for  mercury  the  limit  is  about  40  C.  : for 
sulphuric  acid  the  limit  is  much  higher,  since  the  acid  undergoes 
no  sensible  evaporation  at  ordinary  atmospheric  temperatures. 
The  cohesive  force  of  the  liquid  here  appears  to  overcome  the 
feeble  tendency  to  evaporation. 

It  is  not  necessary  for  the  evaporation  of  a body  that  it  should 
be  in  the  liquid  form.  Solid  camphor  is  constantly  emitting 
vapour,  which  condenses  in  a crystalline  form  on  the  sides  and 
upper  part  of  the  vessel  which  contains  it.  Ice,  if  introduced 
into  the  vacuum  of  a barometer,  immediately  causes  a depression 
of  the  mercurial  column  amounting  at  o°  C.  to  upwards  of 
°‘457ram  ’ anc^  even  zero  the  tension  of  the  vapour  of  ice  is 
found  to  amount  to  o'  imm'  It  is  owing  to  this  evaporation  that 

patches  of  snow  and  tufts  of  ice  are  observed  gradually  to  disap- 
pear even  during  the  continuance  of  a severe  frost. 

Itcgnault  found  in  his  experiments  that  no  appreciable  change 
in  the  curve  which  represents  the  elastic  force  of  a vapour  is  pro- 
duced by  the  passage  of  a body  from  the  solid  to  the  liquid  state ; 
that  is  to  say,  that  there  is  no  abrupt  diminution  in  the  amount 
of  vapour  emitted  from  a body  when  it  becomes  solid. 

It  has  been  shown  that  if  the  temperature  of  one  of  the  tubes, 
shown  in  fig.  145,  which  contains  a volatile  liquid,  be  uniformly 
raised  throughout  its  entire  length,  the  elasticity  of  the  vapour 
increases  rapidly  till  the  liquid  reaches  its  boiling-point.  The 
application  of  heat  to  one  portion  only  of  the  tube,  however,  is 
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attended  witli  a very  different  result : the  liquid  may  even  he 
heated  to  ebullition,  and  it  will  distil  and  be  condensed,  but  unless 
the  whole  of  that  portion  of  the  tube  which  is  filled  with  vapour 
be  heated  to  the  same  degree,  no  corresponding  increase  of  elasti- 
city will  be  observed : the  tension  can  never  exceed  that  due  to 
the  elasticity  of  the  vapour  which  would  he  emitted  if  the  liquid 
were  at  the  same  temperature  as  that  of  the  coolest  portion  of  the 
tube  above  the  liquid ; because  the  excess  of  vapour  is  at  once 
condensed  as  soon  as  it  reaches  this  colder  part  of  the  space.  The 
ether,  for  example,  in  the  barometer-tube  5,  fig.  147,  may  be  made 
to  boil  by  the  heat  of  the  hand,  hut  the  height  of  the  column  of 
mercury  undergoes  little  change ; the  ether  vapour  being  condensed 
in  the  colder  portions  of  the  space  as  rapidly  as  it  is  produced.* 
(192)  Circumstances  which  Influence  Evaporation. — In  the 
process  of  evaporation,  the  vapour  is  supplied  only  from  the  super- 
ficial layer  of  the  liquid.  It  is  therefore  evident  that  the  extent 
of  surface  exposed  must  greatly  influence  the  amount  and  rapidity 
of  evaporation  independently  of  the  temperature.  Now  if  the 
evaporating  surface  be  in  any  way  protected,  as  by  allowing  a 
small  quantity  of  oil  to  become  diffused  over  it,  evaporation  is 
entirely  suspended.  Advantage  is  sometimes  taken  of  this  fact 
in  the  laboratory  in  cases  where  it  is  necessary  to  maintain  a gentle 
heat  for  many  hours : the  vessel  to  be  heated  is  supported  in  a 
larger  one  containing  water,  upon  the  top  of  which  a little  oil  has 
been  poured ; under  these  circumstances  the  danger  of  the  water- 
bath  becoming  dry  is  obviated,  and  the  temperature  required  is  kept 
up  by  a smaller  expenditure  of  fuel,  because  the  escape  of  latent 
heat  by  evaporation  is  prevented.  When,  on  the  contrary,  a rapid 
evaporation  is  necessary,  a large  extent  of  surface  must  be  exposed. 
In  the  salt  wrorks  of  Cheshire,  for  instance,  the  brine  is  evaporated 
in  shallow  pans,  4 or  5 feet  (i‘2  or  15  metre)  wide  and  40  or  50 
feet  (12  or  15  metres)  in  length,  the  fire  being  lighted  at  one  end 
and  the  flue  passing  horizontally  underneath  to  the  other  ex- 
tremity. At  Salzburg,  in  the  Tyrol,  the  same  object  is  effected 
by  pumping  the  weak  brine  into  reservoirs,  whence  it  is  allowed 
to  trickle  down  through  stacks  of  brushwood,  by  which  means 
' the  surface  exposed  to  evaporation  in  the  air  is  almost  indefinitely 
■•increased.  In  the  southern  parts  of  huropc  the  sea-water  is  ad- 
mitted into  extensive  shallow  pans  excavated  on  the  sea-coast, 


* In  the  Appendix  will  be  found  a Table  giving  the  tension  of  acpieous 
'Vapour  for  each  degree  C.  between  o°  and  100  . 
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where  by  exposure  to  the  suit's  rays  it  becomes  concentrated,  and 
the  salt  crystallizes  out. 

Another  circumstance  which  influences  the  rate  of  evaporation 
is  the  amount  and  nature  of  the  pressure  upon  the  surface  of  the 
liquid.  Upon  this  subject  a series  of  experiments  was  made  by 
Daniell.  Under  a receiver  connected  with  the  air-pump,  he  placed 
a circular  dish  of  water,  27  inches  in  diameter,  and  supported  it 
above  a dish  containing  concentrated  sulphuric  acid, — the  object  of 
using  the  acid  being  to  absorb  the  aqueous  vapour  as  fast  as  it 
was  generated : the  results  of  these  experiments  are  given  in  the 
following  table : — 


Rate  of  Evaporation  under  Different  Pressures. 


Pressure  in  Inches 
of  Mercury. 

Grains 

Evaporated. 

Pressure  in  Inches 
of  Mercury. 

Grains 

Evaporated. 

3°'4 

1-24 

r9 

15-92 

15-2 

2-97 

0’95 

29’33 

7-6 

5-68 

°'47 

5074 

3’8 

9'12 

0-07 

1 12*22 

The  time  in  each  experiment  was  30  minutes,  the  temperature 
45°  (7°  C.)  It  is  obvious  that  the  rapidity  of  evaporation  under 
these  circumstances  was  inversely  as  the  pressure,  which  was  read 
oft’  upon  the  gauge. 

The  resistance  offered  by  the  pressure  of  a gas  or  vapour  upon 
the  surface  of  a liquid  is  purely  mechanical;  and  it  follows  as  a 
consequence  of  the  law  of  the  diffusion  of  gases,  that  the  quantity 
of  vapour  which  rises  from  a volatile  body  in  a confined  space,  is 
the  same  whether  that  space  be  filled  with  air  or  not.*  The  time 
that  is  occupied  before  the  space  shall  have  received  its  full  com- 
plement of  any  given  vapour  varies  inversely  with  the  pressm-e ; 
and  with  different  vapours  under  similar  pressures,  the  time  varies 
with  the  diffusiveness  of  the  vapour.  The  vapour,  as  it  rises, 
adds  its  own  elastic  force  to  that  of  the  air  present.  "When  a 
liquid  evaporates  into  an  empty  space,  the  full  elasticity  due  to  the 
temperature  and,  consequently,  the  maximum  density  of  the 
vapour,  is  acquired  at  once ; but  when  it  evaporates  into  a gas, 
that  degree  of  density  is  not  acquired  until  after  the  lapse  of  a 

* Regnault  finds  that  this  is  not  absolutely  true, — the  tension  of  aqueous 
vapour  in  air  being  slightly  less  than  in  vacuo,  but  the  difference  does  not 
amount  to  more  than  2 per  cent,  at  its  maximum.  The  same  thing  was 
found  to  hold  good  with  the  vapour  of  ether,  the  tension  of  which,  whether  in 
air,  in  hydrogen,  or  in  carbonic  anhydride,  was  always  lowbr  than  it  was  at  the 
same  tomperaturo  in  vacuo. 
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variable  interval  of  time.  The  circumstance  which  in  both  cases 
finally  limits  the  evaporation  of  the  liquid,  is  the  pressure  of  its 
own  vapour  of  a definite  degree  of  elasticity  upon  its  surface.  It 
is  therefore  clear  that  the  larger  the  proportion  of  moisture  that 
is  contained  in  the  air  at  any  given  time,  the  smaller  will  be  the 
quantity  of  aqueous  vapour  that  rises  from  an  exposed  surface  in 
a given  time ; and  that  in  proportion  as  the  space  is  more  nearly 
charged  with  vapour,  the  more  slowly  is  each  succeeding  portion 
of  vapour  produced.  Evaporation,  in  short,  is  more  rapid  in  a dry 
than  in  a moist  atmosphere.  For  the  same  reason,  evaporation 
proceeds  more  rapidly  during  a breeze  than  when  the  air  is  still : 
for  the  air  which  rests  on  the  surface  of  a liquid  soon  becomes 
charged  to  the  maximum  with  vapour,  and  then  all  further  evapo- 
ration would  cease  were  it  not  for  circulating  movements,  which, 
even  in  the  stillest  air,  are  occasioned  by  the  change  of  density  due 
to  the  accession  of  moisture ; the  currents  produced  by  a breeze 
assist  these  movements,  and  the  vapour  rises  into  portions  of  air 
which  are  being  continually  changed,  so  that  the  pressure  of  the 
aqueous  vapour  on  the  surface  of  the  liquid  is  rapidly  removed. 

In  the  case  of  mixed  liquids,  Gay-Lussac  inferred  from  his  ex- 
periments that  the  tension  of  the  mixed  vapour  was  equal  to  the 
sum  of  the  tensions  of  the  two  vapours  taken  separately.  This, 
however,  is  true  only  for  liquids  which,  like  carbonic  disulphide 
and  water,  or  like  benzol  and  water,  do  not  sensibly  dissolve  each 
other;  in  other  cases,  as  the  experiments  of  Regnault  and  of 
Magnus  have  shown,  the  tension  may  scarcely  exceed  that  of  the 
more  volatile  liquid ; — for  example,  in  the  case  of  a mixture  of 
ether  and  water,  the  tension  is  scarcely  higher  than  that  due  to 
ether  only.  If  the  two  liquids  be  soluble  in  each  other  in  all 
proportions,  as  water  and  alcohol,  the  tension  of  the  mixed  vapour 
is  generally  greater  than  that  of  the  less  volatile,  but  less  than 
that  of  the  more  volatile  liquid. 

'VYullner  ( Poyg . AnnaL,  ex.  564)  has  shown  that  the  tension 
of  aqueous  vapour  emitted  from  a saline  solution,  when  compared 
with  that  of  pure  water,  is  diminished  by  an  amount  proportional 
to  the  quantity  of  anhydrous  salt  dissolved,  when  the  salt  crys- 
tallizes in  the  anhydrous  form,  or  when  it  furnishes  efflorescent 
crystals.  In  cases  where  the  salt  is  deliquescent,  or  has  a powerful 
• attraction  for  water,  the  reduction  of  tension  is  proportional  to 
I the  quantity  of  the  crystallized  salt.  For  example,  sulphates  of 
-sodium,  nickel,  and  copper,  nitrate  of  calcium,  and  ordinary  or 
’ hydrodisodic  phosphate  (Na2TIP04)  produce  a diminution  of  ten- 
sion proportioned  to  the  weight  of  the  anhydrous  salt,  whilst  for 
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caustic  potash  and  soda,  and  for  calcic  chloride,  it  is  proportional 
to  the  hydrates  KHO,  2 H,0  j 2NaH0,  3 H20;  CaCl2,  3 I120. 
The  amount  by  which  the  tension  is  reduced  for  equal  weights  of 
the  compounds  compared,  varies  greatly  with  their  nature.  Sul- 
phate of  nickel,  for  instance,  dissolved  in  the  proportion  of  10  per 
cent.  (NiS04)  reduces  the  elastic  force  of  the  vapour  at  iooc  C. 
by  i3'mm-2,  whilst  a similar  proportion  of  potassic  hydrate  (KHO) 
effects  a reduction  of  35'mm'6. 

Evaporation  in  a confined  space,  in  which  the  atmosphere  is 
kept  constantly  in  a state  of  dryness,  is  often  resorted  to  in  the 
laboratory.  Crystallizations  on  a small  scale  are  frequently  effected 
in  this  way ; the  liquid  evaporates,  and  is  absorbed  by  a surface 
of  sulphuric  acid,  as  in  the  experiment  of  Leslie  (183).  The  eva- 
poration may  be  rendered  quicker  or  slower  according  to  the  extent 
to  which  the  exhaustion  of  the  receiver  is  carried.  Many  com- 
pounds which  would  be  injured  by  exposure  to  air,  or  to  a mode- 
rate rise  of  temperature,  may  be  dried  effectually  in  this  manner. 

As  a necessary  consequence  of  the  evaporation  which  is  con- 
tinually going  on  over  the  entire  surface  of  the  earth,  the  atmo- 
sphere is  at  all  times  charged  with  moisture,  the  amount  of  which 
is  perpetually  varying,  hut  it  is  almost  always  below  the  propor- 
tion which  experiment  gives  as  the  maximum  density  for  aqueous 
vapour  due  to  the  observed  temperature.  It  is  owing  to  the  cir- 
cumstance that  the  air  is  rarely  fully  charged  with  vapour,  that 
wet  bodies  become  dry,  and  that  the  surface  of  the  soil,  although 
saturated  with  moisture,  yet  in  a few  hours  or  days  becomes 
parched  and  dusty.  By  the  process  of  evaporation  from  the  sur- 
face of  the  land  as  well  as  of  the  ocean,  a natural  distillation  is 
thus  continually  effected,  by  which  a perpetual  circulation  of  water 
is  maintained ; the  waters  conveyed  by  the  rivers  into  the  sea  re- 
turn imperceptibly  into  the  atmosphere.  The  vapour  thus  raised 
either  assumes  an  invisible  form,  or  it  floats  about  in  masses  of 
cloud  ; these  are  at  length  arrested,  particularly  by  mountains  and 
elevated  ridges  of  land,  and  becoming  condensed,  descend  as 
showers,  and  supply  stores  of  water,  which  flow  down  the  sides  of 
the  hills,  and  collect  in  the  ravines,  or  else  arc  absorbed  into  the 
porous  strata.  The  waters  thus  absorbed  sink  into  the  soil  until 
they  meet  with  a bed  of  clay  or  some  other  stratum  impervious  to 
moisture  ; by  this  they  arc  arrested,  and  flow  along  its  surface  till 
they  burst  out  as  springs  in  the  valleys.  These  springs  in  their 
turn  furnish  constant  supplies  to  the  rivers,  and  the  rivers,  after 
irrigating  the  countries  through  which  they  flow,  again  empty  I 
themselves  into  the  ocean.  The  frequency  of  rain,  and  various) 
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other  meteorological  phenomena  of  the  highest  interest  and  im- 
portance,— in  fact,  many  of  the  great  peculiarities  of  climate,  are 
mainly  influenced  by  the  variations  in  the  quantity  of  moisture 
which  is  contained  in  the  atmosphere.  The  knowledge  of  the 
quantity  of  aqueous  vapour  -which  exists  at  any  given  time  in  a 
certain  bulk  of  air,  becomes,  therefore,  a problem  which  is  con- 
stantly requiring  solution  for  meteorological  purposes.  Instru- 
ments employed  for  this  purpose  are  termed  hygrometers  (from 
vypoq,  moist,  and  per  gov,  a measure).  Various  methods  have 
been  proposed  for  determining  the  proportion  of  moisture  in  the 
air;  the  simplest  and  the  most  accurate  of  these  consists  in  the 
determination  of  the  dew-point. 

(193)  Deiv-point. — It  is  evident  that  a reduction  of  tempera- 
ture in  a space  already  charged  to  the  maximum  with  vapour, 
must  produce  a deposit  of  moisture  in  the  liquid  form.  Such  a 
result,  in  fact,  accords  with  daily  observation  : for  example,  when 
a glass  of  cold  water  is  brought  into  a warm  room,  its  surface 
becomes  bedewed  with  moisture.  This  observation  has  been  in- 
geniously turned  to  account  for  the  purpose  of  determining  the 
quantity  of  moisture  present  in  the  air  at  any  given  time.  If  the 
cold  liquid  be  poured  from  one  vessel  to  another,  its  temperature 
will  be  gradually  raised ; the  quantity  of  dew  wdiich  is  formed  on 
the  outside  of  the  vessel  into  wThich  it  is  poured  will  become  less 
and  less,  until  it  ceases  to  be  formed  at  all.  By  noting  with  a 
sensitive  thermometer  the  exact  temperature  at  which  this  forma- 
tion of  dew  ceases,  the  tension  of  the  aqueous  vapour  present  in 
the  air  at  that  period  can  be  readily  ascertained  from  tables  con- 
structed for  that  purpose,  and  the  corresponding  proportion  of 
moisture  calculated.  If  the  temperature  of  the  air  at  the  time 
be  noted,  it  is  easy  to  determine  the  additional  proportion  of 
moisture  which  the  air  at  that  time  is  capable  of  taking  up.  This 
comparison  is  generally  made  by  calling  the  quantity  of  invisible 
vapour  which  it  is  possible  for  air  to  retain  at  the  particular  tem- 
perature at  the  time  of  observation  1000,  and  calculating  from 
the  observed  dew-point  the  proportion  Avhich  the  amount  actually 
present  bears  to  that  which  might  exist  at  that  temperature. 
Suppose,  for  example,  when  the  air  is  at  15°  C.,  that  the  dew- 
point be  as  low  as  io°;  that  is,  the  temperature  at  which  dew 
begins  to  be  formed  is  io°.  On  reference  to  the  table,  it  appears 
that  the  tension  of  vapour  at  150  amounts  to  of  mer- 

cury, while  at  io°  it  is  equal  to  only  9-mra’i  65.  Now  the  quan- 
tity of  vapour  is  directly  proportioned  to  its  tension;  therefore 
by  proportion  : — 
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ir699  : 9'i65  : : 1000  : x ( = 722). 

722  represents  the  degree  of  atmospheric  saturation  at  the  time 
of  observation. 

Practically,  however,  it  is  desirable  also  to  know  the  actual 
rate  of  evaporation  at  the  time  (or  the  number  of  grammes  of 
water  which  evaporate  from  a given  surface,  such  as  a square 
metre  of  water  freely  exposed  to  the  air),  since  it  is  this  which 
in  great  measure  determines  the  drying  influence  of  the  atmo- 
sphere upon  the  human  body,  and  upon  the  substances  exposed 
to  its  action. 

(194)  DanielVs  Hygrometer. — The 
method  of  observing  the  dew-point  above 
mentioned,  although  it  affords  very  exact 
results,  is  tedious  in  practice.  To  facilitate 
this  operation,  a beautiful  instrument  was 
contrived  by  Daniel),  and  termed  by  him. 
the  Dew-point  Hygrometer.  It  consists 
essentially  of  a small  cryopliorus  (fig.  149) 
containing  ether  instead  of  water,  one  limb 
of  which,  c,  is  longer  than  the  other,  and 
terminates  in  a ball,  b,  made  of  black  glass, 
for  the  purpose  of  rendering  the  moment 
at  which  the  deposition  of  dew  occurs  more 
readily  observable.  In  the  long  limb  of 
the  instrument  is  placed  a sensitive  thermo- 
meter, d,  the  bulb  of  which  is  partially 
immersed  in  the  ether.  The  second  bulb, 
a,  is  covered  with  muslin.  In  construct- 
ing the  apparatus,  the  ether  is  boiled  to  expel 
the  air,  and  the  instrument  is  hermetically 
sealed  whilst  the  ether  is  still  boiling. 
When  the  hygrometer  is  to  be  used,  all  the 
ether  is  driven  into  b,  by  inverting  the 
instrument,  and  warming  the  bulb  a with 
the  hand ; the  instrument  is  then  placed  in  the  clip  h , on  the  top  of  the  stand  g. 
On  allowing  a few  drops  of  ether  to  fall  on  the  muslin,  the  vapour  within  the 
ball  a is  condensed  by  the  reduction  of  temperature  occasioned  by  the  rapid 
evaporation  thus  produced  on  its  outer  surface;  fresh  vapour  rises  from  the 
surface  of  the  ether  in  the  blackened  ball,  owing  to  the  diminished  elasticity  of 
the  vapour  above  it : the  temperature  of  this  ether  and  of  the  ball  in  contact  with 
it  is  lowered,  and  deposition  of  dew  commences  on  the  surface  of  the  black  ball, 
in  the  form  of  a ring,  which  coincides  with  the  level  of  the  ether.  The  moment 
that  this  occurs,  the  temperature  marked  by  the  included  thermometer,  d,  is 
observed.  It  is,  however,  possible,  if  the  reduction  of  temperature  has  been 
rapid,  that  the  loss  of  heat  may  not  be  perfectly  uniform  throughout  the  ether  in 
the  black  bulb,  in  consequence  of  which  the  temperature  indicated  by  the  thermo- 
meter, d,  may  be  a little  too  high  ; it  is  therefore  well  to  observe  the  temperature 
of  d a second  time,  at  the  moment  when  the  ring  of  dew  disappears,  during  the 
return  of  the  instrument  towards  the  temperature  of  the  surrounding  air.  This 
observation  will  now  probably  be  slightly  too  low,  but  the  mean  oi  the  two 
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will  accurately  furnish  the  temperature  of  the  dew-point.  The  temperature  of 
the  atmosphere  at  the  time  is  indicated  by  the  thermometer  k. 

In  making  an  observation,  the  hygrometer  should  be  placed  at  an  open 
window,  and  a small  cardboard  screen  should  be  interposed  between  the  two 
bulbs,  to  prevent  the  vapour'  of  the  ether  from  extending  to  the  atmosphere 
around  the  blackened  bulb.  With  proper  care,  the  instrument  will  yield  results 
of  great  accuracy.  An  excellent  hygrometer,  on  a similar  principle,  but  of  less 
portable  construction,  has  been  used  by  Regnault. 

(195)  Wet-bulb  Hygrometer. — Otlrer  methods  have  been  pro- 
posed for  determining  the  quantity  of  moisture  present  in  the 
atmosphere.  Of  these  hygrometers,  one  only,  the  wet-bulb  hygro- 
meter, need  be  noticed  here : it  is  shown  at  figure  150. 

In  simplicity  of  action  it  leaves  nothing  to  be 
desired,  as  it  consists  merely  of  two  similar  thermo- 
meters, s,  s,  placed  side  by  side  on  the  same  stand,  m/; 
the  bulbs,  b,  b,  of  both  are  covered  with  muslin,  and 
one  of  them  is  kept  constantly  moist  by  means  of  the 
capillary  action  of  a few  fibres  of  cotton,  e,  which 
connect  it  with  a smaller  vessel,  a c,  containing  water. 

The  rate  of  evaporation,  and  consequently  the  depression 
of  temperature  of  the  moistened  bulb,  will  be  greater 
in  proportion  as  the  atmosphere  is  further  from  its 
point  of  saturation ; aud  tables  have  been  given  for 
determining  the  degree  of  saturation  for  all  differences 
of  temperature  within  the  ordinary  atmospheric  range. 

The  elaborate  researches  of  Regnault 
(Ann.  de  Chimie,  III.  xv.  201)  have  shown  that 
the  indications  of  this  hygrometer  require 
a variety  of  corrections  which  cannot  be 
correctly  estimated.  The  formula  which  on 
the  whole  corresponds  best  with  observation 
is  that  of  Apjohn  : /'  =/—  ^ x In  this 
formula  /'  is  the  tension  of  steam  at  the 
dew-point,  / is  the  tension  of  steam  at  the 
observed  temperature  of  the  air,  d is  the 
difference  in  temperature  of  the  two  ther- 
mometers, 88  is  a constant  coefficient  for 
the  specific  heats  of  air  and  steam,  p is 
the  observed  height  of  the  barometer,  30  is 
the  mean  height  of  the  barometer  in  English 
inches. 

From  an  extensive  scries  of  comparisons 
made  at  the  Greenwich  Observatory  between 
the  wet-bulb  hygrometer  and  DanielFs  instrument,  Glaisher  con- 
cludes that  the  dew-point  may  be  ascertained  by  multiplying  the 
difference  between  the  temperature  of  the  dry  and  the  wet  bulb, 
by  a number  depending  upon  the  temperature  of  the  air  at  the 
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time  of  observation,  and  subtracting  the  product  from  this  last- 
mentioned  temperature. 

The  numbers  which  he  gives  are  contained  in  the  following 
table  :*■ — 


Dry  Bulb.  ") 

Temperature  ° F.  J 

Multiplier. 

Dry  Bulb.  ") 

Temperature  0 F.  S 

Multiplier. 

below  24 

8-5 

34  to  33 

2-6 

24  to  25 

7 ‘3 

35  t°  40 

2 5 

25  to  26 

64 

40  to  43 

23 

20  to  27 

6' r 

45  to  50 

21 

27  to  28 

5'9 

50  to  55 

2*0 

28  to  29 

57 

55  to  60 

r8 

29  to  30 

5'° 

60  to  63 

i*8 

30  to  31 

4-6 

63  to  70 

17 

31  to  32 

3'6 

70  to  75 

r5 

32  to  33 

3'1 

75  to  80 

r5 

33  to  34 

2-8 

80  to  85 

1*0 

Since  the  tension  of  aqueous  vapour  diminishes  according  to 
the  terms  of  a geometric  progression,  whilst  the  temperature  falls 
in  arithmetic  progression,  the  elasticity  of  the  vapour  contained 
in  the  atmosphere  at  any  given  time  is  reduced  by  a fall  of  tem- 
perature more  rapidly  than  in  direct  proportion  to  the  fall ; it 
therefore  necessarily  happens,  that  if  a current  of  heated  air, 
charged  to  the  maximum  with  aqueous  vapour,  meet  a current  of 
cold  air,  also  charged  to  its  maximum  with  vapour,  the  inter- 
mingled portions  of  air  at  the  mean  temperature  of  the  two  can 
only  retain  a part  of  the  vapour  in  the  invisible  condition,  and 
the  formation  of  a cloud  or  mist  is  the  consequence.  For  example, 
suppose  two  equal  volumes  of  air,  one  at  i6°  C.  and  the  other  at 
4°,  each  saturated  with  vapour,  to  be  intermingled — the  tempera- 
ture of  the  intermingled  air  would  be  lo°.  Now  the  elastic 
force  of  aqueous  vapour  at  i6°  is  I3'mm'53(5 ; at  40  it  is  6'mm  C97. 
The  mean  of  these  quantities  is  9,ram’8i6,  but  the  actual  elastic 
force  of  vapour  at  io°  is  only  9-mm  x65  ; consequently  an  amount 
of  vapour  represented  by  an  elastic  force  of  9,mm  8i6  — 9-mm  i65, 
or  crmm'65i,  will  be  precipitated  in  the  form  of  a cloud.  It  was 
upon  this  principle  that  Hutton  accounted  for  the  formation  of 


* When  the  dew-point  was  calculated  by  Apjohn’s  formula  from  the  indi- 
cations of  the  wet- bulb  thermometer,  the  extreme  differences  from  the  true  dew- 
point, furnished  by  Daniell’s  instrument,  were  found  in  two  years  at  Greenwich 
to  be  — ,3°'9  between  63°  and  70°,  and  + 3 °‘6  between  7 <J°  and  8o°;  whilst 
the  extreme  differences  by  Glaisher’s  factors  are  — 3°"J  between  750  and  8o°, 
and  + r°-( 5 between  750  and  8o°. — (Daniell’s  Meteorology,  vol.  ii.  p.  100.) 
See  also  .Noble,  Proceed,  livy.  Soc.  vii.  528. 
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rain,  and,  so  far  as  it  goes,  the- theory  is  satisfactory:  there  are, 
however,  other  important  causes  concerned,  hut  the  subject  cannot 
be  appropriately  discussed  further  in  this  work. 

(196)  Liquefaction  and  Solidification  of  Gases. — Vapours  were 
formerly  considered  to  be  essentially  different  in  their  nature 
from  gases ; but  comparatively  recent  experiments,  particularly 
those  by  Faraday,  have  shown  that  the  difference  between  gases 
and  vapours  is  merely  one  of  degree.  Under  his  skilful  manipu- 
lation, numerous  gases  have  been  reduced  to  the  liquid  state,  and 
not  a few  have  even  been  obtained  in  the  form  of  solids.  Some 
few  of  the  gases  have  still  resisted  the  best  devised  attempts  to 
liquefy  them  ; but  it  can  hardly  be  doubted  that  all  gases  may 
be  regarded  as  the  vapours  of  liquids  of  an  extremely  high  degree 
of  volatility ; the  liquids  resulting  from  the  condensation  of  gases 
boiling  at  temperatures  far  below  the  ordinary  atmospheric  range  : 
vapours,  on  the  contrary,  may  be  considered  as  the  gases  of  liquids 
of  comparatively  low  volatility. 

Some  of  the  gases  are  liquefiable  with  much  greater  facility 
than  others;  for  instance,  a mere  reduction  of  the  temperature  to  40 
( — 20°  C.)  suffices  to  reduce  sulphurous  anhydride  at  the  ordinary 
atmospheric  pressure  to  the  liquid  form.  Many  gases,  if  gene- 
rated in  strong  tubes,  under  the  pressure  of  their  own  particles, 
lose  their  elastic  form.  In  this  way  carbonic  anhydride  (acid), 
cyanogen,  and  several  others,  have  been  liquefied.  But  in  other 
cases,  a combination  of  the  pressure  obtained  by  means  of  a con- 
densing syringe,  with  the  application  of  an  intense  degree  of  cold, 
has  been  requisite.  A convenient  form  of  apparatus  for  this 
purpose  has  been  devised  by  Andrews,  who  has  succeeded  in 
reducing  the  non- condensible  gases  in  fine  glass  tubes,  by  pressure 
alone,  to  less  than  of  the  volume  which  they  occupy  under 
the  ordinary  conditions  of  the  atmosphere,  and  in  exposing  them, 
still  under  this  pressure,  to  a cold  of  from  — 770  to  — ioi°  C. 

Carbonic  anhydride  is  manufactured  in  large  quantities,  and  stored  up  in  the 
liquid  form,  in  strong  wrought-iron  vessels.  The  apparatus  used  for  this  purpose 
was  devised  by  Thilorier.  A modification  of  it  is  represented  in  fig.  151.  It 
consists  of  two  very  strong  hollow  cylinders  of  wrought-iron,  one  of  which,  a,  is 
employed  as  a retort  for  generating  the  gas  ; the  other,  b,  as  a receiver, 
in  which  it  is  accumulated.  The  generator,  a,  is  charged  with  a mixture  of 
I '33  kilos.  (2$  lb.)  of  finely  powdered  hydro-sodic  carbonate  (the  common 
bicarbonate  of  soda)  (NaIIC03),  and  2-83  litres  (6^  lb.)  of  warm  water:  a brass 
tube,  c,  containing  o-68  kilo.  ( 1 ^ lb.)  of  oil  of  vitriol,  is  cautiously  introduced, 
and  the  head  of  the  apparatus,  furnished  with  a stop-cock  of  peculiar  construc- 
tion, is  screwed  down  and  rendered  tight  by  a leaden  washer.  The  generator 
is  then  reversed,  so  as  to  mix  the  materials,  which,  by  their  reaction,  liberate 
carbonic  anhydride ; this  gas  accumulates  in  the  upper  part  of  the  vessel,  where 
!t  is  liquefied  by  its  own  pressure ; a strong  tube,  E,  is  screwed  on  laterally  to 
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both  vessels,  a and  B, 
in  order  to  connect 
them  together.  The 
receiver,  B,  is  kept  cool 
by  being  immersed  in 
melting  ice.  As  soon 
as  the  stop-cocks  are 
opened,  the  liquefied 
gas  distils  over ; the 
stop-cocks  are  then 
closed,  the  vessels  a 
and  b are  separated, 
and  a fresh  charge  is 
introduced  into  the 
generator.*  The  same 
operations  are  then  re- 
peated, until  a suffi- 
cient quantity  of  the 
liquefied  gas  has  been 
obtained.  Communi- 
cating with  the  stop- 
cock of  the  receiver  is 


the  tube,  b,  which  passes  down  nearly  to  the  bottom  of  the  vessel,  and  terminates 
in  an  open  extremity,  so  that  as  soon  as  the  stop-cock  is  opened,  a jet  of  the  liquid 
anhydride  is,  by  the  pressure  of  its  own  vapour,  forced  up  the  vertical  tube,  b, 
and  it  escapes  from  the  vessel  through  a fine  nozzle,  e,  which  is  screwed  to  the 
stop-cock.  The  issuing  liquid  immediately  begins  to  evaporate  with  great 
rapidity ; by  this  means  so  large  a quantity  of  latent  heat  is  carried  off  in  the 
escaping  gas,  that  a portion  of  the  liquid  is  converted  into  the  solid  form.  If 
the  jet  of  liquid  be  made  to  play  into  a cylindrical  box,  D,  furnished  with  lateral 
apertures  for  the  free  passage  of  the  gas,  the  solidified  anhydride  may’  be  col- 
lected in  the  form  of  a flocculent  deposit,  of  snowy  whiteness,  which  gradually 
evapoi’ates  in  the  air,  without  undergoing  previous  liquefaction.  This  may  be 
seen  by  placing  a few  flakes  of  the  solid  in  a retort,  the  mouth  of  which  is  im- 
mersed in  water : the  gas,  as  it  rises  in  bubbles,  can  thus  be  collected. 

If  means  be  taken  to  cut  off  the  supply  of  heat  from  external 
objects  by  placing  the  solidified  anhydride  in  a glass  vessel, 
covered  externally  with  flannel,  enclosing  this  in  a second  glass, 
and  covering  the  whole  with  a card,  and  thus  making,  in  fact,  an 
extemporaneous  ice-pail,  the  solidified  anhydride  may  be  kept  in 
open  air  for  some  hours.  As  will  readily  be  supposed,  the  tem- 
perature of  this  solid  is  extremely  low.  According  to  the  experi- 
ments of  Faraday,  it  is  as  much  as  — io6°  (—77°  C.).  It  may, 
notwithstanding,  be  handled  with  impunity,  and  may  be  put  into 
water,  without  causing  the  water  to  freeze.  These  paradoxical 
effects  arc,  however,  easily  explained.  The  cold  solid  never 
really  touches  either  the  water  or  the  hand,  because,  owing  to 

* By  attaching  a condensing  syringe  to  the  generator,  Mr.  Addams  is 
enabled  to  save  a considerable  portion  of  the  condensed  gas  which  would  other- 
wise bo  lost. 
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the  rapidity  with  which  it  evaporates,  it  is  constantly  surrounded 
by  a badly  conducting  atmosphere  of  its  own  vapour : but  if  it 
be  really  brought  into  contact  with  any  solid  or  liquid,  which 
may  be  done  by  moistening  the  solid  anhydride  with  ether,  which 
has  a strong  adhesion  to  carbonic  anhydride,  its  low  temperature 
is  at  once  manifested,  and  this  low  temperature  is  maintained  by 
its  continual  evaporation,  which  constantly  carries  off  a large 
quantity  of  heat  in  the  latent  state.  By  placing  some  mercury  in  a 
basin,  pouring  on  it  a small  quantity  of  ether,  and  adding  a little 
solidified  carbonic  anhydride,  the  mercury  will,  in  a few  seconds, 
be  converted  into  a malleable  solid,  although  before  the  metal 
will  freeze  it  is  necessary  that  the  temperature  be  reduced  as  low 
as  — 37°'9  ( — 380,8  C.).  If  the  frozen  mercury  be  transferred 
to  a vessel  containing  a small  quantity  of  water,  the  metal  will 
be  quickly  thawed,  but  spiculse  of  ice  will  be  formed,  showing 
that  the  process  of  liquefaction  in  the  case  of  mercury,  as  in  all 
other  instances,  is  attended  with  a disappearance  of  heat. 

By  accelerating  the  evaporation  of  the  bath  of  carbonic  anhy- 
dride and  ether,  Faraday  was  enabled  to  command  a still  greater 
reduction  of  temperature,  and  in  the  vacuum  of  the  air-pump  he 
obtained  by  this  means  a degree  of  cold  which  he  estimated  at 
— 1660  (—  no°  C.).  In  such  a cold  bath,  many  of  the  liquefied 
gases  were  frozen,  and  were  obtained  in  the  shape  of  solids,  clear 
and  transparent  as  ice.  Among  the  number  which  assumed  this 
form  was  carbonic  anhydride  itself.  (Phil.  Trans.,  1845,  155.) 
Even  without  the  aid  of  pressure,  but  simply  by  employing  a 
bath  of  carbonic  anhydride  and  ether  in  the  air,  the  following 
gases — viz.,  chlorine,  cyanogen,  ammonia,  sulphuretted  hydrogen, 


Fig.  152. 


arseniuretted  hydrogen,  hydriodic  acid,  hydrobromic  acid, 
and  carbonic  anhydride — were  obtained  in  the  liquid 
form,  and  were  sealed  up  in  tubes.  The  tubes  used  were 
of  green  bottle-glass,  bent  as  represented  in  fig.  152  ; to 
these  tubes  brass  caps  and  stop-cocks  were,  when  neces- 
sary, securely  attached,  by  means  of  a resinous  cement. 

The  cold  bath  was  applied  at  the  curvature.  When 
pressure  was  requisite,  it  was  obtained  by  the  employ- 
ment of  two  condensing  syringes ; the  first  had  a piston  of  an  inch 
in  diameter,  the  second  one  of  only  half  an  inch ; these  syringes 
were  connected  by  a pipe,  so  that  the  first  syringe  forced  the  gas 
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through  the  valves  of  the  second;  and  the  second  syringe  was 
then  used  to  compress  still  more  highly  the  gas  which  had 
already  been  condensed  by  the  action  of  the  first,  with  a power 
varying  from  ten  to  twenty  atmospheres.* 

Natterer  obtained  a still  more  intense  degree  of  cold  than  that 
produced  by  carbonic  anhydride  and  ether  in  vacuo,  by  mixing 
liquid  nitrous  oxide  with  carbonic  disulphide  and  placing  the 
bath  in  vacuo : the  lowest  temperature  which  he  has  recorded  is 
— 220°  (— 140°  C.).  Silicic  fluoride,  at  this  point,  became  a 
transparent  solid,  but  liquid  chlorine  and  carbonic  disulphide  pre- 
served their  fluidity.  ( Liebig’s  Ann.,  liv.  254.) 

(197)  Pressure  exerted  by  Condensed  Gases. — In  order  to  esti- 
mate the  degree  of  pressure  which  the  condensed  gas  exerted  upon 
the  interior  of  the  vessel  in  which  it  was  contained,  and  to  deter- 
mine the  force  requisite  to  overcome  the  repulsive  energy  of  its 
own  particles,  Faraday  made  use  of  small  air-gauges,  which  he 

enclosed  in  the 
tubes  employed  for 
the  condensation 

(fig-  153)-  These 

gauges  consisted  of 
a somewhat  conical 
capillary  tube  of 
glass,  which  was  divided  into  parts  of  equal  capacity  by  intro- 
ducing into  the  tube  a globule  of  mercury  shown  at  a,  and 
causing  it  to  occupy  each  part  of  the  tube  in  succession : the 
length  of  the  little  cylinder  into  which  the  mercury  was  reduced 
in  each  portion  of  the  tube  was  marked  upon  the  glass  with 
black  varnish.  The  mercury  was  then  transferred  towards  the 
widest  extremity,  and  the  tube  was  scaled  at  its  narrow  end.  A 
known  volume  of  air  was  thus  included,  and,  by  the  compression 
which  this  air  experienced  in  the  course  of  the  experiment,  (the 
bulk  being  inversely  as  the  pressure,)  the  elastic  force  of  the  gas 
under  examination  was  easily  calculated.  It  is  remarkable  that 
many  of  these  condensed  liquids  expand  upon  the  application  of 
heat  more  rapidly  than  the  gases  themselves.  It  has  been  also 
found  that  Boyle's  law  (27),  according  to  which  the  elasticity  of 

# The  temperatures  recorded  in  these  experiments  are  in  all  probability 
Somewhat  too  high.  They  were  estimated  by  means  of  a spirit  thermometer, 
subdivided  into  degrees  below  3 2°  F.,  ‘equal  in  capacity  to  those  between  320 
and  212°;’  but  the  contraction  of  alcohol  is  more  r-apid  at  low  than  at  high 
temperatures  : at  the  lowest  temperatures  attained,  the  alcohol  became  somewhat 
viscid. 
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a gas  increases  directly  as  the  pressure,  although  correct  for 
pressures  at  considerable  distances  above  the  point  of  condensa- 
tion, does  not  hold  good  as  this  term  is  approached ; probably,  as 
suggested  by  Berzelius,  because  the  distance  to  which  the  particles 
are  separated  is  not  sufficient  entirely  to  overcome  the  cohesive 
force,  which  increases  in  power  the  more  nearly  the  point  of  con- 
densation is  reached  (see  notes,  pages  47  and  252.)* 

Although  indications  of  this  departure  from  Boyle's  law  have 
been  observed  at  common  temperatures,  with  some  of  the  more 
condensible  gases,  such  as  sulphurous  anhydride,  sulphuretted 
hydrogen,  cyanogen,  and  ammonia,  it  was  most  distinctly  exhibited 
in  the  experiments  of  Cagniard  de  Latour  {Ann.  de  Chimie,  II. 
xxi.  and  xxii.).  De  Latour  partially  filled  some  strong  glass 
tubes  with  water,  with  alcohol,  with  ether,  and  with  some  other 
liquids,  furnished  them  with  gauges,  and  sealed  them  hermeti- 
cally. He  then  cautiously  raised  the  temperature.  The  alcohol 
(sp.  gr.  offiqq),  which  occupied  f the  capacity  of  the  tube,  gradually 
expanded  to  double  its  volume,  and  then  suddenly  disappeared  in 
vapour,  at  a temperature  of  497°'7  (257°'7  C.) ; it  then  exerted  a 
pressure  of  about  119  atmospheres.  Ether  became  gaseous  at 
3920  (200°  C.),  in  a space  equal  to  double  its  original  bulk, 
exerting  a pressure  of  37 *5  atmospheres;  whereas,  if  Boyle's  law 
held  good  in  these  cases,  calculating  from  the  volume  of  vapour 
which  a certain  bulk  of  each  liquid  yields  under  the  atmospheric 
pressure,  ether  should  have  exerted  a force  equal  to  about  157 
atmospheres,  and  alcohol  of  at  least  318.  Water  was  found  to 
become  gaseous  in  a space  equal  to  about  four  times  its  original 
bulk,  at  a temperature  of  about  7730  (41 2°  C.),  (that  of  melting 
zinc).  So  great  was  the  solvent  power  of  water  on  glass,  at  this 
high  temperature,  that  the  addition  of  a little  sodic  carbonate 
was  necessary  to  diminish  the  action  on  the  glass,  which  frequently 
gave  way  until  this  expedient  was  adopted.  As  the  vapours 
cooled,  a point  was  observed  at  which  a sort  of  cloud  filled  the 
tube,  and,  in  a few  moments  after,  the  liquid  suddenly  reappeared. 

It  will  he  seen  from  the  subjoined  table,  that  even  after  the 
liquid  has  wholly  disappeared,  the  increase  in  the  elastic  force  of 
the  vapour,  as  the  temperature  rises,  is  as  rapid  as  before  it  had  all 
volatilized,  and  indeed  it  continues  to  increase  in  a proportion  far 
greater  than  that  which  would  be  produced  in  air  by  an  equal  cle- 


* The  experiments  of  Fairbairn  and  Tate  on  the  elasticity  of  superheated 
steam  {Phil.  Trans.,  i860,  190)  show  that  this  diminution  of  elasticity 
near  the  point  of  condensation  is  very  appreciable  in  the  case  of  aqueous  vapour. 
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vation  of  temperature.  Atmospheric  air,  under  a pressure  of  3 7 -5 
atmospheres  at  370°  (1880  C.)  would,  at  482°  (250°  C.),  exert  a 
force  of  42-4,  and  at  617°  (325°  C.)  of  48-6  atmospheres,  whereas 
the  corresponding  pressures  with  ether  were  86-3  and  1309 
atmospheres.  In  the  case  of  the  two  experiments  with  ether,  the 
increase  in  elasticity  is  greatest  at  first  in  the  tube  which  contains 
the  smallest  proportion  of  liquid ; probably  because  the  influence 
of  cohesive  attraction  is  more  completely  overcome  in  the  tube 
which  admits  of  the  greatest  distance  between  the  particles  of  the 
vapour,  though  at  higher  temperatures  the  elasticity  increases 
less  rapidly  in  this  tube  than  in  the  other : — 


Cagniard  de  Latour’s  Experiments. 


Temperature. 

Ether. 

Carbonic 

disulphide. 

Volume,  as  liquid 
7 parts, 

as  vapour  20  parts. 

Volume,  as  liquid 
3i  parts, 

as  vapour  20  parts. 

Volume,  as  liquid 
8 parts, 

as  vapour  20  parts. 

°C. 

0 F. 

Pressure  in 
atmospheres. 

Pressure  in 
atmospheres. 

Pres«ure  in 
atmospheres. 

IOO 

212 

5"6 

4-2 

II2'5 

234-5 

7"9 

5'5 

125-0 

257 

I06 

14-0 

7"9 

I37'5 

279-5 

12-9 

17-5 

loo 

i5°'° 

3°2 

i8-o 

22-5 

130 

162-5 

324-5 

222 

28-5 

165 

1 75'° 

347 

28-3 

35-0 

20*2 

187-5 

369-5 

37"5* 

42'0# 

242 

200  0 

392 

48-5 

50-5 

28-8 

2125 

414-5 

59-7 

58-0 

33-6 

225-0 

437 

68-8 

63-5 

40-2 

237'5 

4 59 '5 

78-0 

660 

475 

25°-° 

482 

863 

70-5 

572 

262-5 

5°4'5 

92-3 

74 

665* 

275-0 

527 

104-1 

l\ 

77-8 

89-2 

287-5 

549-5 

112-7 

3000 

572 

1194 

85 

98-9 

3I2"5 

594-5 

123-7 

89 

"43 

325-° 

SSI'2 

617 

628-2 

130-9 

94 

129-6 

I35-5 

Space  must  always  be  allowed  for  the  full  expansion  of  the 
liquid,  otherwise  the  strongest  vessels  will  give  way. 

Andrews  has  recently  observed,  that  on  partially  liquefying 
carbonic  anhydride  by  pressure  alone,  in  his  apparatus,  and 
gradually  raising  at  the  same  time  the  temperature  to  88°  (310  C.), 
the  surface  of  demarcation  between  the  liquid  and  gas  became 


* At  this  point  the  liquid  had  entirely  disappeared  as  vapour. 
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fainter,  lost  its  curvature,  and  at  last  disappeared.  The  space 
was  then  occupied  by  a homogeneous  fluid,  which  exhibited,  when 
the  pressure  was  suddenly  diminished  or  the  temperature  slightly 
lowered,  a peculiar  appearance  of  moving  or  flickering  striaj 
throughout  its  entire  mass.  At  temperatures  above  310  C.,  no 
apparent  liquefaction  of  carbonic  anhydride  or  separation  into  two 
distinct  forms  of  matter  could  be  effected,  even  when  a pressure 
of  300  or  400  atmospheres  was  applied.  Nitrous  oxide  gave 
analogous  results.* 

From  the  foregoing  experiments,  it  is  obvious  that  there  exists 
for  every  liquid  a temperature  at  which  no  amount  of  pressure  is 
sufficient  to  retain  it  in  the  liquid  form.  It  is  not  surprising, 
therefore,  that  mere  pressure,  however  intense,  should  fail  to 
liquefy  many  of  the  bodies  which  usually  exist  in  the  form  of 
gases. 

The  following  table  embodies  the  results  obtained  by  Faraday 
on  the  condensation  and  solidification  of  the  gases.  The  solids 
were  usually  heavier  than  the  liquid  portions  from  which  they 
separated : — 

Condensation  and  Solidification  of  Gases. 


Names  of  the  Gases. 

Melting  Point. 

Pressure  in  Atmospheres. 

°C. 

°F. 

at  — 200  C. 
at  o°  F. 

at  o°  C. 
at  320  F. 

ati5°*<C 
at  60°  F. 

°F. 

Sulphurous  Anhydride  . . 

- 76 

—105 

072 

i '5  3 

2 ‘54 

5*16  at  ioo° 

Cyanogen  

— 34 '4 

— 30 

I#25 

2’37 

4*oo  at  63° 

Hydriodic  Acid  

- 51 

— 60 

2-9 

397 

5*86 

Ammonia  

- 75 

-103 

2-48 

4"4 

6*90 

io*oo  at  83° 

Sulphuretted  Hydrogen... 

— 85  '5 

— 122 

67 

lO’O 

14  60  at  5 20 

Nitrous  Oxide  

— IOI 

-150 

T 9'3 

32-0 

33‘4°at  35“ 

Carbonic  Anhydride 

— 567 

- 7° 

22*8 

38-5 

Euchlorine  

— 59 ’4 

— 7 ' 

Hydrobromic  Acid 

- 867 

—124 

Silicic  Fluoride  

— I4O 

— 220 

/•Chlorine 

Arseniuretted  Hydrogen. 

5‘2I 

8-95 

I3'I9 

Phosphuretted  Hydrogen 

Olefiant  Gas 

27*2 

26*90  at  0° 

Boric  Fluoride  

1 1 ’54  at  —62° 

Hydrochloric  Acid 

i5‘o 

26*20 

40*00  at  50° 

The  diagram  which  follows  (fig.  1 54)  shows  the  curves  indi- 
cating the  increase  of  pressure  with  the  temperature,  from  Fara- 
day’s tables.  In  this  diagram,  the  vertical  lines  represent  the 
degrees  of  temperature  on  Fahrenheit’s  scale  ; the  horizontal  lines 
show  the  pressure  in  atmospheres  exerted  by  the  condensed  gas. 


* Information  by  letter  from  Dr.  Andrews. 
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The  numbers  attached  to  each 
the  undermentioned  order  : — 

1.  Boric  Fluoride 

2.  Carbonic  Anhydride 

3.  Hydrochloric  Acid. 

4.  Sulphuretted  Hydrogen 

5.  Arseniuretted  Hydrogen. 

11. 


curve  correspond  to  the  gases  in 


6.  Hydriodic  Acid. 

7.  Ammonia. 

8.  Cyanogen. 

9.  Sulphurous  Anhydride 

10.  Nitrous  Oxide. 

Gas. 


Fig.  154. 


azo  100  so  eb  io  ao  o'  ao  40  60  so 


Faraday  remarks,  that  as  far  as  his  observations  go, 1 it  would 
appear  that  the  more  volatile  a body  is,  the  more  rapidly  docs  the 
force  of  its  vapour  increase  by  further  addition  of  heat,  commenc- 
ing at  a given  point  of  pressure ; for  all  these,  for  an  increase  of 
pressure  from  two  to  six  atmospheres,  the  following  number  of 
degrees  require  to  be  added  for  the  different  bodies  named : — 
^ atcih  69°  F. ; sulphurous  acid,  63°;  cyanogen,  64°-5  : ammonia, 
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6o° ; arseniuretted  hydrogen,  540  ; sulphuretted  hydrogen,  56°’ 5 ; 
muriatic  acid,  430;  carbonic  acid,  32°'5 ; nitrous  oxide,  300/ 

The  pressures  indicated  by  the  curves  in  fig.  154,  after  all,  are 
probably  only  approximations.  The  experiments  of  Cagniard  de 
Latour  show  that  under  these  enormous  pressures,  the  bulk  which 
the  liquid  bears  to  the  space  in  which  it  is  confined  has  a material 
influence  upon  the  pressure  which  its  vapour  exerts  when  the  re- 
sults of  different  experiments  with  the  same  liquid  are  compared 
at  the  same  temperatures,  and  before  the  liquid  has  wholly 
assumed  the  state  of  vapour;  this  will  be  seen  by  comparing  the 
two  columns  showung  the  elasticity  of  ether  at  temperatures  below 
187°  C.  in  two  different  experiments  (page  366).  It  is  very  pro- 
bable that  the  extraordinary  discrepancies  in  the  estimates  of  the 
elasticity  of  liquefied  carbonic  anhydride  given  by  Faraday, 
Thilorier,  and  Addams,  are  due  to  this  cause.  Similar  differences, 
to  a less  extent,  have  been  observed  in  the  case  of  sulphurous 
anhydride,  and  cyanogen,  and  some  other  gases. 

Faraday  states,  as  the  results  of  his  experiments,  that  am- 
monia and  sulphuretted  hydrogen,  when  solidified,  each  furnished 
a white  translucent  mass,  like  fused  ammonium  nitrate : euchlo- 
rine  gave  a transparent  orange-coloured  crystalline  solid.  The 
other  liquefied  gases  which  were  susceptible  of  solidification  fur- 
nished colourless  transparent  crystalline  masses  like  ice.  The 
specimens  of  phosphuretted  hydrogen,  nitrous  oxide,  and  olefiant 
gas,  upon  which  he  operated,  although  prepared  with  care,  con- 
sisted of  a mixture  of  two  gases,  one  considerably  more  con- 
densible than  the  other. 

Six  gases — viz.,  oxygen,  hydrogen,  nitrogen,  nitric  oxide,  car- 
bonic oxide,  and  marsh  gas — have  resisted  all  attempts  to  liquefy 
them.  Faradayfound  thatoxygen  remained  gaseous  under  a pressure 
of  27  atmospheres,  at  a temperature  of  — 1660  (— no0  C.) ; and 
a pressure  of  58’5  atmospheres  at  140°  ( — 96°  C.)  was  equally  inef- 
fectual in  producing  its  liquefaction.  Nitrogen  and  nitric  oxide 
resisted  a pressure  of  50  atmospheres ; with  carbonic  oxide,  a 
pressure  equivalent  to  that  of  40  atmospheres,  with  coal  gas,  one 
of  32, — and  with  hydrogen,  oue  of  27  atmospheres,  was  applied 
without  effecting  the  liquefaction  : in  all  these  experiments  the 
temperature  was  maintained  at  — 1660  ( — no°  C.).  Andrews 
• has  succeeded  in  applying  to  these  gases  still  stronger  pressures 
I than  any  recorded  by  Faraday,  without  producing  liquefaction, 
3 although  a bath  of  ether  and  carbonic  anhydride  was  employed  ; 
■ air  was  reduced  to  of  its  bulk,  oxygen  to  -3-^  hydrogen  to 
7-gh,  carbonic  oxide  to  -rfr,  and  nitric  oxide  to  of  its  original 
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Fig.  155. 


volume.  Hydrogen  and  carbonic  oxide  departed  less  from  Boyle's 
law  than  oxygen  and  nitric  oxide. 

(198)  Spheroidal  State  produced  by  Heat. — Much  attention  has 
of  late  years  been  excited  by  a phenomenon  first  described  by 
Leidenfrost,  and  which  has  been  made  the  subject  of  careful  in- 
vestigation by  Boutigny.  The  following  experiments  will  illus- 
trate its  character.  If  a good  conductor,  such  as  a sheet  of 
metal,  be  heated  to  between  150°  and  200  C.,  and  water  be 
allowed  to  fall  upon  its  surface,  the  liquid  does  not  enter  into 

ebullition  ; but  instead  of  wetting  the  sur- 
face as  usual,  it  rolls  about  in  spheroidal 
masses  in  the  manner  shown  in  fig.  155; 
the  temperature  of  such  a spheroid  never 
rises  to  the  boiling-point  of  the  liquid.  If 
the  source  of  heat  be  removed,  the  tempe- 
rature will  fall,  until  a poiut  is  at  length 
reached  when  the  liquid  suddenly  begins 
to  boil  vehemently,  and  is  dispersed  in  all  directions  with  a loud 
hissing  noise. 

This  phenomenon  is  a complicated  result  of  at  least  four  dis- 
tinct causes.  Of  these  the  most  influential  is  the  repulsive  force 
which  heat  exerts  between  objects  which  are  closely  approximated 
to  each  other.  A low  manifestation  of  this  action  has  been, 
already  noticed  when  speakiug  of  the  effect  of  a rise  of  tempera- 
ture in  producing  a decrease  of  capillary  attraction  (51).  When 
the  temperature  reaches  a certain  point,  actual  repulsion  between 
the  particles  ensues.  Besides  this  repulsive  action  occasioned  by 
heat,  the  other  causes  which  may  be  mentioned  as  tending  to 
produce  the  assumption  of  the  spheroidal  condition  by  the  liquid, 
are  these: — 1.  The  temperature  of  the  plate  is  so  high  that  it 
immediately  converts  any  liquid  that  touches  it  into  vapour,  upon 
which  the  spheroid  rests  as  on  a cushion.  2.  This  vapour  is  a 
bad  conductor  of  heat,  and  prevents  the  rapid  conduction  of  beat 
from  the  metal  to  the  globule.  3.  The  evaporation  from  the 
entire  surface  of  the  liquid  carries  off  the  heat  as  it  arrives,  and 
assists  in  keeping  the  temperature  below  the  point  of  ebullition. 
The  drop  assumes  the  spheroidal  form  as  a necessary  consequence 
of  the  action  of  cohesion  among  the  particles  of  the  liquid,  and 
the  simultaneous  action  of  gravity  on  the  mass. 

Boutigny  finds  that  even  if  the  liquid  be  boiling,  its  tempera-  \ 
turc  sinks  from  30  to  40  C.  below  its  boiling-point  at  the  moment 
that  it  falls  on  the  heated  surface,  and  takes  the  spheroidal  form. 

All  liquids  arc  capable  of  assuming  this  condition ; but  the 
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temperature  to  which  it  is  necessary  to  heat  the  conducting  sur- 
face varies  with  each  liquid;  the  lower  the  boiling-point  of  the 
liquid,  the  lower  also  is  the  required  temperature.  The  exact 
degree  is  dependent  partly  upon  the  conducting  power  of  the  plate, 
and  partly  upon  the  latent  heat  of  the  vapour ; the  temperature  of 
the  plate  approaches  the  boiling-point  of  the  liquid  more  closely 
as  the  latent  heat  is  less. 

Boutigny  considered  the  temperature  of  each  liquid,  when  in 
the  spheroidal  state,  to  be  as  definite  as  that  of  its  boiling-point. 
Boutan  has,  however,  shown  that  these  temperatures  are  liable  to 
slight  variations.  The  following  table  shows  the  lowest  tempera- 
ture of  the  plate  and  the  temperature  of  the  spheroid  for  certain 
liquids,  according  to  Boutigny  : — 


Liquid  employed. 

Temperature  of  Plate. 

Temperature  of  Spheroid. 

°F. 

°c. 

0 F. 

°c. 

Water  

340 

171 

205-7 

96-4 

Alcohol  

273 

134 

167-9 

7 5 '5 

Ether  

142 

61 

93'6 

34'2 

Sulphurous  anhydride 

T3’i 

-105 

Even  in  vacuo  the  spheroidal  state  is  observed  to  occur  when 
the  liquid  is  allowed  to  fall  upon  a plate  sufficiently  heated.  Solids 
in  liquefying  in  hot  capsules,  pass  into  tins  same  state,  as  is  well 
exemplified  by  throwing  a few  crystals  of  iodine  upon  the  heated 
surface.  Provided  that  the  hot  surface  be  a sufficiently  good  con- 
ductor of  heat,  the  nature  of  the  material  is  unimportant.  Silver, 
platinum,  copper,  and  iron  may  all  be  successfully  used.  Tomlin- 
son has  shown  that  even  one  liquid  may  be  thrown  into  the 
spheroidal  form  on  the  surface  of  another,  as  water,  alcohol,  or 
ether,  on  the  surface  of  hot  oil ; but  this  experiment  requires 
care,  otherwise  the  water  sinks  in  the  oil,  evaporation  from  the 
surface  of  the  drop  is  prevented,  steam  is  generated  with  explosive 
violence,  and  the  hot  oil  is  scattered  about  in  all  directions. 

If  the  hot  metal  be  sufficiently  massive,  a large  body  of  water 
may  be  converted  into  the  spheroidal  state.  Boutigny  has  sug- 
gested that  in  certain  cases  the  explosion  of  steam-boilers  may 
have  been  due  to  this  cause.  It  is  indeed  quite  possible,  although 
* such  an  occurrence  must  be  rare,  that  the  water  may  be  all  ex- 
1 pended  in  a boiler  beneath  which  a brisk  fire  is  maintained,  so 
i that  the  mass  of  metal  may  become  intensely  heated.  On  the 
^admission  of  cold  water  under  such  circumstances,  it  would  at 
first  assume  the  spheroidal  state,  and  as  the  boiler  gradually 
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cooled  dawn,  by  tbe  introduction  of  more  water,  a sudden  and 
uncontrollable  burst  of  vapour  would  ensue.  The  safety-valve  in 
such  a case  would  be  inadequate  to  allow  the  needful  escape  for 
the  immense  volume  of  steam  which  would  be  instantaneously 
generated,  and  an  explosion  would  probably  occur. 

By  tracing  the  effects  above  detailed  to  their  extreme  conse- 
quences, some  singular  and  paradoxical  effects  have  been  produced. 
For  example,  liquid  sulphurous  anhydride  becomes  spheroidal  in 
a red-hot  capsule  at  a temperature  of  about  140  ( — io°  C.),  or  con- 
siderably below  the  freezing-point  of  water.  If  a little  water  be 
dropped  into  this  spheroid,  the  temperature  of  the  water  is 
instantly  reduced  below  its  freezing-point,  and  a mass  of  ice  is 
formed  within  the  glowing  crucible.  If  a bath  of  solid  carbonic 
anhydride  and  ether  be  substituted  for  the  sulphurous  anhydride 
in  the  red-hot  capsule,  mercury  placed  within  it  in  the  bowl  of  a 
small  spoon  may  be  frozen  with  equal  certainty.  But  perhaps 
the  most  marvellous  result  is  the  impunity  with  which  the 
moistened  hand  may  be  plunged  for  an  instant  into  molten  lead, 
or  even  into  cast  iron  as  it  issues  from  the  furnace.  In  these 
cases  the  adhering  moisture  is  converted  into  vapour,  which 
forms  an  envelope  to  the  skin,  sufficiently  non-conducting  to 
prevent  the  passage  of  any  injurious  quantity  of  heat  during  the 
brief  immersion.  An  ingenious  application  of  this  principle 
has  long  been  employed  in  the  glass-house.  In  first  rudely 
shaping  the  large  masses  of  glass  which  are  to  be  blown  into 
shades,  and  into  cylinders  which  are  afterwards  flattened  into  the 
heavy  sheets  technically  termed  British  plate,  open  hemispherical 
wooden  moulds  are  used  to  give  the  globular  form  ; in  order  to 
prevent  the  wood  from  being  burned,  the  workman  pours  a little 
water  into  the  mould ; it  protects  the  wood,  but  assumes  the 
spheroidal  form,  and  neither  touches  nor  injuriously  cools  the 
molten  glass. 

§ IV.  Atomic  Relations  of  Heat  of  Combination. 

(199)  The  quantity  of  Heat  developed  by  Chemical  Action  is 
definite. — The  last  subject  to  which  we  shall  here  advert  in  con- 
nexion with  heat,  is  to  the  chemist  perhaps  the  most  directly  in- 
teresting of  any,  on  account  of  its  direct  quantitative  relations  to 
chemical  action.  Experiment  has  proved  that  the  amount  of 
heat  which  each  element  emits  when  entering  into  combination 
is  definite,  and  has  a specific  relation  to  the  combining  number 
of  each  substance.  When  the  same  substance  is  burned  with  a 
due  supply  of  oxygen,  and  with  suitable  precautions,  a given 
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weight  of  it  always  emits  the  same  amount  of  heat.  Thus 

1 gramme  of  hydrogen,  when  burned  in  oxygen,  always  emits 
heat  enough  to  melt  315*2  grammes  of  ice;  31  grammes  of  phos- 
phorus, when  burnt  to  phosphoric  anhydride,  yields  heat  sufficient 
to  melt  1576  grammes  of  ice;  and  12  grammes  of  carbon,  when 
converted  into  carbonic  anhydride,  emits  heat  sufficient  to  melt 
700  grammes  of  ice.  It  would  at  first  sight  appear  easy  to  deter- 
mine by  direct  experiment  the  amount  of  heat  which  each  body 
emits  in  the  act  of  combining  with  an  atom  of  oxygen,  and  to 
compare  the  results  thus  obtained  with  a corresponding  series  of 
experiments  made  by  combining  the  same  elements  with  an  equi- 
valent proportion  of  chlorine,  of  bromine,  or  of  other  elements. 
In  reality,  however,  it  is  not  so ; for,  independently  of  the  diffi- 
culties which  the  exact  admeasurement  of  heat  always  involves, 
there  are  others  which  will  be  rendered  evident  by  considerations 
such  as  the  following. 

Scarcely  any  molecular  change  can  take  place  without  either 
evolution  or  absorption  of  heat.  When  a gas  or  a vapour  becomes 
liquefied  or  solidified,  the  change  of  state  is  always  attended  by 
the  evolution  of  the  heat  which  it  previously  contained  in  a 
latent  state  (177),  and  the  effect  is  reversed  when  a solid  passes 
into  the  liquid  or  the  aeriform  condition,  heat  being  then  absorbed. 
(174,  178).  Now,  the  instances  in  which  chemical  combination 
takes  place  without  any  alteration  in  the  physical  condition  of 
bodies  are  rare,  and  the  cases  in  which  the  product  occupies 
exactly  the  same  bulk  as  the  bodies  from  which  it  was  formed, 
are  still  more  so.  When  two  gaseous  elements,  like  chlorine  and 
hydrogen,  unite  and  form  a compound  which  is  not  only  gaseous, 
but  which  occupies  the  same  bulk  as  the  bodies  did  before  their 
combination,  the  problem  is  presented  in  the  simplest  form  : the 
heat  observed  in  such  a case  is  due  solely  to  the  chemical  action ; 
but  when  the  products,  though  gaseous,  occupy  a smaller  bulk 
after  they  have  entered  into  combination, — as  when  2 volumes  of 
carbonic  oxide  unite  with  1 volume  of  oxygen,  and  form  but 

2 volumes  of  carbonic  anhydride, — the  heat  emitted  during  the 
act  of  combination  is  due  partly  to  chemical  action,  and  partly 
also  to  the  condensation  which  the  gases  have  experienced.  When 
the  product  assumes  the  liquid  form,  as  occurs  in  the  formation 
of  water  during  the  combustion  of  hydrogen  in  oxygen,  the 
quantity  of  heat  emitted  owing  to  this  change  of  form  is  still 
more  considerable.  When,  on  the  other  hand,  the  solid  passes 
into  the  aeriform  state,  as  when  carbon  is  converted  into  carbonic 

1 anhydride,  the  heat  actually  observed  is  less  than  that  which  the 
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combination  ought  really  to  produce : and  the  effect  is  reversed 
when  the  solid  form  is  assumed  hy  the  product,  as  when  phos- 
phorus becomes  oxidized  to  phosphoric  anhydride ; in  -which  case 
the  heat  evolved  exceeds  that  really  due  to  the  act  of  combination. 
But  even  when  no  change  of  state  is  observed,  minor  disturbing 
causes  are  at  work.  Supposing  it  were  possible  to  obtain  a direct 
combination  of  iodine  with  a metal,  such  as  iron  or  zinc;  even 
then,  though  two  solids  united  to  form  a third  solid,  it  would 
not  necessarily  happen  that  the  whole  of  the  heat  emitted  was 
due  to  the  chemical  action.  If  zincic  iodide,  for  example,  con- 
tracted in  the  act  of  combination,  a small  portion  of  the  heat 
observed  would  be  due  to  that  evolved  by  the  solid  in  consequence 
of  its  change  of  bulk;  whereas,  if  the  iodide  occupied  a larger 
space  after  combination  than  that  of  the  two  elements  separately, 
the  heat  observed  would  be  less  than  that  resulting  from  the 
chemical  action : and  even  if  no  change  of  bulk  occurred,  it 
might  happen  that  the  compound  had  a specific  heat  different 
from  that  of  the  original  elements,  and  in  such  case  a slight 
elevation  or  depression  of  temperature  might  be  occasioned,  which 
was  not  really  the  chemical  result  of  the  act  of  combination. 

From  the  foregoing  statement  it  is  therefore  clear  that  the 
experimental  numbers,  however  carefully  the  observations  are 
made,  can  very  rarely  yield  the  actual  quantities  of  heat  due  to 
chemical  actions : they  are  compound  results  from  which  the  true 
calorific  equivalents  of  the  different  elements  (or  heat  evolved  by 
the  combination  of  chemical  equivalents  of  the  different  elements) 
must  be  deduced  by  other  means. 

(200)  Early  Experiments. — The  importance  of  determining 
accurately  the  amount  of  heat  arising  from  chemical  action,  was 
first  distinctly  announced  by  Lavoisier,  -who  instituted  a series  of 
experiments  with  the  view  of  finding  the  quantity  of  heat  evolved 
during  the  combustion  of  various  substances  : his  method  consisted 
in  ascertaining  the  quantity  of  ice  that  was  melted,  when  given 
weights  of  these  bodies  were  burned  in  his  calorimeter.  The  first 
experiments  with  any  claim  to  accuracy,  however,  are  those  of 
Dulong,  which  have  formed  the  foundation  for  all  subsequent 
researches  upon  the  subject.  Important  additional  investigations 
have  since  been  made,  particularly  by  Despretz,  and  more  recently 
by  Andrews,  and  by  Favre  and  Silbermann. 

(201)  Researches  of  Andrews. — The  apparatus  employed  by 
Andrews  in  these  experiments  [Phil.  Mag.,  May,  1848)  was  of  a 
simple  kind.  When  the  substances  to  be  combined  were  in  the 
gaseous  state,  and  the  products  of  combustion  were  also  gaseous. 
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the  two  gases  were  mixed  in  the  proper  proportions,  as  in  the 
performance  of  a eudiometric  experiment,  and  introduced  into  a 
vessel  of  thin  sheet  copper  (a,  fig.  156),  of  a capacity  of  about 
23  cubic  inches  (380  cubic  centim.). 

It  was  closed  by  a screw,  the  head 
of  which  was  perforated  to  admit  a 
cork,  through  which  a silver  wire,  b, 
passed ; this  wire  was  connected  by 
a thin  platinum  wire  within  the 
vessel  to  a second  silver  wire  sol- 
dered to  the  screw  itself.  The 
platinum  wire  coidd  be  ignited  by 
connecting  it  for  an  instant  with 
a small  voltaic  battery,  and  thus 
the  gaseous  mixture  could  be  deto- 
nated at  the  pleasure  of  the  operator. 

The  copper  vessel  containing  the 
mixed  gases  was  then  introduced 
into  a larger  vessel,  c,  which  was 
filled  up  with  a known  quantity  of 
water  : the  vessel,  c,  was  suspended  in  a cylinder,  d,  provided  with 
a moveable  cover,  and  the  whole  was  enclosed  in  an  outer 
cylindrical  vessel,  e,  arranged  so  as  to  admit  of  its  being  made 
to  rotate  upon  its  shorter  axis. 

The  apparatus  having  been  mounted,  was  caused  to  rotate,  in 
order  to  bring  every  part  to  a uniform  temperature ; after  which 
the  exact  amount  of  this  initial  temperature  was  read  off  by  a 
very  sensitive  thermometer,  capable  of  indicating  differences  of 
temperature  at  of  a degree  Centigrade.  The  thermometer 
was  then  withdrawn,  and  the  gases  exploded  by  igniting  the  fine 
platinum  wire ; the  outer  vessel  of  water  was  closed  by  a cork, 
and  the  apparatus  was  caused  to  rotate  for  thirty-five  seconds,  in 
order  to  establish  an  equilibrium  of  temperature  in  all  its  parts. 
The  thermometer  was  again  introduced,  and  the  rise  of  tempe- 
rature was  ascertained.  After  this  observation  the  apparatus  was 
again  made  to  rotate  for  thirty-five  seconds,  and  the  loss  of  heat 
thus  occasioned  was  ascertained.  This  third  rotation  was  neces- 
sary in  order  to  determine  the  cooling  effect  of  the  atmosphere 
upon  the  apparatus,  during  the  time  that  the  experiment  lasted ; 
in  these  cases  it  seldom  amounted  to  more  than  of  the  total 
quantity  of  heat  set  free. 

When  solid  bodies  were  burned  in  oxygen,  the  form  of  the 
apparatus  was  modified ; the  combustion  was  effected  in  a copper 
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vessel  (a,  fig.  157),  of  about  4 litres,  or  250  cubic  inches  in 
capacity,  which  was  filled  with  oxygen : and  a known  weight  of 
the  combustible  was  supported  in  a small  platinum  dish,  b ; when 
all  was  ready,  the  vessel  a having  been  accurately  closed,  the 
combustible  was  ignited  by  means  of  a voltaic  current  sent 
through  a veiy  fine  platinum  wire  in  connection  with  the  insu- 
lated wire  /.  Previously  to  this  ignition,  the  vessel  a was  im- 
mersed in  a large  cylinder,  c,  filled  wTith  a known  quantity  of  water, 
and  the  whole  was  surrounded  by  an  outer  vessel  of  tin-plate,  d,  to 
prevent  the  effects  of  radiation.  The  copper  vessel  could  he  agi- 
tated within  the  vessel  of  water  by  means  of  the  lever,  e.  Parti- 
cular expedients  were  required  in  certain  cases  to  ensure  the 
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ignition  ; for  instance,  in  burning  zinc  filings  and  other  metals  in 
oxygen,  a minute  portion  of  phosphorus  was  employed  to  kindle 
the  metal ; the  weight  of  this  piece  of  phosphorus  being  known, 
the  heat  which  it  emitted  was  calculated,  and  deducted  from  that 
observed.  In  some  cases  these  experiments  lasted  fifteen  or  six- 
teen minutes,  so  that  the  correction  for  the  cooling  effect  of  the 
external  air  acquired  considerable  importance. 

When  chlorine  was  used  instead  of  oxygen,  it  was  not  neces- 
sary to  ignite  the  substance  under  trial;  hut  in  order  to  prevent 
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the  spontaneous  ignition  of  the  body,  the  latter  was  enclosed  in  a 
thin  glass  bulb,  which  was  broken  by  agitation  of  the  apparatus  at 
the  moment  that  everything  was  prepared.  The  chlorine  itself  was 
in  most  instances  contained  in  a glass  vessel,  which  was  filled  with 
the  gas  by  displacement ; an  excess  of  the  body  for  combination 
with  the  chlorine  was  always  employed,  so  as  to  ensure  the  total 
absorption  of  the  chlorine.  The  time  allowed  for  absorption  was 
in  each  case  six  minutes  and  a half. 

(202)  Experiments  of  Fame  and  Silbermann. — A very  exten- 
sive series  of  researches  upon  the  development  of  heat  during 
molecular  and  chemical  changes  was  undertaken  by  Favre  and 
Silbermann  (Ann.  de  Chimie,  III.  xxxiv.,  xxxvi.,  and  xxxvii.). 
These  experiments  were  conducted  in  many  cases  upon  a larger 
scale  than  those  of  Andrews,  and  with  a much  more  elaborate 
apparatus.  It  is  satisfactory  to  find,  however,  that  their  experi- 
mental results  generally  agree  pretty  closely  with  those  of  Andrews, 
although  they  differ  from  him  in  some  of  their  deductions.  The 
essential  part  of  Favre  and  Silbermann’s  apparatus  was  a vessel  of 
brass  gilt,  a,  Fig.  158,  in  which  the  com- 
bustions were  performed  ; this  vessel  was 
immersed  in  a calorimeter,  b,  of  silvei’ed 
copper,  which  contained  about  2 litres  of 
water.  The  calorimeter  was  supported 
in  an  outer  vessel,  c,  lined  with  swan’s 
down,  and  this  case  was  itself  surrounded 
by  an  outer  double  envelope,  d,  filled 
with  wrater.  It  was  found  that  by  these 
means  the  loss  of  heat  from  the  influence 
of  the  external  atmosphere  was  re- 
duced to  a very  small  and  measurable 
| amount.  When  the  combustions  were 
l performed  in  oxygen,  this  gas,  previously 
* dried,  wras  allowed  to  flow  into  the  com- 
bustion-chamber by  the  tube  e,  and  the 
| gases  produced,  together  with  the  super- 
! fiuous  oxygen,  were  forced  before  their  exit  from  the  apparatus,  to 
! traverse  a spiral  tube  of  thin  copper,  f}  so  that  they  might  be 
completely  cooled  down  to  the  temperature  of  the  water  in  the 
calorimeter,  b : g g is  an  agitator  for  ensuring  uniformity  of  tem- 
perature in  the  water  of  the  calorimeter. 

Solid  bodies  were  kindled  by  the  introduction  of  small  pieces 
bof  burning  charcoal ; liquids  were  burnt  in  small  lamps  with 
•asbestos  wicks,  and  gases  were  introduced  by  a jet  previously  set 


Fig.  158. 
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on  fire.  The  apparatus  in  the  figure  shows  the  arrangement  for 
burning  carbon ; the  scale  of  the  thermometers  employed  allowed 
a variation  of  -p^-g-  of  i°  C.  to  be  estimated.  In  most  cases  the 


Heat  developed  during  Combustion  in  Oxygen. 


Heat 

units. 

Calorific 

equivalent. 

Substance  bnrned. 

Grammes 
of  water 
raised 
i°  C.,  by  i 
gramme 
of  each 
compound 

Grammes 
of  water 
raised 
1°  C„  by 
combina- 
tion of  1 
gramme  of 
oxygen. 

Grammes 
of  water 
raised 
i°  C.,  for  8 
grammes 
(1  eqt.)  of 
oxygen. 

Com- 

pound 

formed. 

Observer. 

Hydrogen  

34462 

4307 

34462 

h2o 

Favre  & Silbermann. 

H • ••  ••  • 

338°8 

4226 

33808 

99 

Andrews. 

99  

34743 

4343 

34743 

99 

Dulong. 

Carbon 

8080 

3°3° 

24240 

CO, 

Favre  & Silbermann. 

99  • 

7QOO 

2962 

23696 

99 

Andrews. 

99  

7912 

2967 

23736 

99 

Despretz. 

Sulphur  

2220 

2220 

17760 

SO, 

Favre  & Silbermann. 

99  

2307 

2307 

18456 

99 

Andrews. 

2f)0I 

2601 

20808 

99 

Dulong. 

Phosphorus 

5747 

45°9 

36072 

TA 

Andrews. 

99  •••  ... 

5669 

4394 

35M8 

99 

Abria. 

Zinc  

1301 

5285 

42282 

ZnO 

Andrews. 

39  

1298 

5273 

42185 

99 

Dulong. 

Iron  

1576 

4134 

33072 

Ie304 

Andrews. 

99  

1702 

4340 

34720 

39 

Dulong. 

Cobalt 

1080 

3995 

31960 

? 

.Nickel 

1006 

3723 

29784 

NiO 

Tin  

1233 

4545 

36360 

Sn02 

99 

99  

1144 

4230 

33519 

99 

Andrews. 

Antimony  

961 

5875 

47000 

Sb^Oj 

Dulong. 

Copper 

602 

2394 

19152 

CuO 

Andrews. 

99  

632 

2512 

20096 

99 

Dulong. 

Carbonic  oxide  ... 

2634 

4609 

36876 

co3 

99 

99  ... 

243 1 

4258 

34034 

99 

Andrews. 

99 

2403 

4205 

33642 

99 

Favre  & Silbermann. 

Stannous  oxide  ... 

534 

4473 

35784 

Sn02 

Dulong. 

99  ... 

521 

4349 

34792 

99 

Andrews. 

Cupreous  oxide  ... 

25  6 

2288 

18304 

CuO 

99 

93  ... 

244 

2185 

17480 

99 

Dulong. 

Cyanogen  

5195 

4221 

33768 

99 

Marsh  Gas 

i3o63 

3266 

26128 

Favre  & Silbermann. 

))  

13185 

3296 

26368 

Dulong. 

99  

13108 

3277 

26216 

Andrews. 

Olefiant  gas 

11942 

3483 

27864 

99 

99  

1 1858 

3458 

27664 

Favre  & Silbermann. 

99  • 

12030 

35 1 4 

28112 

Dulong. 

Alcohol 

6909 

3311 

26488 

99 

99  

6850 

3282 

26256 

Andrews. 

Ether 

Olive  oil  

7183 

3442 

27536 

Favre  & Silbermann. 

9027 

9862 

3480 

27840 

99  99 

Dulong. 

Oil  of  turpentine... 

10852 

3294 

26352 

Favre  & Silbermann. 

Carbonic  disulphide 

3401 

2692 

21536 

99  99 
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weight  of  the  substance  burned  was  ascertained  by  collecting  and 
weighing  the  products  of  combustion. 

(203)  Quantities  of  Heat  evolved  during  Combustion. — The 
preceding  Table  is  compiled  chiefly  from  the  results  of  Dulong, 
Andrews,  and  Favre  and  Silbermann.  It  is  founded  upon  the 
direct  results  obtained  by  the  rapid  combustion,  in  oxygen,  of  the 
various  substances  enumerated  in  the  first  column.  The  heat 
unit  adopted  is  the  one  proposed  by  Dulong,  viz.,  the  quantity  of 
heat  required  to  raise  one  gramme  of  water  i°  C.,  or  rather  from 
o°  C.  to  i°  C.  The  second  column  indicates  the  units  of  heat 
evolved  during  the  act  of  combustion ; or  the  weight  in  grammes 
of  water  which  would  be  raised  from  o°  C.  to  i°  by  the  com- 
bustion of  one  gramme  of  each  substance.  The  third  column  in- 
dicates the  weight  of  water  heated  to  the  same  amount  by  the 
combination  of  1 gramme  of  oxygen  with  each  body,  and  the 
fourth  column  (the  calorific  equivalent ) is  obtained  by  multiplying 
the  numbers  in  the  third  column  by  8 (the  equivalent  number  of 
oxygen). 

The  following  tables  contain  the  results  of  a similar  series  of 
experiments,  in  which  chlorine,  bromine,  and  iodine  were  employed 
instead  of  oxygen. 

From  an  inspection  of  these  tables  it  may  be  gathered  that 
the  amount  of  heat  disengaged  by  the  following  bodies,  in  their 
ordinary  physical  state,  during  their  combination  with  an  equal 
weight  of  oxygen,  is  nearly  the  same : viz.,  hydrogen,  carbonic 
oxide,  cyanogen,  iron,  and  tin,  to  which  also  may  be  added,  stan- 
nous oxide,  and  phosphorus,  though  the  heat  disengaged  by  the  body 
last  named  is  somewhat  higher  than  that  furnished  by  any  one  of 
the  others.  If,  however,  to  these  numbers  the  corrections  due 
to  the  change  in  the  physical  state  of  the  products  could  be  ap- 
plied, the  same  coincidence  would  not  be  observed ; but,  although 
the  trustworthy  numerical  data  required  for  making  these  correc- 
tions do  not  exist,  it  is  quite  obvious  that  when  equivalent  quan- 
tities of  the  different  elements  unite  with  equal  weights  of  oxygen 
without  undergoing  change  in  their  physical  state  they  emit 
specific,  but  different  amounts  of  heat.  Sulphur,  copper,  and 
cupreous  oxide,  disengage  little  more  than  half  the  heat  of  the 
substances  just  mentioned,  and  carbon  is  intermediate  between 
these  two  groups.  Zinc  gives  out  more  heat  than  either,  and 
potassium  more  than  zinc. 
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Quantities  of  Heat  disengaged  by  the  Action  of  Chlorine. 


Elements 
operated  on. 

Grammes 
of  water 
raised  i°  C., 
by  combi- 
nation of  1 
gramme  of 
substance. 

Grammes 
of  water 
raised  i°  C., 
by  combi- 
nation of  1 
gramme  of 
chlorine. 

Grammes  of 
water  raised 
i°  by  combina- 
tion of  1 eqt. 
(35*5  grammes) 
of  chlorine. 

Com- 

pound 

pro- 

duced. 

Obserrer. 

Hydrogen  . . . 

24087 

678 

24087 

HC1 

Abria. 

Hydrogen  ... 

23783 

670 

23783 

11 

Favre  & Silbermann. 

Phosphorus ... 

3422? 

607 

21548 

PCI5P 

Andrews. 

Potassium  . . . 

2655 

2943 

104476 

KC1 

11 

Zinc  

1529 

I427 

50658 

ZnCl2 

11 

Iron  

1745 

921 

32695 

Fe2CI6 

11 

Tin  

io79 

897 

31722 

SnCI4 

19 

Antimony  ... 

707 

860 

30401 

SbCI3 

11 

Arsenicum  ... 

994 

704 

24992 

AsC13 

11 

Copper 

961 

859 

3°494 

CuCl2 

11 

Mercury 

? 

822 

29181 

9 

11 

Quantities  of  Heat  disengaged  by  the  Action  of  Bromine  and  Iodine. 


Elements 
operated  on. 

Grammes 
of  water 
raised  i°  C., 
by  combi- 
nation of  1 
gramme  of 
substance. 

Grammes 
of  water 
raised  i°  C., 
by  combi- 
nation of  1 
gramme  of 
bromine  or 
iodine. 

Grammes  of 
water  raised 
i°  by  combina- 
tion of  1 eqt. 
of  bromine 
or  iodine. 

Com- 

pound 

pro- 

duced. 

Observer. 

Bromine. 

Zinc  

1269 

508 

40640 

ZnBr2 

Andrews.* 

Iron  

1277 

298 

23833 

Fe2Br6 

19 

Iodine. 

Zinc  

819 

209 

26617 

Znl2 

11 

Iron  

463 

63 

8046 

Fe2I6 

11 

(304)  Influence  of  Dimorphism. — According  to  the  experi- 
ments of  Favre  and  Silbermann,  equal  weights  of  the  same  sub- 
stance, when  in  different  allotropic  conditions,  evolve  somewhat 
different  amounts  of  heat  during  combustion ; the  modification 
which  is  least  dense  and  has  the  highest  specific  heat  evolving  the 
largest  quantity  of  heat  when  burned.  The  following  results  with 
carbon,  sulphur,  and  phosphorus,  in  different  states,  may  be  given 


in  illustration  of  this  point : — 

Units  of  Heat. 

Specific  Heat. 

Diamond  evolves 

777° 

0-11687 

Graphite 

7796 

0’20l87 

Wood  Charcoal  

8080 

°-24i5° 

Octoliedral  Sulphur  

2220 

0-1776 

Prismatic  

2264 

0-1844 

Viscous  Sulphur  

2258 

Red  Phosphorus  "... 

5070 

0-1700 

01887 

Vitreous  Phosphoras  

5953 

* Transactions  of  the  lioyal  Irish  Academy,  vol.  xix.  1843,  II.  p.  293. 
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Similar  differences  were  observed  when  different  forms  of  the 
same  compound  body  were  submitted  to  experiment.  According 
to  these  observers,  heat  was  evolved  during  the  conversion  of  ara- 
gonite into  calc-spar : this  is  somewhat  remarkable,  for  the  den- 
sity of  calc-spar  is  less  than  that  of  aragonite,  and  hence  from 
analogy,  an  absorption  of  heat  was  rather  to  be  looked  for  in  this 
change. 

(205)  Heat  evolved  in  certain  Cases  during  Decomposition. — 
In  the  experiments  of  Dulong  it  appeared  that  when  carbonic 
oxide,  or  hydrogen,  was  burned  in  nitrous  oxide,  a larger  amount 
of  heat  was  evolved  than  when  the  same  weights  of  these  gases 
were  burned  in  oxygen  : following  up  this  observation,  Favre  and 
Silbermann  were  led  to  the  remarkable  conclusion,  that  nitrous 
oxide,  in  the  act  of  decomposition,  evolves  a considerable  amount 
of  heat ; and  they  estimate  that  not  less  than  1154  units  of  heat 
are  evolved  in  the  separation  into  its  elements  of  a quantity  of 
nitrous  oxide  which  contains  1 gramme  of  oxygen.  In  the  de- 
composition of  hydric  peroxide  also,  heat  is  evolved  instead 
of  being  absorbed,  and  they  estimate  the  heat  evolved  during  the 
liberation  of  1 gramme  of  oxygen  from  hydric  peroxide  at  1363 
heat  units. 

Chemists  are  also  familiar  with  other  cases  in  which  decom- 
position is  attended  with  disengagement  of  heat ; as  when  the 
oxides  of  chlorine,  and  the  so-called  iodide  and  chloride  of 
nitrogen  are  decomposed.  In  these  cases  evolution  of  light  and 
heat  occurs,  although  the  products  of  decomposition  occupy  a 
larger  bulk  than  the  compound  which  furnishes  them.  A still 
more  striking  evolution  of  heat  attends  the  explosive  decomposi- 
tion of  gun-cotton,  although  the  gases  produced  occupy  many 
hundred  times  the  volume  of  the  original  substance.  The  latter 
case  is  particularly  instructive,  for  it  is  obvious  that  the  oxygen 
and  carbon,  although  present  in  the  compound,  are  each  there  in 
a form  in  which  they  retain  a large  share  of  heat,  ready  to  be 
evolved  when  more  intimate  chemical  union  occurs ; and  it  is  by 
no  means  improbable  that  these  apparent  anomalies  may  be  due 
to  the  apparent  decompositions  being  truly  double  decompositions, 
two  new  bodies  being  in  each  case  formed.  For  example,  in 
the  instance  of  hydric  peroxide,  the  decomposition  may  be 
thus  represented,  H20,0  + II20,0  = 2 H20  + 02;  where  the  heat 
evolved  by  the  union  of  the  two  atoms  of  oxygen  may  be 
greater  than  that  observed  in  the  decomposition  of  the  hydric 
peroxide. 

(206)  Combustion  of  Compounds. — Generally  speaking,  the 
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heat  given  out  during  the  combustion  of  a compound  body  is 
less  than  that  emitted  by  the  combustion  separately  of  a quantity 
of  each  of  its  constituents  equal  in  amount  to  that  present  in  the 
compound  burnt ; but  this  is  not  uniformly  so,  as,  for  instance, 
in  the  case  of  oil  of  turpentine,  and  of  carbonic  disulphide.  Favre 
and  Silbermann  have  examined  the  amount  of  heat  developed 
during  the  combustion  of  many  hydrocarbons  and  compound 
ethers.  From  these  experiments  it  appears  that  polymeric  bodies* 
do  not  emit  equal  amounts  of  heat  during  combustion ; but  that 
the  denser  the  vapour  which  they  furnish,  the  smaller  is  the 
amount  of  heat  which  they  evolve  in  combining  with  equal 
weights  of  oxygen.  The  following  table,  which  indicates  the 
amount  of  heat  given  out  by  hydrocarbons  polymeric  with  olefiant 
gas,  distinctly  shows  this  : — • 


Olefiant  Gas  . 

• . c2h4  . . 

Heat  Units. 
. 11858 

Amylene  . 

. . c5h10  . . 

. II491 

Paramylene  . 

CiqHjjo 

• H3°3 

Cetene  . 

. . c16h32 

• U055 

Metamylene  . 

• • ^20^40 

10928 

In  homologous!  compounds,  such  as  the  alcohols  and  the 
fatty  acids,  it  was  also  found  that  for  equal  weights  of  oxygen 
consumed,  the  heat  of  combustion  was  diminished,  the  oftener 
that  the  group  of  elements  (CH2)  entered  into  the  formation  of 
the  compound. 

Even  in  metameric  bodies — which  contain  the  same  number 
of  atoms  of  the  same  elements  in  their  molecules,  but  the  atoms 
arranged  in  a different  order  in  eacli  compound,  and  which  yield 
vapours  of  the  same  density — the  quantity  of  heat  evolved  during 
combustion  is  not  necessarily  the  same : from  which  it  would 
appear  that  differences  in  the  molecular  arrangement  of  the 
component  elements,  although  the  number  of  the  atoms  may 
remain  unaltered,  may  yet  produce  differences  in  the  amount  of 
heat  evolved  during  oxidation.  For  example,  the  following 
metamerides  (all  containing  C3II602)  evolve  different  quantities  of 
heat : — 


* Bodies  which  contain  centesimally  the  same  proportion  of  the  same 
elements,  but  which  each  contain  a different  number  of  atoms  in  their  molecule. 

t Bodies  which  have  a similar  constitution,  but  which  differ  in  composition 
by  a multiple  of  C1I,. 
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Heat  Units. 

Propionic  acid  . . . H,C3H503  . . . 4670 

Formic  ether  . . . C3H5,CH03  . . . 5279 

Methyl  acetate . . . CH3,C3H303  . . . 5344 

(207)  Indirect  Methods  of  Estimating  Calorific  Equivalents . — 
The  difficulties  experienced  in  effecting  the'  direct  combustion  of 
the  metals  in  oxygen,  chlorine,  iodine  and  sulphur,  in  such  a 
manner  as  to  ensure  the  perfect  conversion  of  the  metal  into  a 
given  compound,  unmixed  with  any  other  body  of  higher  or  lower 
degrees  of  oxidation,  &c.,  are  so  considerable,  that  Favre  and 
Silbermann  were  led  to  attempt  the  solution  of  this  problem  by 
indirect  means,  upon  a principle  previously  suggested  and  applied 
by  Dr.  Woods  {Phil.  Mag.,  Oct.  1851,  268).  An  examination 
of  one  of  the  methods  employed  in  the  case  of  the  oxides,  will 
furnish  an  idea  of  the  general  principle  upon  which  they  pro- 
ceeded. 

Whenever  a metal  is  acted  upon  by  an  acid,  or  when  one 
metal  is  employed  to  precipitate  another  metal  from  any  of  its 
salts,  as  when  zinc  is  dissolved  in  sulphuric  acid,  or  when  copper 
is  precipitated  by  means  of  zinc  from  a solution  of  its  sulphate, 
heat  is  evolved.  The  calorific  effects  thus  obtained  are,  however, 
complicated  results  : for  several  chemical  processes  concur  in  each 
operation,  some  of  these  processes  being  attended  with  the  absorp- 
tion, others  with  the  evolution  of  heat.  The  calorimeter,  of 
course,  only  measures  the  difference  of  these  quantities. 

Now,  if  it  be  assumed  that  the  quantity  of  heat  which  is 
absorbed  when  a compound  is  separated  into  its  elements  is  the 
same  as  that  evolved  in  the  formation  of  that  compound,  it  becomes 
possible  to  calculate  the  value  of  the  calorific  action  of  any  one 
particular  chemical  operation  in  the  entire  process,  provided  that 
the  heat  produced  or  absorbed  in  the  other  portions  of  the  process 
be  determined  by  other  experiments.  Suppose,  for  instance,  we 
take  the  case  of  the  solution  of  zinc  in  dilute  sulphuric  acid — the 
elevation  of  temperature  observed  will  be  the  resultant  of  the 
following  operations : — 

In  the  first  place,  heat  is  evolved  by  the  combination  of  an 
equivalent  of  zinc  with  one  of  oxygen.  Let  this  amount  of 
heat  =x. 

Secondly,  heat  is  produced  by  the  solution  of  the  zincic  oxide 
in  sulphuric  acid  : let  this  = a. 

Thirdly,  heat  is  absorbed  by  the  separation  of  the  oxygen  and 
' hydrogen  during  the  decomposition  of  a quantity  of  water  equiva- 
I lent  to  that  of  the  zinc  dissolved:  let  this  = b. 
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If  T be  the  number  of  beat  units  indicated  by  the  rise  of 
temperature  observed  in  the  calorimeter,  supposing  a and  b to 
be  known  from  previous  experiments,  it  is  obvious  that  x = 
T—a  + b. 

Experiment  shows  that  T,  the  heat  evolved  during  the  solution 
of  i gramme  of  zinc,  is  equal  to  567-9  heat  units.  The  solution 
in  sulphuric  acid  of  1 gramme  of  zinc  after  its  conversion  into 
oxide,  gave  for  a a quantity  equal  to  335-54 : and  b,  the  heat 
absorbed  during  the  decomposition  of  a quantity  of  water  equiva- 
lent to  a gramme  of  zinc,  was  found  by  another  experiment  to  be 
equal  to  1060-39  units,  or 

34463  the  calorific  equivalent  of  hydrogen 
3 3 '5  the  chemical  equivalent  of  zinc  ° ° ^ ’ 

consequently,  x,  the  heat  attendant  on  the  oxidation  of  zinc,  is 
thus  obtained : — 

Heat  Units. 

T=  567-90 
+ 5=1060-39 
1638-39 

— q=  33.5*54 
# = 1393-75 

This  number  agrees  very  closely  with  the  direct  determination 
by  Andrews  and  by  Dulong,  both  of  whom  burned  the  metal  in 
oxygen.  The  experiments  of  Andrews  would  give  the  number 
1301,  and  those  of  Dulong  1398.  But  although  the  results  agree 
very  well  in  the  present  instance,  the  divergences  are  much  greater 
in  the  case  of  iron  and  of  copper. 

The  following  are  the  results  deduced  by  Favre  and  Silber- 
mann,  by  operations  conducted  upon  this  principle ; the  quantities 
of  heat  evolved  being  calculated  for  1 gramme  of  each  element, 
when  combined  with  a single  equivalent  (0  = 8)  of  the  bodies 
with  which  it  is  united : — 


Elements. 

Oxides. 

Chlorides. 

Bromides. 

Iodides. 

Sulphides. 

Hydrogen  ... 

34462 

2378.3 

9322 

—3606 

2741 

Potassium  ... 

25877 

2308 

1977-2 

IIJO-S 

Sodium 

41259 

Zinc  

I29I 

154  7 '5 

6443 

Iron  

1352-6 

i775'5 

634O 

Copper 

6839 

922-7 

285-4 

Lead  

266-i 

4301 

3X5'4 

223-1 

919 

Silver 

S6 -6 

322-2 

237'2 

172-7 

51'1 
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Notwithstanding  the  confidence  with  which  these  numbers 
are  put  forward  by  their  authors,  it  must  be  admitted  that  the 
data  necessary  for  the  calculations  by  which  they  were  obtained 
are  as  yet  very  incomplete.  The  latent  heat  of  oxygen  in  the 
gaseous  state  is  unknown,  and  other  important  numbers  are 
wanting : the  results  given  in  the  foregoing  table  cannot,  there- 
fore, at  present  be  received  without  great  reserve. 

(208)  Mercurial  Calorimeter  of  Favre  and  Silbermann. — Most 
of  these  experiments  were  performed  by  the  aid  of  a mercurial 
calorimeter  ( Ann . de  Chimie,  III.  xxxvi.  33).  This  instrument 
may  be  regarded  as  a mercurial  thermometer,  with  a very  large 
bulb  capable  of  receiving  within  it  the  substances  which  were 
submitted  to  experiment.  It  consists  of  a large  glass  globe,  a, 
fig.  159,  of  the  capacity  of  about  a litre,  provided  with  three 


Fig.  159. 


apertures,  one  at  the  top  and  two  at  the  sides.  Into  one  of  the 
lateral  apertures,  b,  is  fixed  obliquely  a tube  of  thin  iron  or 
of  platinum,  closed  at  the  bottom ; and  into  this  tube,  which  is 
called  the  muffle,  is  introduced  another  tube,  c,  of  very  thin  glass, 
containing  the  substances  which  are  to  be  submitted  to  experi- 
ment : this  glass  tube  is  fitted  into  the  metallic  tube  by  means 
of  a cork,  d ; a small  quantity  of  mercury  is  placed  within  the 
muffle,  the  object  of  this  expedient  being  to  transmit  the  heat 
rapidly  from  the  glass  tube  to  the  body  of  the  calorimeter.  The 
second  lateral  aperture,  e,  terminates  in  a neck  which  is  curved 
vertically  upwards,  and  into  which  is  cemented  the  bent  extremity 
of  a horizontal  capillary  tube,  /,  of  uniform  bore,  open  at  both 

• ends,  and  of  about  500  millimetres  in  length  : by  means  of  this 
' tube  the  changes  in  volume  of  the  mercury  can  be  measured  upon 

the  scale,  y,  y.  Through  the  upper  aperture  of  the  globe  passes 
; a steel  piston,  h,  moved  by  a screw,  by  which  means  the  column 
of  mercury  in  the  capillary  tube  can  be  reduced  at  pleasure  to 

• the  zero  of  the  scale.  The  globe  is  itself  enclosed  in  a wooden 
case,  k,  lined  with  swan’s-down  in  order  to  diminish  the  disturb- 

! mg  effects  of  external  changes  of  temperature. 
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The  value  of  the  amount  of  expansion  indicated  was  at  once 
transformed  into  units  of  heat,  by  ascertaining  the  amount  of  ex- 
pansion produced  by  the  cooling  of  a given  weight  of  water  from 
the  boiling-point,  to  a measured  degree  of  temperature  : by  multi- 
plying the  weight  of  water  in  grammes  by  the  number  of  degrees 
Centigrade  which  it  had  lost  in  cooling,  the  number  of  units  of 
heat  was  ascertained ; since,  by  our  definition,  a unit  of  heat  is 
the  quantity  of  heat  required  to  raise  i gramme  of  water  ic  C. 
The  number  of  millimetres  by  which  the  mercurial  column  had 
advanced  in  the  capillary  tube  during  the  operation  was  next 
accurately  measured ; and  by  dividing  this  measured  column  by 
the  number  of  heat  units,  the  instrument  was  graduated  so  as  to 
enable  the  observer  to  record  at  once  the  number  of  units  of  heat 
disengaged  or  absorbed  during  any  chemical  change. 

This  apparatus  is  excellent  in  principle,  but  it  is  open  to  cer- 
tain objections  in  the  mode  of  its  construction : — the  sides  of  the 
glass  vessel  are  necessarily  thick,  to  enable  it  to  sustain  the  large 
weight  of  mercury  with  which  it  is  filled ; the  glass,  therefore, 
cannot  rapidly  and  certainly  adjust  itself  to  the  temperature  of  the 
hot  mercury  with  which  it  is  in  contact.  Moreover  the  tubes  are 
cemented  into  the  three  openings  with  mastic  or  marine  glue. 
The  apparatus,  to  work  well,  should  have  been  filled  like  a baro- 
meter or  thermometer,  since  the  presence  of  even  a small  bubble 
of  air  would  materially  affect  the  accuracy  of  the  results.  It  is 
true  that  it  is  stated  that  the  globe  was  filled  with  mercury  in 
vacuo,  but  with  cemented  joints  this  precaution  would  soon  he 
rendered  useless.  It  is  therefore  necessarv  in  estimating  the 
amount  of  confidence  due  to  the  results  obtained  by  its  use,  to 
bear  in  mind  these  possible  sources  of  inaccuracy.  This  is  the 
more  necessary,  since  it  is  principally  in  the  numbers  obtained  by 
the  use  of  this  apparatus  that  the  results  of  Favre  and  Silbermann 
differ  from  those  of  Andrews.  At  the  same  time  it  is  to  be 
remarked,  that  the  results  published  by  the  French  observers  ap- 
pear to  be  very  consistent  with  each  other. 

(209)  On  the  Heat  evolved  during  Metallic  Precipitations. — 
On  the  other  hand,  it  must  be  stated  that  the  varied  and  careful 
experiments  of  Andrews  (Phil.  Trans , 1848,  p.  91)  upon  the  heat 
evolved  during  the  precipitation  of  several  metals  from  their  salts 
by  the  action  of  other  metals,  furnished  numerical  results  differing 
from  those  calculated  by  Favre  and  Silbermann.  In  the  experi- 
ments of  Andrews,  the  corrections  required  are  not  in  all  cases 
completely  under  exact  experimental  control ; in  the  displace- 
ment of  copper  by  lead  the  correction  amounts  to  onc-cighth  of 


HEAT  EVOLVED  DURING  METALLIC  PRECIPITATIONS.  387 


the  whole  increment  of  heat,  but  in  other  instances  the  correction 
is  trifling,  not  exceeding  one-fiftietli  of  the  amount  of  heat  evolved  ; 
the  numbers  obtained  arc  mutually  consistent.  An  additional  test 
of  the  accuracy  of  this  method  is  afforded  by  the  data  furnished 
in  two  different  series  of  experiments  upon  the  amount  of  heat 
obtained  diu'ing  the  precipitation  of  copper  by  zinc — the  corre- 
sponding numbers  in  both  sets  of  experiments  agreeing  very  closely 
with  each  other.  In  the  first  set  of  experiments  metallic  copper 
was  precipitated  from  a strong  solution  of  its  sulphate  by  means 
of  zinc,  in  a small  glass  vessel,  and  the  heat  estimated  by  the  rise 
of  temperature  experienced  by  the  water  of  a calorimeter  in  which 
the  glass  vessel  was  contained  : in  the  second  series,  a dilute 
solution  of  sulphate  of  copper  was  employed,  and  the  heat  was 
measured  by  the  rise  of  temperature  experienced  by  tbe  liquid 
itself.  The  mean  of  4 experiments  by  the  first  plan  gave  864  as 
the  number  of  units  of  heat  evolved  by  tbe  precipitation  of  each 
gramme  of  copper  from  its  sulphate  ; whilst  the  mean  of  5 experi- 
ments upon  the  latter  method  was  868. 

The  following  are  the  numbers  given  by  Andrews,  but  he 
has  purposely  abstained  from  any  attempt  to  deduce  from  them 
the  amount  of  heat  developed  during  the  indirect  oxidation  of  the 
metal  which  acts  as  the  precipitant : — 


Table  of  Heat  evolved  during  Metallic  Precipitations. 


Class  of  Salts  used,  and  Metals  em- 
ployed lor  precipitating  them. 

Name  of 
precipitated 
metal. 

Units  of  beat 
evolved  by  precipi- 
tated metal. 

Name  of 
precipitating 
metal. 

Units  of 
heat  for  1 
gramme 
of  preci- 
pitating 
metal. 

Kor  1 
gram  rue. 

For  1 
equivalent 
0=8. 

Salts  of  Copper  by  Zinc 
Suits  of  Copper  by  Iron 
Salts  of  Copper  by  Lead  ... 
Salts  of  Silver  by  Zinc 
Salts  of  Silver  by  Copper  ... 
Salts  of  Lead  by  Zinc 
Salts  of  Mercury  by  Zinc  ... 
Salts  of  Platinum  by  Zinc... 

Copper 

Copper 

Copper 

Silver 

Silver 

Lead 

Mercury 

Platinum 

86  6 
592 
268 
426 
i6i 

182 

.333 

899 

27452 

18736 

84^8 

45976 

I/408 

18856 

3332S 

88680 

Zinc 

Iron 

Lead 

Zinc 

Copper 

Zinc 

Zinc 

Zinc 

£47 

677 

82 

1420 

549 

5«5 

io34 

2750 

In  these  experiments  a known  weight  of  finely-divided  zinc, 
iron,  lead,  or  copper,  as  the  case  might  require,  was  mixed  with  a 
♦solution  of  the  salt  to  be  decomposed  ; taking  care  that  the  metal 
^employed  was  always  more  than  sufficient  completely  to  decom- 
pose the  salt  in  solution  : the  rise  of  temperature  which  occurred 
•was  noted  with  the  usual  precautions. 

Andrews  states,  as  the  result  of  a large  number  of  experiments, 
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that  the  quantity  of  heat  developed  during  the  mutual  action  of 
the  same  pair  of  metals  is  the  same,  when  an  equivalent  of  one 
metal.  A,  displaces  another  metal,  B,  from  any  of  its  salts,  what- 
ever may  he  the  acid  of  the  salt  employed,  provided  that  B is  in 
the  same  state  of  oxidation  in  each  of  the  compounds  submitted 
to  experiment.  But  if  a different  metal  be  employed  to  effect 
the  precipitation,  the  amount  of  heat  evolved  is  different.  For 
instance,  whether  chloride,  or  sulphate,  or  acetate,  or  formiate  of 
copper  be  precipitated  by  zinc,  the  quantity  of  heat  developed  in 
each  case  for  every  equivalent  of  copper  is  sensibly  the  same,  viz., 
27452.  But  if  iron  be  substituted  for  zinc  in  the  precipitation 
of  the  copper,  the  amount  of  heat  is  different,  viz.,  18736; 
though  iron  evolves  the  same  amount  of  heat,  whether  the 
sulphate  or  the  chloride  of  copper  be  employed.  The  principle, 
that  the  quantity  of  heat  developed  during  the  mutual  action  of 
the  same  pair  of  metals  is  always  the  same  whatever  be  the 
nature  of  the  acid  contained  in  the  salts  employed,  has  since  been 
assumed  by  Favre  and  Silbermann  in  their  calculations.  If  the 
metals  be  arranged  in  a list,  beginning  with  those  which  emit 
the  largest  amount  of  heat  when  used  as  precipitants,  the  order 
in  which  they  will  stand  is  the  following — zinc,  iron,  lead,  copper, 
mercury,  silver,  and  platinum.  Now,  it  will  be  remarked  that 
this  is  exactly  in  the  electro-chemical  order  (261),  zinc  being  the 
most  electro-positive,  and  platinum  the  most  electro-negative. 
Another  interesting  point  of  connexion  between  the  thermal  and 
the  electrical  phenomena  exhibited  by  the  metals,  is  to  be  ob- 
served in  the  fact  that  the  nature  of  the  acid  contained  in  the 
salt  which  is  undergoing  decomposition,  does  not  influence  either 
its  thermal  equivalent,  or  the  electro-motive  force  (260)  which  it 
exerts  when  employed  in  the  production  of  voltaic  action. 

The  following  remarkable  conclusion  was  deduced  by  Andrews 
from  these  experiments  : — If  three  metals,  A,  B,  and  C,  be  so 
related  that  A is  capable  of  displacing  B and  C from  their  com- 
binations, and  B be  also  capable  of  displacing  C,  the  heat  developed 
by  the  substitution  of  A for  C,  will  be  exactly  equal  to  that 
developed  in  the  substitution  of  A for  B,  together  with  that 
developed  in  the  substitution  of  B for  C : — 

Heat  Units. 

Thus,  t equivalent  of  lead  displaced  by  zinc  = 18856 

1 equivalent  of  copper  by  lead  . . = 8488 

1 equivalent  of  copper  by  zinc  . . = 27344 


The  experimental  number  for  copper  by  zinc  being  27452 
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An  analogous  phenomenon  is  observed  in  the  electrical  relations 
of  the  metals  (260)  : when  three  metals  such  as  platinum,  zinc, 
and  potassium  are  arranged  two  and  two  in  their  electrical  order, 
the  electro-motive  force  generated  between  the  two  extremes,  pla- 
tinum and  potassium,  is  equal  to  the  sum  of  the  electro-motive 
forces  of  the  pairs  platinum  and  zinc,  and  zinc  and  potassium. 

(210)  Calorific  Equivalents  of  the  Elements. — The  results 
obtained  by  the  direct  action  of  oxygen,  chlorine,  iodine,  and  bro- 
mine upon  various  elementary  bodies,  are  summed  up  in  the  fol- 
lowing table,  in  which  the  numbers  given  indicate  the  quantity 
of  heat  evolved  by  the  union  of  equivalent  quantities  of  oxygen, 
chlorine,  iodine,  and  bromine,  with  each  element,  taking  as  the 
standard  of  comparison  the  number  of  grammes  of  water  at  o°  C., 
which  would  be  raised  to  i°  C.  by  the  combustion  of  1 gramme  of 
hydrogen  in  oxygen.  In  this  case  the  numbers  for  the  different 
elements  are  all  calculated  from  their  equivalent  numbers,  not 
from  the  atomic  weights.  The  quantities  of  heat  thus  given  out 
are  termed  by  Favre  and  Silbermann  the  calorific  equivalents  of 
the  different  elements. 

The  numbers  to  which  an  A is  prefixed  are  those  of  Andrews  : 
F.  S.  indicate  those  of  Favre  and  Silbermann  : when  an  asterisk 
is  prefixed  to  any  number,  the  result  has  been  calculated  by  indirect 
methods,  upon  the  principle  already  explained  (p.  383)  : — 


Calorific  Equivalents  of  various  Elements  (0  = 8). 


Elements. 

Observers. 

Oxygen. 

Chlorine. 

Bromine. 

Iodine. 

Sulphur. 

Hydrogen 

F.S. 

34462 

23783 

*2322 

* — 3606 

*2741 

Carbon  

}> 

24240 

Sulphur 

yy 

17760 

Phosphorus  ... 

A. 

36072 

Potassium 

A. 

) 

IO4476 

Ditto  

F.S. 

i 

*IOOV)6o 

* 

VO 

0 

00 

00 

*77268 

*45638 

Sodium  

)) 

94847 

Zinc 

A. 

) 42282 

50658 

40640 

26617 

Ditto  

F.S. 

) *42451 

*50296 

*20940 

Ivon 

A. 

\ 33072 

32<J95 

23833 

8046 

Ditto  

F.S. 

S *37828 

*49651 

* 1 7753 

Tin 

A. 

33519 

31722 

Arsenic  

yy 

24992 

Antimony 

Dulong. 

47000 

A.  30401 

Copper  

yy 

l I9152 

30404 

Ditto  

F.S. 

( *21885 

*29524 

*9133 

Lead  

yy 

*27675 

*44730 

*32802 

*23208 

*9556 

Silver  

yy 

*6113 

*34800 

*25618 

*18651 

*6524 

From  an  examination  of  the  foregoing  table  of  calorific  equi- 
valents, it  will  be  obvious  that  the  temperature  evolved  in  the  act 
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of  combination  rises  highest  in  those  cases  in  which  the  chemical 
attraction  between  the  two  elements  is  the  strongest,  and  where 
the  compound  possesses  the  greatest  stability.  No  definite  quan- 
titative expression  of  the  law  which  regulates  the  evolution  of  heat 
during  combination,  can,  however,  be  deduced  from  these  numbers, 
owing  to  the  variety  of  disturbing  causes  when  bodies  are  com- 
pared in  the  solid  state. 

(211)  On  the  Heat  developed  during  the  Reaction  of  Acids 
upon  Bases. — A careful  and  extensive  series  of  experiments  upon 
the  heat  developed  during  the  saturation  of  dilute  solutions  of 
different  acids,  by  each  of  the  more  important  bases  with  which 
they  form  soluble  compounds,  was  published  by  Andrews  in  1841. 
{Trans.  Roy.  Irish  Acad.,  vol.  xix.  Part  II.,  p.  393.)  In  these 
experiments  a slight  excess  of  acid  was  purposely  employed ; the 
bases,  where  it  was  possible,  being  in  a state  of  solution.  "When 
the  bases  are  in  the  insoluble  form,  the  heat  observed  is  of  course 
lower  than  that  due  to  the  chemical  action  ; a portion  being 
absorbed  in  the  passage  of  the  base  from  the  solid  to  the  liquid 
condition ; but  although  the  quantity  of  heat  so  absorbed  is  un- 
known, this  amount  is  constant  for  the  same  base,  and  therefore 
the  observed  results  obtained  for  the  combination  of  equal  weights 
of  this  base  with  different  acids  are  mutually  comparable.  A 
resume  of  this  subject  is  given  by  the  same  author  in  a “ Report 
on  the  Heat  of  Combination/'’  published  in  the  Report  of  the 
British  Association  for  1849,  P-  69.  From  these  experiments  it 
appears : — 


Heat  Units  evolved  by  the  Combination  of  1 Equivalent  0) 


ANDREWS. 

PAYEE 

Acids. 

Potas- 

Sodium. 

Barium. 

Ammo- 

Mag- 

Cal- 

Zinc. 

Lead. 

Silver. 

Potas- 

Sodiu 

siurn. 

ciurn. 

sium. 

Sulphuric  ... 

1590° 

16200 

1 3900 

18500 

1 1800 

... 

16083 

1581 

Sulphurous.. 

15900 

... 

... 

... 

... 

... 

... 

Nitric 

14600 

14000 

14700 

I 2 200 

17700 

15700 

10300 

8900 

69OO 

15510 

152I 

Phosphoric . . 

I4200 

I 4000 

... 

15500 

... 

! I//66 

... 

Arsenic  

I4IOO 

13900 

12200 

Hydrochloric 

14300 

14700 

14700 

12  200 

17700 

... 

10600 

1 56.46 

15 1 

Hydrobromic 

... 

I55IC) 

I5li 

Iiydriodic  ... 

I4200 

I4IOO 

14700 

II9OO 

... 

9800 

15698 

lRO< 

Chromic 

Oxalic 

l*|  OOO 

1 4600 

... 

14156 

* 37. 

Acetic 

136c 

1 3800 

13800 

13700 

1 1 9OO 

... 

15300 

... 

S 100 

1 397  3 

Formic. 

I 3900 
13200 

1 33' 
1 26. 

Tartaric  . . . 

12900 

1 1200 

(3425 

Citric  ... 
Succinic 

I 3200 
134OO 

I 2900 
1 2 900 

I IOOO 
1 I 200 

1 365S 

«3* 
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t . “ That  an  equivalent  of  the  same  base,  combined  with  dif- 
ferent acids,  produces  nearly  the  same  quantity  of  heat. 

2.  “ An  equivalent  of  the  same  acid,  combined  with  different 
bases,  produces  different  amounts  of  heat. 

3.  “ When  a neutral  salt  is  converted  into  an  acid  salt  by 
combining  with  one  or  more  equivalents  of  an  acid,  no  disengage- 
ment of  heat  occurs. 

4.  “ When  a double  salt  is  formed  by  the  union  of  two  neutral 
salts,  no  disengagement  of  heat  occurs. 

5.  “ When  a neutral  salt  is  converted  into  a basic  salt,  the 
combination  is  accompanied  by  the  disengagement  of  heat. 

6.  “ When  one  and  the  same  base  displaces  another  from 
any  of  its  natural  combinations,  the  heat  evolved  or  absorbed 
is  always  [nearly]  the  same,  whatever  the  acid  element  may 
be."  * 

The  results  of  Favre  and  Silbermann  lead  to  conclusions  sub- 
stantially similar,  though  the  absolute  quantities  of  heat  which  they 
obtained,  in  many  cases  differ  considerably  from  those  published 
by  Andrews.  The  table  which  is  given  at  the  bottom  of  this  and 
the  preceding  page  indicates  the  amount  of  heat  obtained  by  both 


* The  author  cannot  here  omit  acknowledging  the  kindness  of  his  friend 
Dr.  Andrews,  who  has  furnished  him  with  a table  of  his  experimental  results, 
reduced  from  the  paper  in  the  Transactions  of  the  Royal  Irish  Academy  to 
the  hydrogen  unit,  corrected  for  the  specific  heat  of  the  solutions  employed ; 
this  correction  is  very  trifling  in  amount,  but  it  was  omitted,  as  stated,  in  the 


the  undermentioned  Bases  with  1 Equivalent  of  certain  Acids. 


AND  SILBERMANN. 


— 

SJarium. 

Ammo- 

nium. 

Mag- 

nesium. 

Cal- 

cium. 

Zinc. 

Man- 

ganese. 

Nickel. 

Cobalt. 

Iron, 

ferrous. 

Cad- 

mium. 

Copper. 

Lead. 

Silver. 

... 

14690 

14440 

... 

10455 

12075 

1 1932 

11780 

10872 

10240 

7720 

... 

' >536o 

13676 

12840 

16943 

8323 

10850 

10450 

9956 

9648 

8u6 

6400 

9240 

6206 

... 

13536 

13220 

... 

8307 

11235 

104 1 2 

10374 

9828 

8109 

6416 

... 

12649 

12270 

... 

7720 

9982 

9245 

9272 

8590 

7546 

5*64 

... 
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observers  by  combining  i equivalent  of  each  of  the  different 
bases,  with  each  acid,  the  acid  being  always  very  slightly  in 
excess. 

In  the  present  stage  of  our  knowledge  upon  this  subject,  it 
appears  safest  to  state,  that  the  quantity  of  heat  emitted  during 
the  act  of  combination  of  equivalent  quantities  of  different  acids 
with  a given  base,  although  nearly  the  same,  is  not  rigidly  so. 
They  might  probably  be  arranged  in  isothermic  groups,  as  follows, 
— those  which  stand  first  evolving  most  heat : — 

With  i Eqt.  of  Potash. 

T.  Sulphuric  and  sulphurous  acids  . . . 15900 

2.  Oxalic,  nitric,  phosphoric 

chloric,  hydriodic 

3.  Chromic,  formic,  acetic 14000 — 13800 

4.  Tartaric,  citric,  succinic 13200 

The  bases  also  differ  in  the  amounts  of  heat  which  they  emit 
in  combining  with  the  same  acid,  but  as  only  a very  few  of  the 
bases  are  soluble  in  water,  their  thermic  powers  cannot  be  com- 
pared in  so  simple  a manner  as  those  of  the  acids.  Potash,  soda, 
and  baryta  seem  to  be  nearly  isothermic,  whilst  ammonia  is 
decidedly  inferior  to  these  bases.  Lime,  magnesia,  and  the  other 
insoluble  oxides  cannot  be  satisfactorily  compared  with  each  other, 
until  the  amount  of  heat  which  is  absorbed  during  their  passage 
into  the  liquid  form  is  known. 

(212)  Estimate  of  Heat  absorbed  during  Solution  of  Salts. — 
During  the  solution  of  saline  bodies  in  water,  heat  is  generally 
absorbed ; but  in  a few  instances  where  anhydrous  salts  are  dis- 
solved, as  in  the  case  of  the  chlorides  of  zinc,  iron,  and  copper, 
an  evolution  of  heat  occurs,  owing  to  the  preliminary  formation 
of  a solid  hydrate.  The  following  are  experimental  data  furnished 
by  Favre  and  Silbermann  upon  this  point : — 


arsenic, 


hydro- 1 


14600 — 14200 


original  paper.  Dr.  Andrews  has  also  communicated  to  the  author  the  result  of 
an  unpublished  series  of  experiments  upon  this  subject,  which  were  undertaken 
with  a view  of  throwing  light  upon  the  difference  between  the  conclusions 
arrived  at  by  the  French  chemists,  and  those  formerly  published  by  the  Professor 
of  Pel  fast.  The  general  result  of  these  new  experiments,  which  were  performed 
with  thermometers  of  greater  sensitiveness  than  on  the  former  occasion,  and 
with  additional  precautions  to  avoid  error,  confirms  the  conclusions  previously 
arrived  at  by  Dr.  Andrews. 
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Heat  Absorbed  during  the  Solution  of  Salts. 


Name  of  Salt. 

Equivt. 

weights. 

Heat  units 
absorbed  by  1 
gramme. 

Heat  absorbed 
by  1 eqt.  in 
grammes. 

Potassic  sulphate 

87  X 2 

35'3 

6142 

Sodic  „ 

71X2 

491 

6972 

Ammonium  „ 

66  x 2 

in 

1465 

Zincic  „ 

805x2 

14-8 

2383 

Ferrous  „ 

76  x 2 

I2'I 

1839 

Potash-alum  

258‘5 

23U 

5991 

Ammonia-alum  

237'5 

I90 

4512 

Hydro-potassic  sulphate  

1360 

25-6 

3481 

Potassic  chloride  

74'5 

5r9 

3866 

Sodic  „ 

58-5 

8-9 

520 

Ammonium  „ 

53'5 

65- 1 

3483 

Calcic  „ 

55‘5 

15'5 

860 

Stroutic  „ 

79-2 

24-9 

1972 

Baric  „ 

104-0 

i6'9 

1 757 

Potassic  bromide  

ug 

37'8 

4498 

Potassic  iodide 

166 

292 

4847 

Potassic  nitrate  

101 

7°‘5 

7121 

Sodic  „ 

85 

45'5 

3867 

Ammonium  „ 

80 

65'9 

5272 

Calcic  „ 

82 

27T 

2222 

Strontic  „ 

io57 

412 

4355 

Plumbic  „ 

1656 

I4’9 

2467 

Argentic  „ 

170 

31"1 

5287 

(213)  Heat  evolved  during  the  Solution  of  Gases. — During  the 
solution  of  gaseous  acids  and  bases  in  water,  a considerable  evolu- 
tion of  heat  takes  place,  which  has  been  estimated  by  Favre  and 
Silbermann  in  the  following  instances : — 


Name  of  Gas. 

Formula: 

Atomic 

weights. 

Heat  units 
from  1 
gramme. 

Heat  units 
from  1 eqt.  in 
gramme  8. 

Sulphurous  anhydride 

Hydrochloric  acid  

Hydrobromic  acid  

Hydriodic  acid  

Ammonia  

so„ 

HC1 

HBr 

HI 

h3n 

32  X 2 

36-5 

8l 

128 

17 

1204 

449-6 

235’6 

1477 

5l4'3 

7705 

16410 

19083 

18906 

8738 
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CHAPTER  VI. 

MAGNETISM  AND  ELECTRICITY. 

I.  Magnetism. — II.  Static  Electricity . — III.  Dynamic  or  Voltaic 
Electricity . — IV.  Electro-Magnetism. — -V.  Magneto-Electri- 
city.— VI.  Thermo-Electricity . — VII.  Animal  Electricity . — 
VIII.  Diamagnetism. 

(214)  The  forces  of  magnetism  and  electricity  are  now  found 
to  be  so  intimately  related,  that  it  is  hardly  possible  to  study  the 
operations  of  either  separately. 

The  power  of  the  loadstone  to  attract  small  pieces  of  iron  was 
recognized  as  a remarkable  natural  phenomenon  for  centuries 
before  the  Christian  era;  and  the  ‘ pointing’  of  the  magnetic 
needle  north  and  south,  was  early  applied  to  the  purposes  of 
navigation  by  the  Chinese ; but  it  was  not  employed  for  that  pur- 
pose by  European  nations  till  the  latter  end  of  the  fifteenth  cen- 
tury. The  property  of  temporarily  attracting  light  objects,  which 
amber  acquires  when  rubbed,  was  also  familiar  to  the  Grecian 
philosophers ; but  it  was  not  till  about  260  years  ago  that  Gilbert 
laid  the  foundation  of  electrical  science,  and  that  Otto  de  Guericke 
and  Hauksbee  contrived  the  first  electrical  machines.  Nautical 
men,  likewise,  had  often  observed  that  after  a ship  had  experienced 
a stroke  of  lightning,  the  compass  was  deranged  or  its  poles  were 
reversed ; but  it  was  not  until  the  year  1819  that  the  true  con- 
nexion between  electricity  and  magnetism  was  pointed  out  by 
Oersted,  when  he  published  his  memorable  discovery,  that  a mag- 
netic needle  if  suspended  freely  at  its  centre,  would  place  itself  at 
right  angles  to  a wire  which  was  transmitting  an  electric  current. 
After  the  publication  of  Oersted's  discovery,  the  means  of  obtain- 
ing powerful  temporary  magnets  by  transmitting  electrical  cur- 
rents through  wires  coiled  around  masses  of  soft  iron,  or  in  other 
words,  the  methods  of  preparing  electro-magnets,  were  speedily 
devised ; and  thus  the  dependence  of  magnetism  on  electricity  in 
motion  was  shown  : whilst  in  1831  the  completion  of  this  chain  of 
discovery  was  effected  by  Faraday,  who  announced  that  a current 
of  electricity  might  be  obtained  in  a closed  conducting  wire  from 
the  magnet,  by  moving  it  across  the  line  of  the  conductor. 

In  its  chemical  bearings,  particular  importance  is  attached  to 
Volta's  invention  of  the  voltaic  pile  or  batter}7,  which,  in  the 
hands  of  Davy,  led  to  the  discovery  of  the  metallic  bases  of  the 
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alkalies  and  of  tlie  earths,  and  effected  a complete  change  in  the 
aspect  of  chemical  science.  In  later  years,  the  applications  of  the 
voltaic  battery  to  the  chemical  arts  of  gilding,  silvering,  zincing, 
&c.,  have  rendered  it  an  instrument  of  great  importance  in  the 
industrial  arts. 

§ I.  Magnetism. 

(315)  It  will  not  be  necessary  to  enter  fully  into  the  subject 
of  magnetism,  but  a few  remarks  upon  the  more  important  pecu- 
liarities of  this  force  will  materially  aid  in  fixing  upon  the  mind 
clear  ideas  of  polarity  and  polar  action. 

Electricity  is,  like  magnetism,  a polar  force,  and  the  pheno- 
mena of  chemical  attraction  also  fall  into  the  class  of  polar  actions. 

The  most  obvious  character  of  magnetism  is  seen  in  the  power 
of  attracting  masses  of  iron,  which  is  displayed  to  a greater  or  less 
extent  by  magnetized  bodies.  This  power  of  attracting  iron  was 
first  observed  by  the  ancients  in  an  iron  ore  obtained  from  Mag- 
nesia in  Asia  Minor : hence  the  property  was  termed  magnetism, 
and  when  in  more  recent  times  its  directive  property  was  observed, 
the  mineral  itself  was  named  the  lead-stone  or  loadstone.  A steel 
bar  if  rubbed  in  one  direction  with  the  loadstone  acquires  similar 
properties  ; when  poised  horizontally,  as  may  be  done  by  supporting 
it  upon  a point,  such  a bar  will  take  up  a fixed  position  with  regard 
to  the  poles  of  the  earth ; in  this  country  it  will  point  nearly  north 
and  south.  The  end  of  a magnetic  bar  which  points  towards  the 
north  is  distinguished  by  a mark,  and  is  hence  often  termed  the 
marked  end  of  the  magnet.  This  peculiarity  in  the  magnet  of 
taking  a fixed  direction,  renders  it  invaluable  to  the  navigator. 
A magnetized  needle  attached  to  a card  marked  with  the  cardinal 
points,  and  properly  poised,  constitutes  the  mariner’s  compass. 

If  a sheet  of  paper  be  laid  over  a magnetized  steel  bar,  and 
iron  filings  be  evenly  sifted  upon  the  paper,  it  will  be  found,  on 
gently  tapping  the  paper,  that  the  particles  of  iron  accumulate  in 
two  groups,  one  around  each  extremity  of  the  bar  as  a centre,  and 
that  from  these  points  the  filings  arrange  themselves  in  curved 
lines,  somewhat  resembling  those 
shown  in  fig.  160,  extending  from 
one  end  of  the  bar  to  the  other. 

This  experiment  shows  that  the  at- 
tractive forces  are  concentrated  near 
the  two  extremities  of  such  a bar. 

A soft  iron  wire  freely  suspended  at 
its  centre  in  a horizontal  direction, 


Fig.  160. 
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will  be  attracted  indifferently  at  both  ends  by  either  end  of  tbe 
magnetic  bar;  but  if  a second  magnetic  bar  be  poised  in  tbe 
same  way  as  the  iron  wire,  it  will  be  found  that  one  end  of  this 
bar  will  be  attracted  when  tbe  magnet  is  brought  near  it  in  one 
direction,  whilst  tbe  same  end  will  be  repelled  if  the  opposite 
end  of  the  magnet  be  presented  to  it.  Further  examination 
shows,  that  this  repulsion  takes  place  when  the  ends  presented  to 
each  other  are  those  wdiich  would  naturally  point  in  the  same 
direction ; two  north  ends  repel  each  other,  and  similar  repulsion 
ensues  when  two  south  ends  are  presented  to  each  other ; 
whereas,  if  the  extremities  presented  naturally  point  in  opposite 
directions,  attraction  ensues  between  them : the  north  end  of  one 
bar  attracts  the  south  end  of  the  other.  Hence  it  appears  that 
there  are  two  kinds  of  magnetism,  endowed  with  qualities  analo- 
gous, hut  opposite  to  each  other.  The  two  magnetic  forces  are 
always  developed  simultaneously,  are  always  equal  in  amount,  but 
are  opposite  in  their  tendencies  ; and  thus  are  capable  of  exactly 
neutralizing  each  other.  They  accumulate  at  opposite  ends  of 
the  bar.  These  ends  are  termed  the  poles  of  the  magnet.  Forces 
which  exhibit  this  combination  of  two  equal  powers  acting  in 
ojiposite  directions,  are  termed  polar  forces. 

(216)  Magnetic  Induction. — Magnetism  acts  through  conside- 
rable intervals  of  non-magnetic  matter  upon  bodies  such  as  iron, 
which  are  susceptible  of  magnetism,  and  it  produces  a temporary 
development  of  magnetism  in  such  magnetizable  substances.  A 
piece  of  soft  iron  brought  near  to  a magnet  immediately  assumes 
the  magnetic  state.  This  influence  of  the  magnet  operating  at  a 
distance  is  termed  magnetic  induction,  and  it  is  in  consequence  of 
this  action  that  the  iron  is  attracted.  If  the  north  end,  n,  of  a 
magnet,  l (fig.  161),  be  presented  to  a piece  of  soft 
iron,  the  latter  becomes  a magnet  with  its  poles 
similarly  arranged ; that  is  to  say,  the  soft  iron 
acquires  in  the  extremity,  s,  presented  to  the  per- 
manent magnet,  magnetism  of  the  opposite  kind 
to  that  of  the  end,  n,  of  the  magnet,  l,  which  it  is 
made  to  approach.  The  soft  iron  will  now  attract 
other  pieces  of  iron,  s n,  s n,  and  they  in  turn  will 
act  upon  others  by  a continuation  of  the  inductive 
force.  On  gradually  removing  the  permanent 
magnet,  the  effects  diminish  as  the  distance 
increases,  and  at  length  disappear  altogether. 
This  diminution  in  the  effect  takes  place  much 
more  rapidly  than  in  the  ratio  of  the  squares  of  the  distance  from 
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the  magnetic  pole,  but  the  exact  law  has  not  as  yet  been  ascer- 
tained. The  polar  character  of  magnetic  induction  may  be  seen 
by  suspending  two  pieces  of  soft  iron  wire  over  one  of  the  poles 
of  a magnet,  s (fig.  162);  the  lower  ends  of  the  wires,  n,n, 
repel  each  other,  but  are  both  drawn  towards  the  magnet, 
and  the  upper  extremities,  s,  s}  also  repel  each  other.  It 
is  this  mutual  repulsion  of  the  corresponding  ends  of  the 
pieces  of  iron  which  causes  the  iron  filings  (fig.  160)  to 
distribute  themselves  in  curves  around  the  magnet ; 
for  in  this  experiment  each  particle  of  iron  becomes  for 
the  time  a magnet  with  opposite  poles.  It  is  likewise 
in  consequence  of  this  polarity  that  a number  of  pieces 
of  fine  iron  wire  under  induction  form  a continuous 
chain.  A bar  of  soft  iron  placed  on  a magnet  of  equal 
dimensions  neutralizes  its  action  for  the  time  ; by  con- 
necting the  two  extremities  of  the  magnet,  it  diverts  the  induction 
from  surrounding  bodies,  and  concentrates  it  upon  itself.  On  the 
other  hand,  the  induction  is  much  strengthened  if  the  magnetic 
circle  be  completed,  as  in  fig.  163,  by  uniting  the  pieces  of  iron 
suspended  from  either  pole  by  the  connecting 
piece,  a b.  This  induction  is  maintained  across 
the  greater  number  of  bodies,  such  as  atmo- 
spheric air,  glass,  wood,  and  the  metals.  It  is, 
however,  modified  by  the  interposition  of  iron, 
cobalt,  and  nickel,  which  are  themselves  power- 
fully susceptible  of  magnetism. 

Magnetic  induction  differs  essentially  from 
electric  induction  (228)  in  this  particular — viz., 
that  it  is  not  possible  to  insulate  either  kind  of 
magnetism  from  the  other.  For  instance,  if  one 
end  of  the  two  united  pieces  of  iron,  s n,  s n 
(fig.  163),  exhibit  the  properties  of  a north 
magnetic  pole,  the  other  end  will  exhibit  those  of  a south  magnetic 
pole ; but  if  the  two  pieces  of  iron,  whilst  still  under  the  influence 
of  induction,  be  separated  from  each  other,  and  then  the  magnet 
be  withdrawn,  both  pieces  of  iron  will  have  lost  their  magnetism. 
Again,  if  a magnet  be  broken  in  the  middle,  it  will  not  be  sepa- 
rated into  one  piece  with  a north  and  another  with  a south 
pole  ; each  fragment  will  still 
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possess  two  poles,  turned  in 
the  same  direction  as  those 
of  the  original  bar  (fig.  164); 
and  each  fragment  may  again  be  subdivided  into  an  indefinite 
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number  of  smaller  fragments,  each  of  which  will  still  possess  a 
north  and  a south  pole. 

These  phenomena  may  be  explained  by  supposing  that  a 
magnet  consists  of  a collection  of  particles,  each  of  -which  is 
magnetic  and  endued  with  both  kinds  of  magnetism.  In  the 
unmagnetized  condition  of  the  bar,  these  forces  are  mutually 
combined,  and  exactly  neutralize  each  other : but  when  the  mass 
becomes  magnetized,  the  two  forces  are  separated  from  each  other, 
though  without  quitting  the  particle  with  -which  they  were  ori- 
ginally associated.  The  two  halves  of  each  particle  assume  an 
opposite  magnetic  condition.  All  the  north  poles  are  disposed 
in  one  direction ; whilst  all  the  south  poles  are  disposed  in  the 
opposite  direction.  Each  particle  thus  acquires  a polar  condition, 
and  adds  its  inductive  force  to  that  of  all  the  others : as  a neces- 
sary consequence  of  such  an  arrangement,  the  opposite  powers 
become  accumulated  at  the  opposite  extremities  of  the  bar.  If 

in  fig.  165  the  small  circles  be  taken 
to  represent  the  ultimate  magnetic 
particles,  the  portions  in  shadow 
would  indicate  the  distribution  of 
south  magnetism,  while  the  unshaded 
half  of  the  particles  would  show  the  distribution  of  magnetism  of 
the  opposite  kind.  This  hypothesis  is  supported  by  the  fact  that 
a magnet  whilst  producing  induction  loses  none  of  its  force,  but 
on  the  contrary  suffers  temporary  increase  of  power,  owing  to  the 
reaction  of  the  induced  magnetism  of  the  soft  iron  upon  it. 

(217)  Preparation  of  Magnets. — Pure  soft  iron  loses  its  mag- 
netism as  soon  as  it  is  withdrawn  from  the  inductive  influence ; 
but  the  presence  of  certain  foreign  bodies  in  combination  with  the 
iron,  particularly  of  oxygen,  as  in  the  natural  loadstone,  and  of 
carbon,  as  in  steel,  enables  the  body  to  retain  the  magnetic  power 
permanently.  Hardened  steel  is  always  the  material  employed  in 
the  preparation  of  permanent  magnets  : it  is  not  susceptible  of  so 
intense  a degree  of  magnetization  as  soft  iron,  but  when  induction 
has  once  been  produced  within  it,  the  effect  is  retained  for  an  in- 
definite length  of  time.  The  development  of  this  power  in  steel 
is  much  facilitated  by  friction ; and  the  amount  of  force  developed 
by  this  means  is  greatly  dependent  upon  the  direction  in  which 
the  friction  is  performed.  A simple  method  of  magnetizing  a bar 
consists  in  placing  the  bar  on  its  side  and  bringing  down  upon 
one  of  its  extremities  either  of  the  ends  of  a bar  magnet.  If  the 
north  end  be  brought  down  on  the  steel  bar,  it  must  be  drawn 
slowly  along  towards  that  extremity  of  the  bar  which  it  is  intended 
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shall  possess  south  magnetic  force  : this  operation  must  be  repeated 
three  or  four  times  in  the  same  direction.  A more  effectual  plan 
is  to  bring  down  upon  the  centre  of  the  bar 
the  two  ends  of  a powerful  horseshoe  magnet, 
as  represented  in  fig.  1 66 ; the  south  pole 
being  directed  towards  the  end  of  the  bar 
that  is  intended  to  possess  the  northern 
polarity,  and  vice  versa.  It  is  then  moved 
along  the  surface  from  the  centre,  alternately 

towards  either  extremity,  taking  care  not  to  carry  the  horseshoe 
beyond  the  extremities  of  the  bar,  and  to  withdraw  the  horseshoe 
from  the  bar  when  at  its  centre,  c.  The  bar  is  then  turned  over 
and  the  process  repeated  on  the  opposite  side,  but  in  the  same 
direction,  for  an  equal  number  of  times.  When  two  bars  are  to 
be  magnetized,  they  may  be  placed  parallel  to  each  other,  the 
extremities  being  connected  by  pieces  of  soft  iron.  Both  the 
poles  of  the  horseshoe  are  brought  down  upon  the  centre  of  one 
of  the  steel  bars,  and  it  is  carried  round  the  parallelogram  always 
in  the  same  direction,  taking  care,  as  before,  to  withdraw  it  when 
over  the  centre  of  one  of  the  bars.  In  the  last  arrangement,  the 
induction  of  one  bar  acts  upon  and  exalts  the  intensity  of  the 
magnetism  excited  in  the  other.  For  this  reason,  the  opposite 
poles  of  magnets,  when  not  in  use,  should  be  connected  by  pieces 
of  soft  iron,  so  that  the  continued  induction  shall  maintain  the 
force  of  each. 

In  the  act  of  magnetization,  the  horseshoe  loses  nothing  of 
its  power ; but  the  north  and  south  magnetism,  which  are  sup- 
posed to  exist  in  every  particle  of  steel  and  iron,  and  which  in  the 
unmagnetized  condition  are  so  combined  as  exactly  to  neutralize 
each  other,  appear  from  the  effect  of  the  induction  to  which  they 
have  been  subjected,  to  be  permanently  disturbed  in  their  equili- 
brium in  the  newly-magnetized  bars.  The  more  intense  the  power 
of  the  horseshoe,  the  greater  is  this  disturbance,  and  the  more 
powerful  are  the  magnets  which  are  produced. 

By  uniting  together  several  bar  magnets,  taking  care  that  the 


corresponding  poles  of  each  are  in  the  same  direction,  magnetic 
batteries  of  great  power  may  be  obtained.  The  magnets  should 
be  all  as  nearly  as  possible  of  the  same  strength  ; because  if  one 
of  the  bars  be  weaker  than  the  others,  it  materially  diminishes  the 
power  of  the  whole,  and  acts  in  the  same  manner  as  a bar  of  soft 
iron  would  do,  though  to  a more  limited  extent.  As  a matter  of 
convenience,  the  bar  magnet  is  often  bent  into  the  form  of  a 
horseshoe,  so  that  the  inductive  and  attractive  power  of  both 
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poles  may  be  simultaneously  exerted  on  the  same  piece  of  iron  ; 
the  effect  is  in  this  manner  much  increased,  and  the  weight  sus- 
tained by  the  two  poles  united  is  much  greater  than  the  sum  of 
the  two  weights  which  would  be  supported  by  each  pole  separately. 
For  this  reason,  the  soft  iron  armatures  n,  s,  of  a loadstone  (fig.  161) 
add  greatly  to  its  power,  and  by  facilitating  the  application  of  the 
keeper,  or  piece  of  soft  iron  which  connects  the  two  poles  when 
not  in  use,  prevent  the  loss  of  the  magnetic  power. 

(218)  Influence  of  Molecular  Motions  on  Magnetism. — It  has 
been  mentioned  that  the  friction  of  a steel  bar,  whilst  under  in- 
duction, facilitates  its  magnetization.  The  same  effect  is  occasioned 
by  percussion  of  the  bar,  or  by  any  other  mode  of  producing 
vibration  in  it  whilst  it  is  under  magnetic  induction.  On  the 
other  hand,  if  a bar  has  been  fully  magnetized,  its  force  is  re- 
duced by  the  application  of  a sudden  blow ; even  the  simple  act 
of  scratching  the  surface  with  sand-paper,  or  with  a file,  may 
seriously  impair  the  power  of  a good  magnet. 

The  influence  of  heat  on  magnetism  is  remarkable.  If  a steel 
bar  be  ignited  and  placed  under  induction,  and  whilst  still  in 
this  condition  it  be  suddenly  quenched,  it  will  be  found  to  be 
powerfully  magnetic.  Again,  if  a steel  magnet  be  ignited,  and 
allowed  to  cool  slowly,  all  its  acquired  magnetism  will  have  dis- 
appeared. Elevation  of  temperature,  therefore,  evidently  favours 
the  transfer  of  magnetic  polarity  within  its  particles.  Further,  if 
the  temperature  of  a piece  of  iron  be  raised  to  redness,  about  980° 
(5270  C.),  it  will  become  indifferent  to  the  presence  of  a magnetic 
needle,  though  on  again  cooling  it  will  be  as  active  as  before.  A 
similar  effect  is  produced  upon  cobalt  at  the  temperature  of  melting 
copper.*  Nickel,  at  a much  lower  temperature,  loses  its  action 
upon  the  magnet,  as  at  6oo°  (316°  C.)  it  exerts  scarcely  any 
attractive  effect  on  the  needle.  So  great  is  the  influence  of  tem- 
perature upon  a magnetic  bar,  that  at  the  boiling-point  of  water, 
the  diminution  of  its  power  is  perceptible  by  the  rudest  tests.  If 
the  temperature  do  not  exceed  the  boiling-point  of  water,  the 
magnet  regains  its  force  on  cooling.  On  the  other  hand,  by 
cooling  a magnet  artificially,  its  power  is  for  the  time  exalted. 

(219)  Measurement  of  Magnetic  Intensity  of  a Bar. — The 
simplest  method  of  ascertaining  the  intensity  of  the  power  of  a 


* Faraday  lias,  however,  shown  that  in  the  case  of  cobalt  its  magnetic  power 
increases  as  the  temperature  rises  until  it  reaches  about  320°  (150°  C.) , beyond 
which  it  slowly  diminishes,  and  at  length  becomes  nearly  evanescent.  {Phil. 
Trans.  1856,  179.) 
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magnet,  consists  in  attaching  to  its  armature  a scale-pan,  and 
ascertaining  the  amount  of  weight  which  it  will  support ; but  it 
is  obvious  that  this  plan  is  not  susceptible  of  any  high  degree  of 
accuracy  ; it  is,  moreover,  in  many  cases,  quite  inapplicable.  A 
still  easier,  and  more  generally  useful,  because  far  more  accurate, 
method,  consists  in  suspending  the  magnet  horizontally  at  its 
centre,  by  means  of  a few  fibres  of  silk,  and  allowing  it  to  take  a 
fixed  direction  under  the  influence  of  a standard  bar  magnet, 
sufficiently  long  to  act  by  a single  pole  only  upon  the  magnet 
under  experiment : it  is  then  displaced  from  its  position  of  equili- 
brium, and  the  number  of  oscillations  which  it  describes  in  a given 
time  is  counted.  The  relative  intensity  of  the  power  of  two  or 
more  bars,  which  may  thus  be  compared,  is  proportionate  to  the 
square  of  the  number  of  vibrations  performed  in  equal  intervals  of 
time,  when  the  two  bars  are  placed  at  the  same  distance  from  the 
standard  magnet.  For  estimating  low  degrees  of  power,  the 
torsion  of  a glass  thread,  as  employed  in  Coulomb’s  electrometer 
(226),  may  be  used.  The  mutual  action  of  two  magnets  is 
inversely  as  the  square  of  the  distance  between  their  acting  poles. 

(220)  Magnetism  of  the  Earth — The  Dip. — The  remarkable 
fact  of  the  pointing  of  the  needle  towards  the  north  pole  of  the 
earth  has  been  explained  upon  the  hypothesis  that  the  globe  of  the 
earth  itself  is  a magnet,  the  poles  of  which  are  situated  nearly  in 
the  line  of  the  axis  of  rotation ; 
the  magnetism  of  the  earth’s  1 

north  pole  being  of  the  same 
kind  as  that  of  the  unmarked 
end  of  the  magnet.  If  a small 
magnetized  needle,  s n,  be 
freely  suspended  horizontally 
by  a thread  over  the  equator 
of  a sphere  (fig.  167)  9 or  10 
inches  (about  25  centimetres) 
in  diameter,  in  the  axis  of 
which  a small  magnetic  bar,  n s,  at  right  angles  to  the  point  of 
suspension  of  the  globe,  is  placed,  the  needle  will,  when  the  mng- 
netic  bar  is  horizontal,  as  in  No.  1,  assume  a direction  parallel  to 
the  magnetic  bar,  and  will  point  towards  n and  s,  preserving  its 
horizontal  position ; for  it  is  equally  attracted  by  the  north  and 
south  polarities  of  the  bar ; but  if  one  of  the  ends  of  the  mag- 
netic bar  be  made  gradually  to  approach  the  needle  as  at  2,  that 
end  of  the  needle  which  previously  pointed  towards  this  pole  will 
begin  to  incline  downwards,  or  to  dip,  until  when  the  end  s of 
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the  bar  is  exactly  under  the  point  n of  the  needle,  the  direction  of 
the  needle  •will  become  vertical.  On  bringing  the  opposite  end  of 
the  bar  towards  the  needle,  like  results  may  be  obtained  with 
the  other  end  of  the  needle.  Similar  phenomena  are  also  exhi- 
bited when  a magnetic  needle,  poised  horizontally  at  the  equator 
of  the  earth,  is  carried  towards  either  of  its  poles.  A needle, 
therefore,  which  when  unmagnetized  is  so  poised  as  to  assume  a 
horizontal  position,  in  the  latitude  of  London,  appears  to  become 
heavier  at  its  marked  end  by  the  process  of  magnetization.  An 
instrument  by  means  of  which  the  angular  amount  of  this  inclina- 
tion can  be  accurately  observed,  is  called  a dipping-needle. 

(221)  Declination  or  Variation. — In  each  hemisphere  there  is 
a single  point  at  which  the  dipping-needle  stands  vertically,  i.e., 
where  the  dip  is  90°.  In  the  northern  hemisphere  this  point  is 
situated  in  about  96°  40'  W.  Ion.  and  70°  14'  N.  lat.;  the  point 
where  it  would  be  vertical  in  the  southern  hemisphere  being 
nearly  in  730  S.  lat.  and  130°  E.  Ion.  The  line  of  no  dip  does 
not  correspond  to  the  earth’s  equator ; it  forms  an  irregular  curve 
inclined  to  it  at  about  120,  and  crossing  it  in  four  places.  This 
arises  from  the  fact  that  the  magnetic  system  of  the  earth  is  much 
more  complicated  than  is  represented  in  the  foregoing  paragraph. 
Instead  of  being  single,  it  appears  to  be  double,  as  was  first  pointed 
out  by  Halley,  and  in  neither  of  these  two  systems  does  the  mag- 
netic axis  coincide  with  the  axis  of  rotation  of  the  earth.  Conse- 
quently in  most  places  the  needle  does  not  point  to  the  true  geo- 
graphical north.  At  the  present  time  the  needle  in  London 
points  rather  more  than  20°  west  of  north.  This  deviation  from 
the  true  north  is  termed  the  variation  or  declination  of  the  needle. 

In  the  northern  hemisphere  there  are  four  lines  of  no  declina- 
tion ; two  of  which  may  be  considered  to  pass  through  the  point 
of  90°  of  dip,  and  two  others  which  do  not  pass  through  this  point. 
These  four  lines  of  no  declination  have  reference  to  a double 
magnetic  system  of  which  the  two  points  of  maximum  force  in 
the  northern  hemisphere  are  resultants ; and  these  points  were 
called  by  Halley  magnetic  poles.  They  do  not  correspond  to 
either  of  the  points  of  90°  of  dip,  Avhicli  have  also  been  called 
magnetic  poles. 

It  is  remarkable  that  the  declination  of  the  magnetic  needle 
is  not  constant  at  the  same  spot.  In  the  year  1657,  the  needle 
pointed  due  north  at  London.  It  then  gradually  assumed  a decli- 
nation to  the  west,  which  continued  to  increase  until  about  the 
year  1 840,  at  which  time  the  variation  to  the  west,  in  London,  was 
nearly  250 ; since  this  period  it  has  been  gradually  returning  I 
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towards  the  east,  and  on  January  i,  1867,  it  was  20°  32'  W.  at 
Kew.  The  rate  of  its  motion  differs  in  different  parts  of  its  pro- 
gress, becoming  slower  as  it  approaches  the  point  of  retrogression  ; 
at  present  it  is  about  8'  annually.  Independently  of  these  gradual 
and  progressive  changes,  the  variation  is  subject  to  diurnal  move- 
ments of  very  small  amount : north  of  the  magnetic  equator  in 
England  and  the  middle  latitudes,  the  north  end  of  the  needle 
moves  slowly  eastward  in  the  forenoon,  attaining  its  maximum 
between  the  hours  of  seven  and  ten  a.m.,  and  returns  to  its  mean 
position  at  about  ten  in  the  evening.  Connected  with  these 
alterations  are  corresponding  variations  in  the  dip,  which  during 
the  last  fifty  years  has  been  observed  in  London  to  diminish 
annually  about  2 ,-6.  From  observations  made  at  the  Kew  Ob- 
servatory, the  dip  in  January,  1867,  was  68°  5'. 

(222)  Variation  in  the  Intensity  of  the  Earth’s  Magnetism. — 
The  intensity  of  the  earth's  magnetism  is  also  found  to  vary  at 
different  points  of  the  surface,  but  the  law  of  its  increase  has  not 
been  clearly  determined : the  line  of  minimum  intensity,  or  mag- 
netic equator,  as  it  is  sometimes  called,  is  in  the  vicinity  of  the 
geographical  equator,  but  does  not  coincide  either  with  this  or  with 
the  line  of  no  dip  : it  forms  an  irregular  curve  cutting  both  of  these 
lines.  The  points  of  greatest  intensity,  moreover,  do  not  coincide 
with  those  at  which  the  dipping-needle  is  vertical.  The  highest 
degree  of  intensity  that  has  been  actually  measured  is  2^052,  the 
lowest  o- 70 6*  Both  the  maximum  and  minimum  here  men- 
tioned are  in  the  southern  hemisphere.  If  it  be  supposed  that  the 
globe  be  divided  by  a plane  passing  through  the  meridians  of  ioo° 
and  260°,  the  western  hemisphere,  comprising  America  and  the 
Pacific  Ocean,  presents  a higher  intensity  than  the  eastern  ; but  the 
charge  of  the  northern  and  of  the  southern  hemisphere  is  equal. 
In  the  northern  hemisphere  there  are  two  points  of  maximum 
intensity,  the  most  powerful  being  in  North  America,  and  deter- 
mined by  Lefroy,  in  1843-44,  to  be  situated  in  520  19'  N.  lat. 
920  W.  Ion.,  the  intensity  being  i'88.  The  weaker  maximum 
was  found  by  Hansteen  in  1828-29  in  Siberia,  in  120°  E.  Ion. 
with  an  intensity  of  1*76.  Sir  James  Ross,  in  1842-43,  found  the 
. principal  maximum  in  the  southern  hemisphere  in  about  the 


* The  unit  of  intensity  used  in  the  text  is  that  proposed  by  Humboldt, 
: derived  from  the  value  of  a particular  magnet  which  he  employed ; but  in  the 
i later  magnetic  observations  the  unit  of  intensity  employed  has  been  that 
' recommended  by  the  Royal  Society,  viz. : a second  of  time,  a foot  of  space,  and 
1 a grain  of  mass.  The  magnetic  intensity  upon  this  scale  at  Loudon  is  at  present 
■ (January,  1867)  io'^oi. 
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meridian  of  134°  E.  and  a few  degrees  North  of  the  Antarctic 
circle,  whilst  the  weaker  maximum  in  the  southern  hemisphere, 
according  to  Sabine,  is  about  130°  W.  The  intensity  of  the  mag- 
netic force  at  London  is  now  i'372. 

The  intensity  of  the  earth's  magnetism,  like  the  variation  and 
the  dip,  is  found  to  suffer  periodical  changes.  Besides  these 
regular  variations  of  the  magnetism  of  the  earth,  other  irregular 
variations  have  been  observed.  These  have  been  termed  magnetic 
storms : they  are  indicated  by  sudden  and  considerable  distur- 
bances of  the  magnetic  instruments,  of  short  duration,  which  are 
produced  by  some  widely  acting  causes,  as  these  disturbances  have 
been  noticed  simultaneously  at  very  distant  parts  of  the  earth's 
surface.  In  extreme  cases,  the  diminution  of  the  magnetic  inten- 
sity during  the  e storms'  has  amounted  to  a large  proportion  of  its 
total  force.  Sabine  considers  that  these  magnetic  storms  are  con- 
nected with  changes  in  the  solar  atmosphere,  which  are  indicated 
by  variations  in  the  number  and  form  of  the  spots  upon  the  sun’s 
disk  ■,  their  epochs  of  maximum  recurring  at  decennial  intervals, 
with  epochs  of  minimum  intensity  occurring  midway  between  each 
maximum.  These  intervals  coincide  with  the  decennial  epochs  of 
maximum  and  minimum  of  the  solar  spots  observed  by  Schwabe.* 

Since,  then,  the  earth  may  be  looked  upon  as  an  immense 
magnet  of  small  intensity,  it  is  natural  to  expect  that,  under 
favourable  circumstances,  magnetic  induction  should  arise  from 
its  influence.  Such  effects  are  indeed  continually  observed.  If  a soft 
iron  bar  be  placed  in  the  line  of  the  dip,  it  acquires  temporary 
magnetic  properties,  the  lower  extremity  acting  as  the  marked  pole 
of  a magnet  upon  a magnetized  needle,  while  the  upper  extremity 
acts  as  the  unmarked  pole.  By  reversing  the  position  of  the  bar, 
the  end  which  is  now  the  lower  will  still  possess  the  magnetism  of 
the  marked  pole.  A bar  of  steel,  such  as  the  poker  or  tongs,  which 
is  kept  in  a vertical  position  (a  line  in  this  latitude  not  far  removed 
from  that  of  the  dip),  is  from  this  cause  frequently  found  to  be 
permanently,  though  weakly,  magnetic.  It  is  to  the  same  cause 
operating  through  the  lapse  of  ages,  in  the  same  direction,  upon 
the  loadstone,  that  its  polarity  is  to  be  ascribed. 

If  a steel  bar  be  made  to  vibrate  while  placed  in  the  line  of  the 


* A singular  corroboration  of  this  theory  is  afforded  hy  an  observation  of 
Mr.  Carrington,  who  was  watching  a largo  spot  on  the  sun  on  1st  September, 
1859  : suddenly,  at  n11,  20'  A.M.,  a bright  spot  was  seen  in  the  middle  of  the 
dark  one ; this  appearance  lasted  for  about  ten  minutes,  and  a corresponding 
disturbance  in  time  and  duration  was  indicated  by  the  self-registering  magneto- 
meters at  Kew. 
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dip,  as  by  giving  it  a smart  blow,  it  is  magnetized  still  more  power- 
fully, and  this  effect  may  be  still  further  increased  by  the  inductive 
influence  of  other  masses  of  iron  placed  in  contact  with  it.  For 
instance,  by  allowing  a steel  bar,  supported  in  the  line  of  the  dip, 
to  rest  upon  an  anvil,  and  striking  it  strongly  with  a hammer,  it 
becomes  decidedly  magnetized.  All  permanent  magnetism  may, 
however,  again  be  removed  from  it  by  placing  it  across  the  line 
of  dip,  and  striking  it  two  or  three  blows  as  before. 

Iron,  nickel,  and  cobalt  are  the  only  substances  which  are 
powerfully  magnetizable ; but  a susceptibility  to  magnetism  in  a 
much  feebler  degree  has,  by  the  researches  of  Faraday  and  others 
(323),  been  proved  to  exist  in  a variety  of  other  bodies.  Before 
describing  the  method  in  which  these  experiments  were  conducted, 
it  will  be  necessary  to  examine  the  leading  phenomena  of  elec- 
tricity ) and  these  will  now  be  considered. 

§ II.  Static  Electricity. 

(223)  The  force  of  electricity  is  one  of  those  subtle  and  all- 
pervading  influences  which  are  intimately  connected  with  the 
operations  of  chemical  attraction.  Indeed  some  eminent  philo- 
sophers have  been  disposed  to  regard  electricity  and  chemical  at- 
traction in  the  light  of  different  manifestations  of  the  same  agent. 

For  upwards  of  2000  years  it  has  been  known  that  when 
amber  is  rubbed  upon  bodies  such  as  fur,  or  wool,  or  silk,  it 
acquires  for  a short  time  the  property  first  of  attracting  light 
objects,  such  as  fragments  of  paper  or  particles  of  bran,  and  after- 
wards of  repelling  them.  Until  about  260  years  ago,  amber  was 
the  only  known  substance  by  which  such  effects  were  produced. 
About  that  time  Gilbert  discovered  that  a number  of  other  bodies, 
such  as  glass,  sealing-wax,  and  sulphur,  might  be  made  to  excite 
similar  motions.  The  power  thus  called  into  action  has  been  called 
electricity,  from  r)\eicTpov  (amber),  the  body  in  which  it  was  first 
observed.  Independently  of  its  origin  in  friction,  it  has  been 
found  that  electricity  is  liberated  by  chemical  action,  by  certain 
vital  operations,  by  heat,  by  magnetism,  by  compression,  and  in 
fact  by  almost  every  motion  that  occurs  upon  the  face  of  the  globe. 
Electricity  neither  increases  nor  diminishes  the  weight  of  bodies 
under  its  influence,  and  neither  enlarges  nor  reduces  their  bulk. 
It  may  be  excited  in  all  substances,  may  be  communicated  from 
one  electrified  or  excited  body  to  another  previously  in  a neutral 
or  unelectrified  condition,  and  it  may  be  stored  up  for  the  pur- 
poses of  experiment. 

(224)  Two  Kinds  of  Electricity. — A very  simple  contrivance 
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will  suffice  for  examining  the  fundamental  phenomena  of  electricity 
as  developed  by  friction  : — 

Soften  a little  sealing-wax  in  the  flame  of  a candle,  and  draw  it 
out  into  a thread  8 or  io  inches  (20  or  25  centimetres)  long,  and  of 
the  thickness  of  a stout  knitting-pin.  Attach  to  one  end  of  it  a disk 

of  paper  about  an  inch  square,  as  re- 
presented in  fig.  168 ; suspend  this  rod 
and  disk  by  means  of  a paper  stirrup 
and  a few  fibres  of  unspun  silk  from  a 
glass  rod  fixed  horizontally  to  some 
convenient  support.  Now  rub  a stick 
of  sealing-wax  with  a bit  of  dry  flannel, 
and  bring  it  near  the  paper  disk ; the 
disk  will  at  first  be  strongly  attracted, 
and  will  then  be  as  strongly  driven 
away.  Whilst  it  is  in  this  condition 
of  repulsion  by  the  wax,  bring  towards 
it  a warm  glass  tube  that  has  been 
rubbed  with  a dry  silk  handkerchief; 
the  disk  will  be  immediatelv  attracted, 
and  in  an  instant  afterwards  it  will 
again  be  repelled,  but  it  will  now  be  found  to  be  attracted  by  the 
wax.  It  is  therefore  evident,  that  by  the  friction  of  the  glass 
and  of  the  wax,  two  similar  but  opposite  powers  are  developed. 
A body  which  has  been  electrified  or  charged  with  electricity  from 
the  wax  is  repelled  by  the  wax ; but  it  is  attracted  by  the  excited 
glass,  and  vice  versd.  In  order  to  distinguish  these  two  opposite 
powers  from  each  other,  that  power  which  is  obtained  from  the 
glass  has  been  termed  vitreous  or  positive  electricity : that  from 
the  wax  resinous  or  negative  electricity. 

Let  us  suppose  that  the  paper  disk  has  been  charged  by  means 
of  the  glass  tube,  so  that  it  is  repelled  on  attempting  to  bring  the 
glass  near  it ; this  state  will  be  retained  by  the  disk  for  many 
minutes.  This  contrivance  forms,  in  fact,  an  electroscope,  for  it 
furnishes  a means  of  ascertaining  whether  a body  be  electrified  or 
not,  and  even  of  indicating  the  kind  of  electricity.  Suppose  that 
a body  suspected  to  be  electrified  is  brought  near  the  disk,  which 
is  in  a state  repulsive  of  the  glass  tube;  if  repulsion  occur 
between  the  disk  and  the  body  which  is  being  tested  for  electri- 
city, it  is  at  once  obvious  that  the  substance  is  electrified ; and 
moreover,  that  it  is  vitrcously  electrified,  since  it  produces  an 
effect  similar  to  that  which  would  be  exhibited  by  an  excited  glass 
tube. 
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Fig.  169. 


The  phenomena  of  attraction  and  repulsion  may  be 
further  exemplified  by  the  following  experiments : — 

Suspend  two  straws,  separately,  by  a fibre  of  silk,  each 
to  a glass  rod  (fig.  169) ; bring  an  excited  stick  of 
sealing-wax  towards  each ; each  will  be  first  attracted 
and  then  repelled : whilst  thus  repulsive  to  the 

wax,  bring  the  one  near  to  the  other;  they  will 
recede  from  each  other  as  they  did  from  the  wax.  If 
both  straws  be  excited  by  glass,  they  will  in  like  manner 
repel  each  other;  but  if  one  be  excited  by  the  glass 
and  the  other  by  the  wax  they  will  attract  each  other. 

Hence  we  learn,  that  bodies  similarly  electrified  repel,  those  dif- 
ferently electrified  attract  each  other. 

Proceeding  a step  further,  it  will  be  found  that  whenever  two 
bodies  are  rubbed  together,  both  kinds  of  electricity  are  liberated, 
but  so  long  as  the  two  bodies  remain  in  contact,  no  sign  of  the 
presence  of  either  electricity  appears ; on  separating  them,  both 
are  found  to  be  electrified — one  vitreously,  the  other  resinously : 
for  example,  stretch  a piece  of  dry  silk  over  a brass  plate,  and  rub 
it  upon  a glass  plate ; so  long  as  the  two  bodies  are  in  contact, 
the  quantities  of  each  kind  of  electricity  set  free  are  precisely 
sufficient  to  neutralize  each  other,  and  the  combined  plates  wall 
not  affect  the  electroscope,  but  as  soon  as  the  glass  plate  and  the 
silk  are  separated,  the  glass  will  repel  the  disk  (fig.  168),  while 
the  silk  will  attract  it. 

(325)  Insulators  and,  Conductors. — Bodies  that  have  been  thus 
electrically  excited,  return  to  their  neutral  condition  when  touched 
by  other  substances,  but  with  degrees  of  rapidity  depending  on 
the  kind  of  body  which  touches  them.  A rod  of  sealing-wax  or 
of  shell-lac,  for  example,  may  be  held  in  contact  with  any  electrified 
body  without  sensibly  lessening  the  charge ; but  the  momentary 
touch  of  a metallic  wire,  or  of  the  hand,  is  sufficient  to  remove  all 
indications  of  electric  excitement : it  is  therefore  clear  that  there 
are  some  bodies  wrhich,  like  the  wire  or  the  hand,  readily  allow 
the  passage  of  electricity,  and  these  are  termed  conductors ; whilst 
there  are  others  which,  like  shell-lac,  do  not  easily  allow  its  pas- 
sage, and  these  are  called  insulators.  There  is,  however,  no 
absolute  line  of  distinction  between  these  two  classes  of  bodies ; 
there  is  no  such  thing  as  either  perfect  insulation,  or  perfect 
conduction,  for  the  two  classes  of  bodies  pass  gradually  one  into 
the  other. 

In  the  following  table  each  substance  enumerated  is  superior 
in  insulating  power  to  all  those  which  follow  it.  The  nearer  the 
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substance  is  to  the  bottom  of  the  table,  the  better,  on  the  contrary, 
is  its  conducting  power  : — 

Insulators. 

Dry  Gases  aud  Dry  Steam. 

Shell-Lac. 

Sulphur. 

Amber. 

Resins. 

Caoutchouc. 

Gutta  Percha. 

Diamond,  and  some  other 
precious  stones. 

Silk. 

Dry  Fur. 

Glass. 

Ice. 

Any  object  is  spoken  of  as  being  electrically  insulated  when  it 
is  supported  by  means  of  some  badly-conducting  substance  which 
prevents  the  free  escape  of  the  electricity.  The  presence  of 
moisture  deposited  from  the  air  upon  the  surface  even  of  the  best 
insulator  converts  it  for  the  time  into  a conductor,  and  is  one  of  the 
most  annoying  impediments  to  the  success  of  electrical  experi- 
ments, as  the  power  is  carried  off  as  fast  as  it  is  accumulated. 
Glass  is  especially  liable  to  this  inconvenience,  but  by  varnishing 
it  when  practicable,  and  keeping  it  thoroughly  warm,  the  difficulty 
is  diminished.  By  due  precautions,  instruments  may  be  constructed 
which,  in  dry  air,  will  preserve  a charge  for  several  hours. 

The  most  perfect  insulators  still  allow  electric  power  to  tra- 
verse them,  although  by  a process  different  from  conduction,  and 
hence  they  are  termed  Dielectrics  (230).  For  instance,  if  one 
side  of  a plate  of  glass  be  electrified  by  rubbing  •» 
it  with  a piece  of  silk,  the  opposite  face  also 
acquires  the  power  of  attracting  particles  of 
bran  or  other  light  objects. 

(226)  Electroscopes. — Various  instruments  have  been 
devised  for  detecting  feeble  charges  of  electricity.  One  of 
the  most  convenient  of  these  is  the  gold-leaf  electroscope 
(fig.  170),  which  is  sensible  to  extremely  small  charges. 

It  consists  of  a pair  of  gold  leaves  suspended  from  the 
lower  extremity  of  a metallic  wire  which  terminates  above 
in  a brass  plate.  The  wire  is  insulated  by  passing  it 
through  a varnished  glass  tube  packed  with  silk,  and  the 
whole  is  surrounded  and  supported  by  a glass  case.  The 
approach  of  an  excited  body  instantly  causes  the  divergence  of  the  leaves.  If  a 
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Spermaceti. 

Turpentine  and  Volatile  Oils. 
Fixed  Oils. 

String  and  Vegetable  Fibres. 
Moist  Animal  Substances. 
Water. 

Saline  Solutions. 

Flame. 

Melted  Salts. 

Plumbago. 

Charcoal. 

All  the  Metals. 

Conductors. 
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glass  tube  be  rubbed  with  a dry  handkerchief,  and  touched  with  a small 
disk  of  paper  insulated  by  attaching  it  to  a rod  of  sealing-wax,  as  directed 
in  preparing  the  electroscope  (fig.  168),  a small  vitreous  charge  will  be 
received  by  the  paper,  and  if  carried  by  it  to  the  cap  of  the  electroscope, 
the  leaves  will  diverge  permanently  with  vitreous  electricity.  The  approach  of 
the  glass  rod  would  cause  the  leaves  to  diverge  further,  whilst  that  of  a stick  of 
excited  wax  would  cause  them  to  collapse. 

An  instrument  (fig.  1 71)  called  a torsion 
electrometer  was  devised  by  Coulomb  for  accurately 
measuring  minute  differences  in  the  amount  of 
electrical  force.  The  force  which  he  opposed  to 
that  of  electricity  was  the  resistance  to  twisting 
which  is  offered  by  an  elastic  thread.  A fibre  of 
silk,  a fine  silver  wire,  or  a thread  of  glass,  has 
been  used  for  the  purpose  of  measuring  the  angle 
of  torsion,  this  angle  in  perfectly  elastic  bodies 
being  exactly  proportioned  to  the  force  applied. 

By  means  of  a long  glass  thread,  fastened 
above  to  a pin,  p (carrying  an  index  which  tra- 
verses the  graduated  plate,  b),  a needle  of  shell-lac 
is  suspended  freely  in  the  glass  case,  A.  This 
needle  is  terminated  at  one  end  by  a gilt  ball,  b, 
at  the  other  by  a paper  disk  which  serves  to  check 
its  oscillations.  In  the  glass  cover  of  the  instru- 
ment is  a small  aperture  through  which  another 
gilt  ball,  a (the  carrier),  also  suspended  by  shell- 
lac,  can  be  introduced  and  withdrawn.  In  order 
to  equalize  the  induction,  two  narrow  strips  of  tin- 
foil,  c and  d,  connected  with  the  earth,  and  having  a narrow  interval  between 
them,  are  pasted  upon  the  inside  of  the  glass  cylinder,  one  a little  above  and  the 
other  a little  below  the  level  of  the  balls ; a graduated  circle  is  pasted  on  the 
glass  for  reading  off  the  angular  deviation  of  the  needle.  When  the  instru- 
ment is  to  be  used,  the  carrier- ball  is  adjusted  so  that  after  it  has  been  removed 
it  can  with  certainty  be  replaced  in  the  same  position  as  at  first ; the  ball  upon 
the  needle  is  adjusted  by  turning  the  pin  until,  without  any  twist  upon  the 
thread,  it  shall  just  touch  the  carrier,  its  centre  being  at  the  zero  of  the  scale, 
and  the  position  of  the  index  on  the  upper  graduated  plate,  b,  is  noted.  The 
carrier-ball,  a,  is  next  made  to  touch  the  object  the  electricity  of  which  is  to  be 
measured : it  takes  off  a quantity  proportioned  to  the  amount  accumulated  on 
the  spot.  The  ball  a is  immediately  replaced  in  the  instrument ; it  divides  its 
charge  with  the  ball  b on  the  needle,  and  repulsion  ensues.  The  thread  which 
supports  the  needle  is  then  twisted  until  the  centre  of  the  ball  b is,  by  the  force 
of  torsion,  brought  back  towards  the  carrier,  a,  to  some  determinate  angle  (say 
30°)  marked  on  the  graduation  of  the  glass  case;  suppose  the  number  of  degrees 
through  which  it  has  been  necessary  to  twist  the  thread  to  be  1600;  1600  + 30°, 
or  190°,  will  represent  the  repulsive  force.  To  compare  this  amount  with  any 
other  quantity,  the  balls  must  be  discharged,  and  the  experiment  repeated  under 
the  new  conditions,  noting  the  number  of  degrees  of  torsion  required  to  make  the 
• needle  stand  at  30°  as  before : the  amount  of  the  force  is  directly  proportionate 
to  the  torsion  angle  in  the  two  cases.  Suppose  in  a second  experiment  that  the 
thread  sustain  a twist  of  1800  before  the  ball  b is  brought  back  to  the  angle  of 
30° ; the  force  will  now  be  1 8o°  + 30°,  or  2 1 o°,  and  the  relative  electrical 
repulsions  in  the  two  experiments  will  be  as  190  : 2 to. 

Another  very  convenient  electrometer  was  devised  by  Peltier,  in  which  the 
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directive  force  exerted  by  the  earth  upon 
a small  magnet  is  substituted  for  the 
torsion  of  a wire  Fig.  172  represents 
Peltier’s  electroscope : a b is  a metallic 
wire  terminating  above  in  a brass  knob, 
and  cemented  by  means  of  shell-lac  into 
an  insulating  foot  of  ebonite,  c.  At  b is 
a brass  ring,  from  which  proceed  two 
brass  arms,  d,  d.  In  the  ring  is  sup- 
ported a light  metallic  needle,  e,  which 
moves  freely  upon  a pin  like  a compass- 
needle.  This  metallic  needle  carries  a 
small  magnetized  steel  wire,  m.  In 
order  to  use  the  instrument,  it  is  placed 
so  that  the  needle,  e,  when  the  steel 
wire,  m,  is  exactly  in  the  magnetic 
meridian,  is  just  made  to  touch  the  arms, 
d,  d.  On  communicating  a charge  of 
electricity  to  the  ball,  a,  it  spreads  over 
the  insulated  wire  and  needle,  e ; the 
needle  is  immediately  repelled  by  the 
fixed  arms,  d,  d,  and  the  amount  of  its 
angular  deviation  gives  the  means  of 
estimating  the  force;  this,  however,  is 
not  directly  proportionate  to  the  number 
of  degrees  which  represent  the  angle  of  deviation.  These  values  must  be  ascer- 
tained by  direct  experiment. 

It  was  long  imagined  that  non-conductors  only  were  capable 
of  excitement  by  friction,  and  hence  they  were  termed  electrics ; 
all  bodies,  however,  exhibit  this  phenomenon,  if  proper  care  be 
taken  to  insulate  them.  If,  for  example,  a piece  of  brass  tube 
insulated  by  a glass  handle  be  rubbed  upon  fur,  it  receives  a charge, 
as  may  be  shown  by  bringing  it  near  the  disk  of  the  electroscope 
(fig.  1 6 8).  Even  two  dissimilar  metals,  after  being  brought  into 

contact  with  each  other,  may,  with  proper  precautions,  be  made  to 
show  signs  of  electric  excitement  on  being  separated  (257).  The 
friction  of  glass  against  metal  spread  over  silk  is  attended  by  a 
more  powerful  development  of  electricity  than  when  silk  alone  is 
used ; and  an  amalgam  consisting  of  1 part  of  tin,  2 of  zinc,  and  6 
of  mercury,  rubbed  to  fine  powder  and  mixed  with  a little  lard, 
is  found  to  be  highly  effectual  in  exalting  the  force  which  is  deve- 
loped. The  same  substance,  however,  does  not  always  manifest 
the  same  electrical  condition  when  rubbed  : glass  when  rubbed 
upon  silk  becomes  vitreously  excited ; but  if  rubbed  on  the  fur 
of  a cat  it  exhibits  resinous  electricity.  Metallic  bodies,  when 
their  surface  is  perfectly  free  from  oxide,  become  negatively 
electric  when  rubbed  by  imperfect  conductors,  such  as  silk,  fur, 
wool,  cork,  or  ivory.  The  amount  of  friction  necessary  to  produce 


Fig.  172. 


ELECTRICAL  HYPOTHESES. 


411 


electric  excitement  is  exceedingly  small ; tlie  mere  drawing  of  a 
handkerchief  across  the  top  of  the  electroscope  (fig.  170),  or  even 
across  the  clothes  of  a person  insulated  by  standing  on  a cake  of 
resin,  or  on  a stool  with  glass  legs,  provided  he  touch  the  cap  of 
the  instrument,  is  sufficient  to  cause  divergence  of  the  leaves. 
The  simple  act  of  drawing  off  silk  stockings,  or  a flannel  waist- 
coat, or  the  combing  of  the  hair  in  frosty  weather,  frequently 
occasions  the  snapping  and  crackling  noise  due  to  the  electric 
spark ; and  the  stroking  of  the  fur  of  a cat  at  such  a season  is 
known  to  produce  similar  effects. 

(227)  Electrical  Hypotheses. — These  various  phenomena  have 
been  accounted  for  by  two  principal  hypotheses. 

One  of  these,  commonly  known  as  the  ‘ theory  of  one  fluid/ 
is  due  to  Franklin.  Electricity,  upon  this  view,  is  supposed  to  be 
a subtle  imponderable  fluid,  of  which  all  bodies  possess  a definite 
share  in  their  natural  or  unexcited  state.  By  friction,  or  other- 
wise, this  normal  state  is  disturbed.  If  the  body  rubbed  receive 
more  than  its  due  share,  it  acquires  vitreous  electricity,  or,  in  the 
terms  of  Franklin,  becomes  electrified  positively,  or  +;  whilst  at 
the  same  time  the  quantity  of  electricity  in  the  rubber  which 
becomes  resinously  charged  is  supposed  to  be  diminished,  and 
thus  the  rubber  acquires  a negative  or  — state.  Franklin  sup- 
posed the  particles  of  the  electric  fluid  to  be  highly  self-repulsive, 
and  to  be  powerfully  attractive  of  the  particles  of  matter. 

The  other  hypothesis,  the  f theory  of  two  fluids J was  originally 
proposed  by  Dufay.  According  to  this  view  there  are  two  electric 
fluids,  the  vitreous  and  the  resinous,  equal  in  amount  but  opposite 
in  tendency ; when  associated  together  in  equal  quantity  they 
neutralize  each  other  perfectly : a portion  of  this  compound  fluid 
pervades  all  substances  in  their  unexcited  state.  By  friction  the 
compound  fluid  is  decomposed ; the  rubber  acquires  an  excess  of 
one  fluid,  say  the  resinous,  and  thus  becomes  resinously  excited ; 
the  body  rubbed  takes  up  the  corresponding  excess  of  vitreous 
electricity,  and  becomes  excited  vitreously  to  an  equal  extent. 
Upon  this  view  the  particles  of  each  fluid  are  self-repulsive,  but 
powerfully  attract  those  of  the  opposite  kind. 

The  language  of  either  theory  may  be  employed  in  order  to 
distinguish  the  two  kinds  of  electricity : the  term  vitreous  or 
positive  maybe  used  indifferently  for  one  kind,  and  resinous  or  nega- 
tive for  the  other  kind,  provided  it  be  borne  in  mind  that  positive 
and  negative  are  mere  distinguishing  terms : negative  electricity 
being  as  real  a force  as  the  positive. 

It  is  manifest  that  one  or  other  of  these  hypotheses  must  be 
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false,  yet  either  will  serve  to  connect  the  facts  together.  The 
supposition  of  an  electric  fluid  is,  notwithstanding,  gradually 
being  abandoned.  The  supposition  of  a gravitative  fluid  might, 
with  nearly  as  much  propriety,  be  insisted  on  to  explain  the  phe- 
nomena of  gravitation,  or  a cohesive  fluid  to  account  for  those  of 
cohesion. 

Electricity  is  now  regarded  as  a compound  force,  remarkable 
for  the  peculiar  form  of  action  and  reaction  which  it  exhibits. 
This  kind  of  action  and  reaction  follows  the  same  law  of  equality 
and  opposition  in  its  manifestations  as  that  which  is  exhibited 
more  obviously  in  the  phenomena  of  mechanics.  Whenever 
vitreous  electricity  is  manifested  at  one  point,  a corresponding 
amount  of  resinous  electricity  is  invariably  developed  in  its 
vicinity,  reacting  against  it,  and  thus  enabling  its  presence  to  be 
recognized,  although  this  reacting  force  may  not  be  immediately 
perceptible. 


The  phenomena  of  vitreous  and  resinous 
electricity  may  be  rudely  but  not  inaptly 
illustrated  by  those  of  elasticity  exhibited  by 
an  ordinary  spring,  as  shown  at  s,  fig.  173. 
The  spring  in  its  unstretched  state  may  re- 
present the  body  in  its  unelectrified  condi- 
tion ; it  then  displays  nothing  of  the  pecu- 
liar power  that  it  possesses.  The  spring 
cannot  be  stretched  from  one  extremitv  only  ; 
but  if  fixed  at  one  end,  as  by  hooking  it  to 
the  pin,  p,  a weight,  w,  may  be  applied  to 
the  other  end,  and  it  will  seem  to  be  stretched 
by  one  force  only.  In  reality,  however,  it  is  not  so ; for  by  substi- 
tuting at  v a weight  equal  in  amount  to  that  at  w,  instead  of  the 
fixed  point,  p,  the  strain  upon  the  spring  remains  unaltered,  but 
a reaction,  equal  in  amount  to  the  original  action  of  the  weight, 
w,  is  instantly  rendered  evident. 

So  it  is  with  electricity ; cases  not  unfrequently  occur  where 
one  kind  only  of  electricity  seems  to  be  present,  but  a careful  exa- 
mination will  always  detect  an  equal  amount  of  the  opposite  kind. 
This  essential  character  of  action  and  reaction  in  the  electrical 
force  will  be  more  clearly  manifested  in  the  following  remarks  and 
experiments. 

(228)  Electrical  Induction. — In  the  preceding  cases  the  elec- 
tricity has  been  excited  by  friction  and  communicated  to  other 
bodies  by  contact.  An  insulated  charged  body,  howpver,  exerts  a 
remarkable  action  upon  other  bodies  in  its  neighbourhood.  Long 
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before  contact  occurs,  tbe  mere  approach  of  an  excited  glass  tnbo 
towards  the  electroscope  causes  divergence  of  the  leaves,  and  on 
removing  the  glass  tube,  if  it  have  not  been  allowed  to  touch  the 
cap  of  the  instrument,  all  signs  of  disturbance  cease. 

The  following  mode  of  performing  the  experiment  will  afford  a 
means  of  examining  this  action  of  an  electrified  substance  upon 
objects  at  a distance  : — 

Place  two  cylinders  of  wood,  or 
of  metal,  each  supported  on  a var- 
nished stem  of  glass,  so  as  to  touch 
each  other  end  to  end  (fig.  174,  1) ; 
from  the  outer  extremity  of  each 
suspend  a couple  of  pith  balls  by  a 
cotton  thread,  and  bring  the  excited 
glass  tube  near  one  end  of  the  ar- 
rangement as  shown  at  2.  Electric 
disturbance  will  be  shown  by  the  repulsion  of  both  pairs  of  balls. 
Separate  the  two  cylinders  without  touching  the  conducting 
portion,  and  then  remove  the  glass  tube ; the  balls  will  still  con- 
tinue to  diverge  (3).  But  let  the  glass  be  again  brought  near; 
the  balls  on  the  cylinder  originally  nearest  the  glass  will  collapse, 
showing  this  cylinder  to  be  negatively  excited,  while  the  same 
excited  glass  will  cause  the  balls  on  the  further  cylinder  to 
diverge  from  the  presence  of  positive  electricity.  Again,  remove 
the  glass  altogether,  and  bring  the  two  cylinders  into  contact ; 
a spark  may  generally  be  seen  to  pass  between  them,  and  both 
pairs  of  balls  will  immediately  collapse  and  continue  at  rest.  The 
entire  amount  of  force  existing  upon  the  two  cylinders  taken 
together  remains  the  same  throughout  the  whole  period  of  the  ex- 
periment, but  its  distribution  is  altered,  as  is  shown  by  the  posi- 
tion of  the  signs  + and  — . The  experiment  may  be  explained  in 
the  following  manner : — Suppose  the  two  cylinders  to  be  in  the 
neutral  state  (No.  1)  ; on  bringing  the  excited  glass  tube  near  to 
them,  a portion  of  the  negative  electricity  appears  to  be  drawn 
towards  the  end  of  the  cylinder  nearest  to  the  glass,  as  in  No.  2, 
whilst  the  corresponding  quantity  of  disengaged  positive  electricity 
causes  the  balls  on  both  cylinders  to  diverge : the  moment  the 
glass  is  removed,  the  negative  electricity  redistributes  itself  as  in 
No.  1,  and  the  balls  collapse;  but  if  the  two  cylinders  be  sepa- 
rated before  the  glass  is  removed,  and  if  the  excited  glass  be  then 
withdrawn,*  the  results  will  be  such  as  are  represented  in  No.  3, 


Fig.  174. 


* If  the  glass  tube  be  withdrawn  gradually  to  a certain  distance,  the  balls 
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in  which  the  negative  electricity  on  one  of  the  cylinders  is  more 
than  sufficient  to  neutralize  the  positive,  and  hence  the  halls 
diverge  negatively  ; while  on  the  other  it  is  less  than  sufficient  for 
the  positive,  consequently  the  balls  diverge  with  positive  electricity. 
On  causing  the  two  cylinders  to  approach  each  other  when  in  this 
state,  the  two  forces  will  neutralize  each  other,  and  if  of  sufficient 
power,  the  reunion  will  be  attended  'with  a slight  spark. 

This  action  at  a distance  of  one  electrified  body  upon  others  in 
its  neighbourhood  is  termed  electrical  induction.  It  is  a principle 
of  very  extensive  application,  and  indeed  it  furnishes  a key  to  the 
explanation  of  the  greater  number  of  electrical  phenomena. 

An  instance  of  electrical  induction  is  afforded  in  the  action  of 
the  gold-leaf  electroscope.  Let  1 (fig.  175)  represent  the  instru- 


Fig.  175. 


ment  in  a neutral  state.  As  soon  as  an  excited  glass  tube,  g,  is 
caused  to  approach  the  cap  of  the  electroscope,  the  leaves  will 
diverge,  as  at  %.  Whilst  the  glass  tube  is  still  near  the  instrument, 
let  the  cap  of  the  electroscope  be  touched  with  the  hand,  so  as  to 
uninsulate  it  for  a moment,  as  at  3,  hy  placing  it  in  communica- 
tion with  the  earth  through  the  body,  which  acts  the  part  of  a 
conductor ; the  leaves  will  collapse,  and  the  instrument  will  seem 
to  be  quiescent;  now  remove  the  finger  from  the  cap,  and  then 
take  away  the  glass  tube,  g ; instantly  the  leaves  diverge,  and  the 
electroscope  is  permanently  charged,  in  consequence  of  a change  in 
the  distribution  of  the  electricity,  as  represented  at  4.  Its  charge, 
however,  is  not  positive  like  that  of  the  glass,  but  negative ; for, 
if  the  glass  be  again  brought  near,  the  leaves  will  collapse,  while 
a stick  of  excited  wax  will  make  them  open  out  further.  These 
effects  arise  from  electrical  induction,  and  the  process  which  takes 
place  is  believed  to  be  the  following.  The  approach  of  the  tube 
in  the  first  instance  causes  the  negative  electricity  to  accumulate 


upon  the  cylinder  nearest  the  tube  will  gradually  collapse,  in  proportion  as  the 
inductive  power  is  weakened  by  distance ; a portion  of  the  negative  electricity 
being  liberated  in  quantity  sufficient  to  neutralize  the  free  positive  charge,  and, 
on  completely  withdrawing  the  excited  tube,  the  excess  of  negative  electricity  is 
set  free,  aud  the  balls  now  diverge  negatively. 
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in  the  cap,  as  at  2,  where  it  is  retained  by  a species  of  attraction, 
in  which  condition  it  is  said  to  be  disguised.  The  leaves,  there- 
fore, diverge  with  a corresponding  quantity  of  positive  electricity 
thus  set  free ; things  being  in  this  state,  a touch  is  sufficient  to 
neutralize  the  excess  of  positive  electricity,  as  seen  in  3,  and  the 
instrument  appears  to  be  quiescent.  Remove  first  the  finger, 
and  then  the  glass  tube,  however,  and  the  negative  electricity, 
that  had  been  accumulated  on  the  surface  of  the  cap,  spreads 
over  the  whole  instrument  (though  in  the  diagram  this  is  only 
represented  as  taking  place  upon  the  leaves),  and  the  leaves 
diverge  with  negative  electricity,  as  shown  at  4. 

In  all  these  cases,  the  excited  body  itself  neither  loses  nor 
gains  electricity  by  the  process  just  described.  The  mode  in 
which  this  transfer  of  force  from  a distance  is  effected  still  remains 
to  be  considered. 

(229)  Faraday’s  Theory  of  Induction. — We  owe  to  Faraday  a 
theory  of  these  effects,  which  has  been  thus  concisely  summed  up 
by  Snow  Hams  ( Rudimentary  Electricity,  first,  ed.,  pp.  33,  34). 
Faraday  ‘ conceives  electrical  induction  to  depend  on  a physical 
action  between  contiguous  particles,  which  never  takes  place  at  a 
distance  without  operating  through  the  molecules  of  intervening 
non-conducting  matter.  In  these  intermediate  particles,  a sepa- 
ration of  the  opposite  electricities  takes  place,  and  they  become 
disposed  in  an  alternate  series  or  succession  of  positive  or  negative 
points  or  poles ; this  he  terms  a polarization  of  the  particles,  and 
in  this  way  the  force  is  transferred  to  a distance.  Thus, 
if  in  fig.  176,  p represent  a positively  charged  body,  and  Fig.  176. 
a,  b,  c,  d,  intermediate  particles  of  air,  or  other  non- 
conducting matter,  then  the  action  of  p is  transferred  to 
a distant  body,  n,  by  the  separation  and  electrical  polari-  ^ 
zation  of  these  particles,  indicated  by  the  series  of  black  ^99$ 
and  white  hemispheres.  Now,  if  the  particles  can  main-  g g Qc 
tain  this  state,  then  insulation  obtains;  but  if  the  forces  9 9 gi 
communicate  or  discharge  one  into  the  other,  then  we 
have  an  equalization  or  combination  of  the  respective  and 
opposite  electricities  throughout  the  whole  series,  in- 
cluding p and  n/  . . . e He  assumes  that  all  particles  of  matter 
are  more  or  less  conductors : that  in  their  quiescent  state  they 
are  not  arranged  in  a polarized  form, but  become  so  by  the  influence 
of  contiguous  and  charged  particles.  They  then  assume  a forced 
state,  and  tend  to  return,  by  a powerful  tension,  to  their  original 
normal  position ; that  being  more  or  less  conductors  the  particles 
charge  cither  bodily  or  by  polarity  ; that  contiguous  particles  can 
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communicate  their  forces  more  or  less  readily  one  to  the  other. 
When  less  readily,  the  polarized  state  rises  higher,  and  insulation 
is  the  result : when  more  readily,  conduction  is  the  consequence/ 

. ‘ Induction  of  the  ordinary  kind  is  the  action  of  a charged 

body  upon  insulating  matter,  or  matter  the  particles  of  which 
communicate  the  electrical  forces  to  each  other  in  an  extremely 
minute  degree  ; the  charged  body  producing  in  it  an  equal  amount 
of  the  opposite  force,  and  this  it  does  by  polarizing  the  particles’ 
(fig.  176). 

(230)  Distribution  of  Electric  Charge. — Bodies  susceptible  of 
this  polarization  are  termed  dielectrics  ; and  whether  they  be  solid, 
liquid,  or  aeriform,  the  electric  force  is  transmitted  through  them 
freely.  A pane  of  glass  interposed  between  the  excited  tube  and 
the  cap  of  the  electroscope  will  in  no  sensible  manner  affect  the 
divergence  of  the  leaves,  wdiich  will  occur  as  usual ; but  the  inter- 
position of  an  uninsulated  sheet  of  tin-plate,  or  even  of  a screen  of 
wire  gauze,  will  effectually  stop  all  signs  of  electric  excitement 
on  the  leaves. 


Owing,  however,  to  the  molecular  action  by  which  induction 
is  propagated,  Faraday  has  shown  that  it  may,  under  certain  cir- 
cumstances be  traced  round  the  edges  of  such  a 
screen,  and  it  may  be  continued  either  in  curved 
or  in  straight  lines.  Let  s (fig.  177)  represent  a 
mass  of  shell-lac  which  has  been  excited  by  friction 
at  its  upper  part ; b,  a brass  plate  resting  on  the 
shell-lac,  but  also  iu  conducting  communication 
with  the  ground.  At  a,  a strong  inductive  action 
is  perceived,  which  is  weaker  at  b,  weaker  still  at  c, 
and  very  trifling  at  d ; at  e it  increases,  and  at  / is  nearly  as  strong 
as  at  b,  whilst  at  g it  again  decreases,  from  the  effect  of  increasing 
distance. 


Fig.  177. 


Fig.  178. 


In  consequence  of  these  inductive  actions,  elec- 
tricity when  at  rest  is  always  distributed  over  the 
surface  of  a charged  object ; and  therefore, for  the  pur- 
pose of  collecting  electricity,  a hollow  shell  of  conduct- 
ing matter  is  quite  as  effectual  as  a solid  mass  of  the 
same  size.  Many  striking  experiments  may  he  given 
in  proof  of  this  important  fact.  For  instance,  place  a 
metallic  can,  c (tig.  178,  1),  upon  a small  insulating 
stand,  s ; communicate  a charge  to  a brass  ball,  in- 
sulated by  a slender  glass  rod,  and  introduce  this 
charged  ball  into  the  interior  of  the  can,  allowing  it 
to  touch  the  bottom  ; withdraw  the  ball ; it  will  be 
found  when  tested  with  the  electroscope  to  have  given 
up  all  its  electricity.  Touch  the  inside  of  the  can 
with  a proof  plane  (or  small  disk  of  paper  insulated 
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"by  a stout  filament  of  shell-lac)  and  hold  it  towards  the  charged  disk  of  the 
electroscope  (fig.  168),  no  action  will  be  perceived:  bring  the  proof  plane, 
however,  into  contact  with  any  part  of  the  outer  surface  of  the  metallic  can,  and 
an  abundant  charge  will  be  obtained.  No  charge  can  he  sustained  towards  the 
interior,  because  there  is  no  object  within  towards  which  induction  can  take 
place ; but  the  polarization  of  the  air  on  the  outside  produces  induction  towards 
all  surrounding  objects.*  But  now,  whilst  the  exterior  still  remains  charged, 
hold  an  unexcited  brass  ball,  attached  to  a metallic  wire,  in  the  inside  of  the  cup 
(fig.  178,  2),  without,  however,  allowing  it  to  touch  it;  if  the  insulated  paper 
disk,  under  these  circumstances,  be  made  to  touch  any  part  of  the  inside  of  the 
can,  it  will  receive  a charge : the  particles  of  the  air  within  the  can,  may,  under 
these  circumstances,  become  polarized,  because  the  brass  ball  is  in  a condition  to 
become  oppositely  charged  to  the  can.  If  the  can  be  positive,  the  ball  becomes 
negative,  its  positive  electricity  passing  off  to  the  earth  by  flie  wire. 

A similar  disturbance  of  electric  equilibrium  will  be  found 
whenever  a charged  body  is  brought  near  other  uninsulated  ones. 
If  an  excited  glass  tube  be  brought  towards  the  wall  of  the  room, 
and  just  opposite  to  the  tube  the  wall  be  touched  with  the  proof 
plane,  a small  charge  of  resinous  electricity  will  be  carried  off,  and 
will  be  perceptible  by  the  electroscope. 

By  increasing  the  surface  of  the  conductor  whilst  the  amount 
of  electricity  remains  the  same,  it  is  obvious  that  the  quantity 
upon  each  portion  of  exposed  surface  is  diminished,  and  the  ten- 
sion of  the  charge  is  said  to  be  lowered.  For  instance,  if  a me- 
tallic ribbon,  coiled  up  by  the  action  of  a spring,  be  attached  to 
the  cap  of  an  electroscope,  and  a small  charge  be  given  to  it,  a 
certain  divergence  of  the  leaves  will  be  produced ; on  uncoiling 
the  ribbon,  by  means  of  a silk  thread  attached  to  it  for  the  pur- 
pose, the  leaves  will  partially  collapse,  because  the  same  amount  of 
induction  towards  theceiling  and  floor  of  the  room  is  now  distributed 
over  a larger  surface;  but  on  allowing  the  spring  to  exert  its 
elasticity,  and  coil  up  the  ribbon,  the  leaves  will  again  resume 
their  original  divergence. 

In  all  cases  of  electric  excitement  the  charge  is  diffused  over 
the  surface  of  the  conductor,  but  the  form  of  that  surface  mate- 
rially influences  the  mode  in  which  the  electricity  is  distributed. 
If  a charged  sphere  be  suspended  in  the  centre  of  a room,  the 
superficial  distribution  of  the  force  will  be  uniform  on  all  parts  of 
its  surface.  But  if  two  similar  and  equally  excited  spheres  be 
suspended  side  by  side,  the  electric  accumulation  will  be  greatest 
at  those  points  of  their  respective  surfaces  which  lie  at  the  oppo- 


* Indeed,  a delicate  electrometer  may  be  enclosed  in  a shell  of  conducting 
matter,  which  may  be  so  highly  charged  as  to  emit  sparks  in  all  directions, 
though  the  electrometer  will  remain  wholly  unaffected. 
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site  extremities  of  a line  passing  through  the  centre  of  each ; and, 
in  a charged  cylinder,  the  force  is  highest  at  the  two  ends. 

This  change  in  the  distribution  of  electricity  over  the  surface, 
which  depends  upon  the  change  of  form,  was  carefully  investigated 
by  Coulomb.  For  this  purpose  he  employed  his  torsion  balance, 
shown  at  fig.  17 1.  The  carrier-ball,  a,  of  the  instrument  was 
brought  into  contact  with  that  point  of  the  conductor  which  was 
to  be  examined;  the  ball  thus  acquired  a charge  proportional  to 
the  tension  of  the  electricity  at  that  spot;  and  the  tension  was 
measured  in  the  manner  already  described  (226),  by  the  angular 
repulsion  of  the"  needle ; different  points  of  the  conductor  were 
thus  examined  in  succession,  and  the  tension  at  each  point  was 
compared  with  the  others. 

In  this  way  it  was  found  that  if  two  spheres  of  unequal 
diameters  were  each  originally  electrified  to  the  same  degree  of 
tension  (that  is,  if  each  sphere  were  so  charged  that  the  quantity 
of  electricity  upon  a square  inch  of  the  surface  of  each  was  exactly 
equal,  when  the  two  were  separate)  on  bringing  the  two  into  con- 
tact, the  greatest  accumulation  still  occurred  at  the  extremities  of 
a line  joining  the  centre  of  the  spheres,  but  the  accumulation  was 
greater  on  the  small  ball  than  on  the  large  one.  The  experiment 
may  be  carried  still  further  : for  if  a series  of  spheres  gradually 
diminishing  in  size  be  employed,  till  at  last  they  virtually  end  in 
a point,  the  accumulation  at  length  becomes  so  great  that  the 
point  is  unable  to  retain  the  charge,  and  dispersion  ensues. 

A rough  idea  of  this  effect  may 
be  conveyed  by  fig.  179,  in  which 
a,  b,  and  c represent  three  inde- 
pendent spheres  diminishing  in  size, 
and  which  in  No.  1 are  supposed  to 
he  charged  with  electricity  of  equal 
tension,  as  represented  by  a shaded 
layer  of  equal  thickness  around  each, 
while  No.  2 represents  the  same 
three  halls  in  contact.  The  tension 
of  the  charge,  as  shown  hy  the  lines 
of  shadow,  is  proportionately  much 
greater  on  the  smallest  hall  than  on 
the  largest.  Points  must  therefore 
be  carefully  avoided  in  the  construc- 
tion of  apparatus  for  retaining  elec- 
tricity. For  similar  reasons  sharp  or  rough  edges  are  equally  objectionable. 

(231)  Electrical  Machines. — In  order  to  obtain  large  supplies 
of  electricity,  the  electrical  machine  is  employed.  Two  principal 
forms  of  this  instrument — viz.,  the  cylinder  and  the  plate  machine^ 
are  in  general  use. 


Fig.  179. 
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In  the  cylinder  machine  (fig.  180)  a hollow  cylinder  of  glass, 
c,  is  mounted  on  a horizontal  axis  turning  by  a winch  in  two 
strong  wooden  supports.  On  one  side  is  placed  a leather  cushion, 
r,  stuffed  with  hair  and  faced 
with  silk ; from  its  upper  edge 
proceeds  a silk  flap,  s,  which 
reaches  nearly  round  the  upper 
half  of  the  cylinder.  N is  a brass 
conductor  for  collecting  electri- 
city from  the  rubber.  The 
cushion  is  insulated  by  a strong 
glass  pillar,  g.  To  collect  the 
electricity  from  the  glass,  a me- 
tallic conductor,  p,  is  mounted 
on  an  insulating  stem  of  glass,  h ; 
this  conductor,  on  the  side  next  the  glass,  is  furnished  with  a row 
of  points,  which,  from  the  high  degree  of  induction  produced  upon 
them,  act  as  powerfully  in  receiving  as  in  dispersing  a charge. 
Before  using  the  machine,  a little  of  the  amalgam  of  zinc  and  tin 
(226)  is  spread  over  the  surface  of  the  cushion.  When  the  whole 
is  made  properly  dry  and  warm,  on  turning  the  handle  a brisk, 
crackling,  snapping  noise  is  heard,  whilst  flashes  and  sparks  of 
fire  dart  round  the  cylinder  from  the  edge  of  the  silk  flap.  Sparks 
of  two  or  three  inches  (5  or  6 centimetres)  in  length  may  now  be 
drawn  from  the  prime  conductor,  p,  if  the  hand  be  applied  to  the 
rubber  when  the  cylinder  is  turned.  In  order  to  obtain  a con- 
tinuous supply  of  sparks  from  the  conductor,  p,  it  is,  however, 
absolutely  necessary  to  maintain  a conducting  communication 
between  the  rubber  and  the  ground.  If  the  prime  conductor  be 
made  to  communicate  with  the  ground  while  the  rubber  is  insu- 
lated, sparks  may  be  freely  obtained  from  the  rubber  on  working 
the  machine.  The  electricity  from  the  cylinder  and  conductor, 
p,  however,  is  positive,  like  that  from  glass  generally,  whilst  that 
from  the  rubber  is  negative.  If  the  rubber  and  the  conductor, 
while  both  are  insulated,  be  connected  by  a metallic  wire,  no 
sparks  can  be  obtained  from  either,  however  vigorously  the  machine 
be  worked,  the  negative  electricity  of  the  rubber  being  exactly 
neutralized  by  an  equal  amount  of  positive  electricity  from  the 
cylinder  and  conductor.  The  reason  why  it  becomes  necessary, 
in  working  the  machine  effectively,  to  connect  either  the  rubber 
or  the  conductor,  p,  with  the  earth,  is  thus  rendered  obvious, 
since  otherwise  induction  takes  place  between  the  liberated  re- 
sinous electricity  on  the  rubber  and  the  positive  electricity  which 
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Fig.  181. 


accumulates  on  the  prime  conductor,  and  thus  prevents  its  free 
discharge.  No  sooner,  however,  is  the  negative  electricity  in  the 
rubber  supplied  from  the  unlimited  stores  of  the  earth  with  an  equi- 
valent amount  of  positive  electricity,  through  a chain  suspended 
to  it,  or  through  the  body  by  placing  the  hand  on  the  rubber, 
than  the  accumulated  positive  electricity  on  the  conductor,  p,  is 
free  to  pass  off  in  sparks  to  such  objects  as  are  sufficiently  near. 

In  the  Plate  Machine  (fig.  1 8 1 ),  a flat  plate  of  glass,  g,  is 
substituted  for  the  cylinder,  c,  in  fig.  180.  The  axis  of  rota- 
tion passes  through  the 
centre  of  this  plate,  and 
the  rubbers,  r,  r,  are 
placed  on  each  side  of 
the  glass  along  a por- 
tion of  its  circumfe- 
rence. In  this  form, 
however,  it  is  not  easy 
to  insulate  the  rubbers, 
and  to  obtain  negative 
electricity  separately, 
though  it  supplies  posi- 
tive electricity  in  abun- 
dance. p is  the  prime 
conductor,  insulated  by 
a glass  stem. 

(232)  Extensive  Operation  of  Induction. — As  the  principle  of 
induction  already  explained  is  one  which  pervades  the  whole  phe- 
nomena of  electricity,  we  proceed  to  point  out  a few  more 
examples. 

Every  case  of  attraction  is  preceded  by  induction : the  opposed  surfaces 
become  oppositely  electrified  by  polar  action,  after  which  attraction  ensues. 

The  following  elegant  experiment  by  Snow  Harris 
shows  the  steps  of  the  process  clearly : — Attach  to  a 
circular  disk  of  gilt  card,  a,  fig.  182,  about  three 
inches,  or  seven  centimetres,  in  diameter,  one  end  of 
a slip  of  gold-leaf,  and  by  a rod  of  shell-lac  fasten 
the  disk  to  a light  strip  of  wood,  balanced  at  the 
other  end  by  a weight.  Suspend  this  freely  by 
a thread,  as  represented  in  fig.  182;  on  bringing 
another  similarly  insulated  charged  gilt  disk,  b,  near 
A,  the  gold-leaf  upon  A will  diverge,  and  then 
attraction  of  the  disk  will  follow. 

Even  the  phenomena  of  electrical  repulsion  may 
ho  traced  to  induction.  If  a pair  of  slijjs  of  gilt 
paper  be  insulated  and  suspended  side  by  side  as  in 
the  electroscope,  they  will  diverge  when  charged  ; 


Fig.  182. 


ELECTRIC  INDUCTION ELECTROPHORUS. 


421 


whilst  in  this  condition  a proof  plane  will  detect  no  electricity  on  their  inner 
surfaces,  but  abundance  on  the  outer  ones : induction  takes  place  towards  sur- 
rounding objects,  which  attract  the  leaves,  and  they  separate  from  each  other : 
but  if  any  conducting  body  in  communication  with  the  earth  be  introduced 
between  the  two  leaves,  induction  now  takes  place  from  the  inner  surface  of  the 
leaves  towards  it,  and  they  instantly  collapse.  Many  amusing  electrical  experi- 
ments have  been  contrived  upon  the  principle  of  induction  : light  figures,  placed 
on  a conducting  surface  under  an  electrified  plate,  are  made  to  dance  by  alternate 
attractions  and  repulsions.  If  a number  of  strips  of  paper  be  supported  in  the 
centre  of  a room,  by  attaching  them  to  a wire  which  is  in  connexion  with  the 
conductor  of  a powerful  machine  in  action,  they  will  rise  up  and  diverge  in  all 
directions,  towards  the  ceiling,  the  walls,  and  the  floor,  under  the  influence  of 
induction ; if  a conducting  point  or  surface  be  brought  near  them,  they  will  all 
bend  over  and  converge  towards  it. 

(233)  Eleclrophorus. — The  electrophorus  of  Yolta  is  an  inex- 
pensive and  portable  kind  of  electrical  machine  which  derives 
its  name  from  iiXeKrpov,  and  cpopo^  carrying,  in  allusion  to  the 
manner  in  which  the  metallic  cover  carries  electricity : it  owes  its 
activity  to  the  operation  of  induction,  which  indeed  it  is  well 
calculated  to  exemplify.  The  instrument  (fig.  183) 
consists  of  a resinous  plate,  r,  12  or  15  inches  (30  ^IG-  i83- 
or  40  centimetres)  in  diameter,  which  may  be 
composed  of  equal  parts  of  shell-lac,  resin,  and 
Venice  turpentine,  melted  together  and  cast  into 
a circular  cake  of  about  an  inch  (25  millimetres) 
in  thickness.  This  cake  rests  on  a sheet  of  tin- 
plate or  metal,  t ; it  is  furnished  with  a moveable  cover  consisting 
of  a somewhat  smaller  circular  metallic  plate,  m,  to  which  is 
attached  an  insulating  handle.  The  resinous  cake  is  rubbed  with 
warm  and  dry  fur  or  flannel,  and  on  then  putting  down  the 
metallic  cover  by  its  insulating  handle,  a spark  of  negative 
electricity  may  be  drawn  from  it;  on  again  raising  it,  a spark 
still  brighter,  of  positive  electricity,  may  be  obtained.  On  re- 
placing the  cover,  another  negative  spark  may  be  drawn,  and  on 
raising  it,  another  positive  one,  and  these  alternate  effects  may 
be  obtained  for  an  indefinite  number  of  times. 

The  action  of  the  electrophorus  may  be  thus  explained.  When 
the  cake  is  rubbed,  it  becomes  negatively  electrified  on  its  upper 
surface ; the  under  surface,  which  is  in  communication  with  the 
earth  through  the  tin-plate,  becomes,  by  induction,  positive  to  a 
similar  extent,  the  particles  of  the  cake  being  thrown  into  a polar 
condition.  It  thus  polarizes  the  metallic  plate  on  which  it  rests, 
liberating  negative  electricity,  and  this  passes  off  to  the  earth, 
whilst  the  metal  preserves  a positive  charge,  which,  being  re- 
tained by  induction,  is  not  perceived  until  the  inductive  action  of 
the  upper  surface  is  directed  to  the  metallic  cover.  If  the  metallic 
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cover  be  now  brought  down  upon  the  upper  surface  of  the  cake,  it 
touches  the  resin  on  a few  points  only,  and  from  the  inferior  con- 
ducting power  of  the  resin  receives  but  little  direct  negative  charge 
from  the  contact;  instead  of  this,  the  under  surface  of  the  metal 
becomes  positive  by  induction  from  the  resin,  whilst  upon  its 
upper  surface  a corresponding  amount  of  negative  electricity  is  set 
free : this  escapes  in  the  form  of  a spark,  if  a conductor  be  pre- 
sented. On  raising  the  cover  after  the  escape  of  the  negative 
spark,  the  positive  electricity,  which  before  was  attracted  to  the 
lower  surface  of  the  metallic  cover  and  held  there  by  induction,  is 
in  excess,  and  it  is  ready  to  escape  as  a spark  when  a conductor  is 
presented  near  enough  to  it.  As  the  resin  has  lost  none  of  its 
charge,  the  process  may  be  repeated  for  an  indefinite  number  of 
times.*  If  after  the  resinous  cake  of  the  electrophorus  has  been 
excited  in  the  usual  mauner,  it  be  placed  upon  an  insulating  sup- 
port, and  the  metallic  cover  be  brought  down  upon  it  by  means  of 
the  insulating  handle,  little  or  no  negative  electricity  will  be  ob- 
tained from  the  upper  plate  on  connecting  it  with  the  ground  : 
but  if  a connexion  be  made  between  the  upper  and  under  metallic 
plate  by  touching  one  with  each  hand,  a slight  shock  will  be  felt 
(235),  owing  to  the  neutralization  of  the  positive  electricity  of  the 
lower  plate  by  the  liberated  negative  of  the  upper.  On  now  raising 
the  cover,  a positive  spark  may  be  obtained,  and  on  replacing  the 
discharged  cover  upon  the  resin,  the  same  series  of  phenomena 
may  be  repeated  as  often  as  the  operator  pleases,  without  exciting 
the  resin  anew. 

(234)  Spread  of  Induction. — A remarkable  peculiarity  in  elec- 
trical induction  has  yet  to  be  noticed.  When  a charged  sphere,  a, 
jpIG  jg4  is  suspended  exactly  in  the  centre  of  a hollow 

uninsulated  spherical  conducting  envelope,  b, 
fig.  1 84,  induction  diminishes  in  every  direc- 
tion as  the  square  of  the  distance ; but  it  is 
quite  otherwise  if  the  charged  ball  be  sus- 
pended within  the  hollow  sphere  in  any  other 
position.  If  we  compare  radiant  heat  with 
induced  electricity,  it  will  be  ftmnd  that  the 
approach  of  a cold  body,  s,  towards  a source 


* The  correctness  of  this  explanation  may  he  verified  by  substituting  for  the 
metallic  cover  a circular  disk  of  tinfoil  of  the  same  diameter,  and  pressing  it 
down  into  complete  contact  with  the  resinous  plate ; on  removing  the  tinfoil  it 
will  he  found  to  have  discharged  the  resinous  plate  completely ; and  no  charge 
will  now  bo  communicable  to  the  insulated  metallic  cover  until  the  surface  of 
the  resin  has  been  excited  afresh  by  friction. 
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of  radiant  heat  does  not  affect  the  radiation  to  the  objects  around, 
excepting  in  the  case  of  those  which  are  immediately  sheltered 
by  its  shadow,  as  at  n,  fig.  1 84 : not  so,  however,  if  we  bring  an 
uninsulated  conductor  towards  a body  charged  with  electricity. 
The  approach  of  such  a conductor  concentrates  the  inductive 
action  more  or  less  completely  upon  itself,  and  to  a corresponding 
extent  withdraws  that  action  which  was  previously  directed  towards 
the  surrounding,  but  more  distant,  envelope.  The  fewer  are  the 
intervening  particles  of  the  dielectric  air  to  be  polarized,  the  higher 
does  the  polarity  rise  in  each  particle,  and  the  more  completely  is 
the  induction  called  off  from  more  distant  objects ; consequently 
the  smaller  the  distance  between  the  charged  and  the  disturbing 
body,  the  more  complete  is  the  diversion.  The  polarity  of  the 
interposed  air  may  at  last  rise  so  high  that  it  can  sustain  the 
tension  no  longer,  and  a spark  passes  between  the  two  surfaces. 
The  particles  of  the  dielectric  are  in  a forced  condition,  and,  like 
the  coils  of  a spring,  tend  to  return  to  their  normal  state. 

This  important  fact  may  be  il- 
lustrated in  the  following  way.  Let 
a,  fig.  185,  represent  an  insulated 
circular  conducting  plate,  connected 
with  an  electroscope.  Give  to  the 
plate  a a small  positive  charge  suf- 
ficient to  cause  divergence  of  the 
leaves  of  the  electroscope;  then  cause 
a second  conducting  plate,  b,  which 
is  uninsulated,  to  approach  the  plate 
a.  The  leaves  of  the  electroscope 
will  gradually  collapse,  but  they  will  open  out  again,  when  b is 
withdrawn.  In  this  experiment  a portion  of  the  positive  electricity 
of  plate  b,  equivalent  in  quantity  to  that  of  the  charged  body,  a, 
passes  off  to  the  earth.  Owing  to  this  lateral  action,  if  the  plate  b 
be  retained  very  near  to  a,  the  plate  a may  receive  a considerable 
amount  of  charge,  by  repeated  applications  of  a body  feebly 
charged,  provided  that  such  body  is  freshly  charged  between  each 
contact  with  a : by  these  repetitions  small  quantities  of  electricity 
may  be  accumulated,  and  rendered  evident  by  suddenly  withdraw- 
ing the  uninsulated  plate,  b ; the  leaves  of  the  electroscope  diverge, 
because  by  such  withdrawal  the  whole  induction  is  directed  to 
surrounding  objects  instead  of  being  concentrated  upon  b.  An 
apparatus  of  this  kind  has  been  called  a condenser,  from  its  power 
of  collecting  and  rendering  visible,  by  repeated  contacts,  quantities 
of  electricity  too  minute  to  be  otherwise  perceptible. 


Fig.  185. 
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(235)  The  Leyden  Jar. — By  substituting  a solid  dielectric, 
such  as  glass,  for  the  sheet  of  air  between  the  plates  a and  b in 
the  preceding  experiment,  a much  higher  degree  of  induction  may 
be  obtained,  since  the  fixed  position  of  the  particles  of  the  glass 
prevents  them  from  moving  off  when  highly  charged.  In  fact,  a 
plate  of  glass  between  two  metallic  surfaces  constitutes  an  appa- 
ratus for  storing  up  electricity ; and  is,  in  its  simplest  form,  the 
important  instrument  celebrated  from  the  place  of  its  discovery 
as  the  Leyden  jar.  Excepting  as  a matter  of  convenience  it  does 
not  signify  whether  the  glass  be  flat  or  curved,  only  it  is  found 
more  easy  to  manipulate  with  jars  than  with  flat  plates.  The 
ordinary  form  of  Leyden  jar  is  represented  at  o, 
fig.  186.  It  consists  of  a bottle,  of  thin  glass, 
with  a wide  neck.  A coating  of  tinfoil  is 
pasted  upon  both  the  internal  surface,  1,  and 
the  outer  surface,  o,  to  within  three  or  four 
inches  (8  or  10  centimetres)  of  the  neck.  The 
upper  portion  of  the  glass  is  left  free  from 
conducting  matter  in  order  to  preserve  the  in- 
sulation of  the  two  coatings.  A wire,  sur- 
mounted by  a brass  knob,  and  supported  by  a 
smooth  plug  of  dry  wood,  serves  to  convey  the 
charge  to  the  inner  coating,  with  which  it  is 
in  contact.  Such  a jar  will  receive  and  sustain 
a charge  of  much  higher  intensity  than  a 
simple  conducting  surface  of  brass  or  of  tinfoil 
of  the  same  extent. 

A simple  experiment  will  suffice  to  show 
the  correctness  of  this  statement.  A single 
turn  of  the  machine  will  be  sufficient  to  cause  a straw,  e,  fig.  186, 
suspended  from  the  centre  of  the  graduated  arc,  and  attached  to 
the  prime  conductor  of  the  machine,  p,  to  assume  its  utmost 
angular  repulsion;  but  if  the  knob  of  a Leyden  jar,  which  need 
not  expose  a coated  surface  of  an  extent  equal  to  the  superficial 
area  of  the  prime  conductor,  be  presented  as  at  r,  it  will  take 
eight  or  ten  turns  of  the  machine  to  produce  the  same  amount  of 
repulsion ; bright  sparks  will  pass  in  rapid  succession  between  the 
knob  and  the  conductor,  if  the  two  he  separated  by  a small 
interval,  and  on  connecting  the  two  coatings  of  the  jar  by  the 
discharging  rod,  d (which  is  merely  a jointed  wire  terminating  in 
brass  balls,  and  which  for  safety  is  insulated  on  a glass  handle), 
the  equilibrium  is  restored  suddenly  and  completely  with  a loud 
snap  uud  a brilliant  spark.  If  the  discharge  were  allowed  to 


Fig.  186. 
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take  place  through  the  arms,  or  any  part  of  the  body,  a sudden 
painful  sensation,  termed  the  electric  shock,  would  he  experienced. 
The  power  of  the  Leyden  jar  may  be  increased  by  increasing  its 
size  j and  when  it  would  be  inconvenient  to  use  jars  of  large  size, 
a similar  increase  in  power  may  be  obtained  by  placing  a number 
of  small  jars  side  by  side  upon  a sheet  of  tinfoil,  or  other  con- 
ductor, which  connects  together  all  their  outer  coatings,  whilst 
by  means  of  wires  all  their  inner  coatings  are  similarly  connected 
with  each  other.  Such  an  arrangement  of  jars  is  called  an 
electrical  battery,  and  is  shown  at  fig.  197,  p.  434.  If  the  jars  be 
of  uniform  thickness,  the  power  of  the  battery  will  be  in  propor- 
tion to  the  extent  of  the  coated  surface,  but  the  tension  of  the 
charge  which  it  can  acquire  will  be  inversely  as  the  square  of  the 
thickness  of  the  glass.  (Wheatstone,  Government  Report  on 
Electric  Cables,  1861,  Appendix,  p.  285.) 

That  the  charge  of  the  Leyden  jar  depends  upon  an  action  of 
contiguous  particles,  polarization  taking  place  across  the  dielectric, 
may  be  shown  by  taking  three  or  four  lamina?  of  glass,  and  placing 
them  one  above  another  between  two  metallic  plates,  thus  forming 
them  into  one  compound  plate,  and  then  charging  the  whole.  If 
the  upper  plate  becomes  positively  charged,  the  lower  one  will 
become  negative,  whilst  each  intermediate  plate  becomes  polarized, 
and  thus  transmits  the  inductive  effect. 

As  might  be  anticipated  from  this  experiment,  it  is  found  that 
the  charge  of  the  jar  does  not  reside  in  the  coatings,  which  merely 
act  as  conductors  to  favour  the  distribution  and  escape  of  the 
electricity.  If  a jar  be  fitted  with  moveable  coatings,  and  then 
charged,  each  of  the  coatings  may  be  removed  by  a suitable  insu- 
lating support ; the  coatings  may  be  handled  after  such  removal ; 
the  jar  may  then  be  replaced  in  them,  and  it  will  give  a powerful 
spark  when  discharged  in  the  usual  manner.* 

The  following  experiments  will  elucidate  the  action  of  the 
Leyden  jar  when  in  the  process  of  receiving  a charge.  Let  a jar, 
a,  fig.  187,  be  placed  upon  an  insulating  stand,  and  let  its  knob 
be  brought  near  to  the  prime  conductor,  p,  of  an  electrical  ma- 
chine in  action  ; under  these  circumstances  it  will  be  found  to 
receive  little  or  no  charge.  Now  place  an  uninsulated  conductor, 
c,  near  its  outer  coating ; sparks  will  pass  from  p to  the  knob  of  the 

# The  jar,  if  well  dried,  will  be  found  after  this  discharge  still  to  retain  a 
polar  condition  like  the  cake  of  the  electrophorus.  After  the  discharge,  if  the 
inner  coating  be  withdrawn  by  an  insulating  handle,  it  will  give  off  a positive 
spark,  and,  on  replacing  the  coating,  the  jar  may  be  a second  time  discharged  j 
and  the  same  series  of  operations  may  be  repeated  several  times. 
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Fig.  187. 


jar  a;  and  for  every  spark  that  passes  to  the 
knob  of  the  jar,  a spark  will  pass  from  the  outer 
coating  to  the  uninsulated  conductor,  c.  If  the 
jar  he  receiving  positive  electricity  from  the 
machine  upon  its  interior,  it  will  he  found  that 
an  equal  quantity  of  positive  electricity  is  dis- 
engaged from  the  exterior.  A second  uninsu- 
lated jar  may  be  placed  so  as  to  receive  upon 
its  knob  the  sparks  from  the  exterior  of  the 
first ; it  will  thus  become  charged  to  an  extent 
equal  to  the  charge  of  the  first  jar.  Again,  if 
three  insulated  jars  be  placed  as  in  fig.  1 88,  where 
p indicates  the  prime  conductor,  whilst  the  coating  of  the  last  jar 
is  brought  near  to  a wire,  n,  proceeding  from  the  insulated  rubber 


Fig.  188. 
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of  the  machine,  for  each  spark  that  passes  from  the  conductor,  p, 
a similar  spark  will  be  seen  to  pass  between  each  of  the  jars,  and 
between  the  last  jar  and  the  wire,  n.  In  this  way  each  jar  will 
become  powerfully  and  nearly  equally  charged,  although  both  the 
machine  and  the  jars  are  completely  insulated. 

From  the  foregoing  experi- 
Fig.  189.  men ts  it  is  plain  that  a jar  when 

charged  contains  no  more  of 
either  electricity  than  it  does  in 
its  neutral  condition,  but  the 
distribution  of  the  two  forces  is 
different.  This  statement  may 
be  illustrated  by  aid  of  the  dia- 
gram, fig.  189: — Let  No.  1 in- 
dicate an  enlarged  section  of 
the  glass  side  of  the  jar,  the 
partially  shaded  circles  showing  its  particles  in  the  neutral  state  ; 
1 representing  a section  of  the  inner  metallic  coating,  and  o a 
section  of  the  outer  coating.  Let  No.  2 be  a section  of  the  same 
jar  when  a charge  of  positive  electricity  has  been  thrown  by  the 
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machine  upon  the  inner  surface;  i.  In  this  case  a corresponding 
quantity  of  negative  electricity  must  have  passed  off  from  the 
same  coating  to  the  conductor  of  the  machine,  leaving  the  super- 
ficial layer  of  particles  bodily  charged  with  positive  electricity,  as 
shown  by  the  white  circles  in  No.  2.  In  order,  however,  that 
this  charge  of  the  inner  layer  may  occur,  it  is  necessary  that  the 
outer  layer  be  uninsulated,  for  reasons  which  will  be  immediately 
explained.  The  two  electricities  in  No.  2 are  represented  as  being 
accumulated  on  opposite  sides  of  each  of  the  particles  composing 
the  layers  intermediate  between  the  inner  and  outer  superficial 
layers  of  the  glass,  the  white  half  indicating  the  positive  electricity, 
the  black  half  the  negative.  Polarization  of  each  particle  of  the 
dielectric  glass  intervening  between  the  two  surfaces  is  produced, 
and  a quantity  of  positive  electricity  is  therefore  disengaged  from 
the  second  surface,  which  is  exactly  equal  to  that  distributed  by 
the  inner  coating,  1,  upon  the  first ; but  unless  an  escape  be 
afforded  for  this  excess  of  positive  electricity  from  the  second 
surface,  no  charge  is  received  by  the  jar,  for  polarization  becomes 
impossible,  and  no  appreciable  amount  of  electricity  can  enter  the 
jar  from  the  machine.  At  the  same  time  that  positive  electricity 
is  escaping  from  the  outer  superficial  layer,  a corresponding 
quantity  of  negative  electricity  supplies  its  place,  consequently 
this  layer  becomes  bodily  charged  with  negative  electricity,  as 
indicated  by  the  fully  shaded  circles. 

It  thus  appears  that  the  operation  of  charging  a jar  with 
electricity  is  totally  different  from  that  of  filling  a bottle  with  a 
liquid ; the  electricity  is  distributed  not  in  the  cavity  of  the 
bottle,  but  in  the  substance  of  the  glass  itself.  Indeed,  it  has 
been  already  stated  that  a flat  plate  will  answer  equally  well  with 
the  jar,  but  the  jar,  from  its  form,  is  for  the  sake  of  convenience 
preferred.  In  the  experiment  with  the  three  insulated  jars,  an  ex- 
planation similar  to  the  foregoing  one  may  be  given  : — A quantity 
of  positive  electricity  passes  from  the  conductor  of  the  machine 
to  the  inner  surface  of  the  first  jar.  A corresponding  quantity  of 
the  same  kind  of  electricity  passes  off  simultaneously  from  the 
opposite  coating  into  the  next  jar,  which  in  its  turn  becomes 
similai’ly  polarized ; and  so  on  in  succession,  until,  from  the  last 
jar,  a quantity  of  positive  electricity  passes  to  the  rubber,  exactly 
sufficient  to  neutralize  the  negative  electricity  liberated  by  the 
machine,  which  is  necessarily  equivalent  to  the  positive  electricity 
accumulated  on  the  internal  surface  of  the  first  jar.  It  is  not 
necessary  that  the  last  jar  be  connected  with  the  rubber  directly, 
the  same  object  will  be  attained  by  allowing  the  discharge  to  take 
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place  into  the  earth,  provided  that  the  rubber  also  be  in  conduct- 
ing communication  with  the  earth.  Although  it  is  usual  in  the 
charging  of  a jar  to  connect  the  internal  coating  with  the  prime 
conductor,  yet  the  jar  may  be  charged  equally  well  if  its  insulated 
external  coating  be  connected  with  the  conductor  whilst  the  inner 
coating  is  made  to  communicate  with  the  earth ; in  this  case, 
however,  the  charge  on  the  outer  surface  is  positive,  whilst  the 
inner  surface  becomes  negative. 

Each  jar  in  the  series,  fig.  188,  thus  receives  a charge,  though 
only  one  has  been  placed  in  connexion  with  the  machine ; the 
superfluous  electricity  upon  the  outer  coating  of  the  first  having 
charged  the  second,  and  so  on.  If  the  insulations  be  good,  and 
the  glass  of  the  jars  thin,  the  last  jar  will  be  charged  very  nearly 
to  the  same  extent  as  the  first. 

When  all  the  jars  have  been  thus  charged,  all  will  be  simul- 
taneously discharged  if  the  inner  coating  of  the  first  jar  be  con- 
nected with  the  outer  coating  of  the  last ; but  although  no  greater 
amount  of  electricity  passes  between  the  two  extreme  jars  than 
would  have  passed  between  the  inner  and  outer  coating  of  a single 
one,  the  distance  through  which  the  spark  passes  is  very  much 
greater,  and  for  equal  charges  it  is  found  to  increase  as  the 
number  of  jars  thus  discharged:  if  a spark  of  one  centimetre  in 
length  be  obtained  with  one  jar,  with  two  jars  the  spark  would 
be  two  centimetres,  with  four  four  centimetres,  and  so  on.  In 
practice  the  distance  is  something  less,  because,  owing  to  imper- 
fect insulation  and  to  the  resistance  of  the  glass  to  receive  a 

charge,  each  succeeding  jar  receives 
a charge  somewhat  weaker  than  the 
one  which  precedes  it. 

(236)  Measures  of  Electricity. — It  is 
upon  the  principles  just  explained  that  Snow 
Harris  constructed  his  Unit  jar,  for  measuring 
out  definite  quantities  of  electricity.  The  unit 
jar  is  a miniature  Leyden  jar  mounted  on  a 
slender  insulating  rod  of  glass.  Attached  to 
the  outside  of  the  jar  is  a wire  terminating 
in  a ball,  a,  fig.  190,  parallel  to  the  usual  wire 
and  ball  which  passes  to  the  interior;  on  the 
wire  connected  with  the  inside  is  a third  sliding 
ball,  b ; this  can  at  pleasure  be  brought  to  any 
required  distance  from  the  ball,  a,  which  U 
connected  with  the  outside : whilst  the  unit 
jar  is  becoming  charged  from  the  machine 
(say  that  its  outer  surface  is  rendered  positive, 
as  represented  in  the  figure),  an  equal  quantity 
of  positive  electricity  is  passing  off  from  the  interior  along  the  wire,  w,  attached 


lane's  ELECTROMETER ELECTRICAL  BALANCE.  429 

to  the  inside  of  the  jar,  b,  which  is  to  be  loaded  with  a definite  quantity : as 
soon  as  the  charge  in  the  unit  measure  rises  sufficiently  high,  it  discharges 
itself  between  the  adjusted  halls,  a,  b,  without  affecting  the  charge  in  the  jar,  b. 
A second  charge  is  now  given  to  the  unit  jar,  which  discharges  itself  when  it 
rises  to  the  same  amount  as  before : during  each  successive  charge  of  the  unit 
jar,  a corresponding  quantity  of  positive  electricity  passes  from  its  exterior  into 
B,  so  that  by  counting  the  number  of  sparks  that  pass  between  a and  b,  the 
number  of  equal  quantities  or  arbitrary  units  which  have  been  given  to  the  jar, 
B,  is  ascertained.  Supposing  the  adjustment  of  the  halls,  a and  b,  to  remain  the 
same,  the  jar  b may  be  made  to  receive,  for  any  number  of  times  successively, 
equal  amounts  of  electrical  charge,  by  causing  an  equal  number  of  discharges  of 
the  unit  jar  to  take  place  in  each  case. 

Other  means  have  been  proposed  for  ensuring  an 
equal  accumulation  of  electricity  in  a jar.  Lane  s dis- 
charging electrometer  is  the  simplest  of  these.  One  form 
of  this  apparatus  is  shown  in  fig.  igj  : its  principle  of 
action  will  be  at  once  apparent.  L is  an  ordinary  Leyden 
jar,  in  the  hall  A of  which  a hole  is  drilled  to  receive  the 
brass  pin  of  the  electrometer ; a bent  glass  arm,  b,  carries 
upon  its  lower  extremity  a brass  socket,  c,  through  which 
slides  an  insulated  rod  carrying  a brass  knob  on  either 
extremity ; one  of  these  balls,  f can  he  placed  at  any 
required  distance  from  the  knob  of  the  Leyden  jar.  A 
chain  or  wire,  w,  effects  a communication  between  the 
sliding  rod  and  the  outside  of  the  jar.  If  the  interval 
between  a and  f be  maintained  uniform,  the  jar  will 
always  require  the  same  amount  of  charge  before  the 
discharge  takes  place  between  these  two  balls,  a,  and  f 
The  quantity  of  electricity  in  the  charge  is  proportioned  to  the  distance  between 
the  halls : with  an  interval  of  io  millimetres  the  force  would  be  double  that 
required  when  the  distance  was  only  5 millimetres. 

The  force  of  attraction  between  two  charged  surfaces  has  been 
measured  by  an  ingenious  modification  of  the  common  balance 
devised  by  Snow  Harris.  A light  disk  of  gilt  wood  is  substituted. 


Fig.  192. 


as  shown  in  fig.  192,  for  one  of  the  pans  of  the  balance ; beneath 
it  is  a second  similar  insulated  disk : the  suspended  disk  and  the 


Fig.  191. 
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balance  beam,  through  its  support,  are  connected  with  the  exterior 
of  a Leyden  jar,  and  the  lower  insulated  disk  with  the  interior  of 
the  jar.  By  charging  the  Leyden  jar  with  definite  quantities  of 
electricity  by  means  of  the  unit  jar,  the  laws  which  regulate  the 
attractive  force  were  experimentally  determined.  One  or  two  of 
the  more  important  results  may  be  given  as  an  illustration  of  the 
mode  of  proceeding. 

If  a Leyden  jar  charged  with  a certain  quantity  of  electricity 
produce  between  the  disks  an  attractive  force  sufficient  to  raise 
O' 2 grm.,  it  will  when  charged  with  double  the  quantity  raise  four 
times  the  amount,  or  o' 8 grm. ; with  three  times  the  quantity  it 
will  raise  nine  times  the  amount,  or  r8  grms. ; consequently,  if  the 
extent  of  charged  surface  continue  constant,  the  attraction  increases 
as  the  square  of  the  quantity. 

When  two  equal  and  similar  jars  are  used  instead  of  one  jar, 
and  the  same  quantity,  say  ten  units,  is  distributed  over  them,  the 
attractive  force  will  be  diminished  to  L and  with  three  jars  to  of 
what  it  was  when  a single  jar  was  employed.  For  instance,  a quan- 
tity which  on  one  jar  would  raise  r8  grms.,  would,  if  diffused  over 
two  similar  jars,  raise  only  C45  grms. ; and  if  diffused  over  three, 
it  would  raise  only  o' 2 grm.  If,  therefore,  the  quantity  remain  con- 
stant, the  attractive  force  is  inversely  as  the  squares  of  the  charged 
surfaces  of  the  jars.  When  the  distance  between  the  disks  was 
altered,  it  was  found,  for  charges  of  equal  tension,  that  the 
attractive  force  varied  inversely  as  the  square  of  the  distance, — 
the  attractive  force  being  4 times  as  great  at  a distance  of  1 centi- 
metre, as  it  was  at  2 centimetres. 

(237)  Specific  Induction. — It  has  been  shown  that  the  induc- 
tion between  two  conducting  plates,  one  of  which  is  insulated 
while  the  other  communicates  with  the  earth,  is  facilitated  by 
diminishing  the  thickness  of  the  dielectric  which  separates  them, 
and  that  the  insulated  plate  is  enabled  to  receive  a higher  amount 
of  charge  by  reducing  the  number  of  particles  of  the  dielectric 
which  undergo  polarization.  It  is  evident  from  this  circumstance 
that  the  polarization  is  attended  with  a certain  amount  of  resis- 
tance. Faraday  discovered  that  this  resistance  varies  in  amount 
with  the  material  of  the  dielectric  employed ; some  substances 
becoming  polarized  more  readily  than  others.  The  relative  facility 
of  induction  through  the  different  bodies  as  compared  with  a com- 
mon standard  constitutes  their  specific  inductive  capacity.  A plate 
of  shcll-lac,  for  example,  of  a centimetre  in  thickness,  allows 
induction  to  take  place  across  it  twice  as  readily  as  does  an  equal 
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thickness  of  atmospheric  air,  and  sulphur  with  a facility  equal  to 
that  of  shell-lac. 

The  following  table  represents,  according  to  Snow  Harris  [Phil. 
Ti'ans.  1842,  170),  the  specific  inductive  power  of  various  bodies: — 


Specific  Induction. 


Air  

..  roo 

Glass  ... 

1 ‘90 

Resin  

..  1-77 

Sulphur 

i' '93 

Pitch  

..  r8o 

Shell-lac 

1 '95 

Bees’- wax  

..  r86 

Fig.  193. 


Fig.  194. 


The  fundamental  fact  may  be  shown  hy  the  following  simple  experiment 
(fig.  193).  About  1 1 inch,  or  4 centimetres  above  the  cap  of  a gold-leaf  elec- 
troscope suspend  an  insulated  disk  of  metal,  and 
communicate  a small  charge  to  the  insulated  disk ; 
the  gold-leaves  immediately  diverge  by  induction. 

Between  the  disk  and  the  electroscope  substitute 
for  the  dielectric  air,  a body  the  specific  induction 
of  which  is  greater  than  that  of  air,  such,  for 
example,  as  a plate  of  shell-lac,  s,  an  inch  (23 
millimetres)  in  thickness,  and  mounted  on  an 
insulating  handle ; the  leaves  will  immediately 
diverge  more  widely,  because  induction  towards 
the  insti-ument  takes  place  more  freely;  on  re- 
moving the  shell-lac  the  leaves  of  the  electroscope 
return  to  their  original  divergence.  The  effect  is 
precisely  similar  to  that  which  would  be  produced 

hy  bringing  the  charged 
plate  nearer  to  the  elec- 
troscope in  air.  Similar 
phenomena  occur  if  a 

massof  sulphur orof  resin  be  substituted  forthe  shell-lac. 

In  good  conductors  no  such  polarization 
can  be  traced,  and  in  imperfect  conductors, 
such  as  spermaceti,  the  results  become  in- 
distinct. 

With  gaseous  bodies  no  difference  in 
specific  inductive  power  is  found  to  exist : 
it  is  remarkable  that  the  chemical  nature  of 
the  gas  has  no  influence ; all  gases  having 
the  same  inductive  capacity  as  common  air. 
No  variation  in  temperature,  in  density,  in 
dryness,  or  in  moisture,  produces  any 
change  in  this  respect. 

The  apparatus  with  which  Faraday  investigated 
these  curious  phenomena  was  a kind  of  Leyden  phial 
(fig.  194),  consisting  of  two  concentric  metallic 
spheres,  a,  a,  insulated  from  each  other  by  a stem  of 
shell-lac,  B.  Any  dielectric  could  in  succession  he 
placed  between  the  spheres,  whether  the  subject  of  experiment  were  solid,  liquid, 
or  aeriform,  as  by  connecting  it  with  the  air-pump  by  means  of  the  stop-cock,  s, 
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it  could  be  exhausted,  and  the  interval  filled  with  any  gaseous  medium,  with 
the  same  facility  as  with  a liquid  {Phil.  Trans.  1838,  9).  Two  of  these 
jars  having  been  prepared,  a charge  was  given  to  one  of  them,  after  it  had 
been  filled  with  the  body  the  inductive  capacity  of  which  was  to  be  determined, 
and  the  charge  was  then  divided  with  the  second  similar  apparatus,  in  which 
the  interval  between  the  spheres  was  filled  with  air  only.  The  intensity  of  the 
charge  in  each  case  was  measured  by  means  of  a carrier-ball  and  Coulomb’s 
electrometer. 

(238)  Various  Modes  of  Discharge. — We  pass  on  now  to 
consider  the  different  inodes  in  which  the  electric  equilibrium 
is  restored  after  it  has  been  disturbed : this  restoration  may  he 
effected  in  one  of  three  ways,  for  the  excited  body  may  be  dis- 
charged either  by  ( a ) conduction,  by  (5)  disruption,  or  by  (c) 
convection. 

(239)  a.  Conduction. — When  a charged  Leyden  jar  is  dis- 
charged in  the  usual  way  through  a discharging-rod,  the  electricity 
passes  quietly  through  the  wire  of  the  discharger  by  conduction, 
but  traverses  the  interposed  air  by  disruption,  in  the  form  of  a 
spark  attended  with  noise. 

All  bodies,  shell-lac  and  glass  not  excepted,  possess  a certain 
amount  of  conducting  power,  which  gives  rise  to  the  phenomenon 
termed  the  residual  charge  of  a jar,  or  battery.  If  a jar  be  charged 
strongly,  and  allowed  to  remain  undisturbed  for  a few  minutes,  and 
then  be  discharged  and  again  allowed  to  stand  for  a few  moments, 
a slight  apparent  renewal  of  the  charge  will  take  place,  and  a 
second  smaller  spark  may  be  obtained  from  it.  This  Faraday 
considers  to  be  due  to  the  penetration  by  conduction  of  a portion 
of  the  charge  into  the  substance  of  the  dielectric.  Each  surface 
of  the  glass  acquires  a weak  charge,  one  of  positive,  the  other  of 
negative  electricity ; but  as  soon  as  the  constraining  power  which 
caused  this  penetration  of  the  electricity  is  removed,  it  returns 
towards  the  nearest  surface  and  produces  the  slight  recharge,  or 
residual  charge. 

As  no  bodies  are  perfect  insulators,  so  none  are  perfect  con- 
ductors, for  even  the  metals  offer  a certain  measurable  resistance 
to  the  transmission  of  electricity.  The  following  experiment  will 

serve  to  illustrate  this  point. 
Charge  a large  Leyden  jar  (fig. 
195,)  and  arrange  a metallic 
wire,  w,  from  1 20  to  150  feet,  or 
40  or  50  metres  in  length,  so  as 
to  act  the  part  of  a discharger ; 
at  the  same  time  open  a short 
path  for  the  discharge  to  the 
outer  coating,  by  bringing  the 
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balls  a and  b within  a short  distance  of  each  other.  Under  this 
arrangement,  a portion  of  the  electricity  takes  the  shorter  course 
from  a to  b,  and  overcomes  the  high  resistance  of  the  stratum  of 
air  interposed  between  the  balls,  owing  to  the  resistance  expe- 
rienced by  the  discharge  to  its  passage  along  the  continuous  con- 
ducting wire,  w. 

This  resistance,  even  in  good  conductors,  often  occasions  the 
spark  to  pass  between  two  contiguous  conductors,  and  produces 
what  has  been  called  the  lateral  spark,  which  can  be  elicited,  even 
if  the  conductors  subsequently  unite  below.  For  example,  in  the 
arrangement  shown  in  fig.  196,  at  the  moment  a spark  passes 


Fig.  196. 


from  p to  the  ball,  a,  a minute  spark  will  be  seen  to  pass  between 
the  wire  and  the  loop,  b,  if  they  be  sufficiently  near  each  other. 
This  lateral  spark  may  acquire  sufficient  power  to  ignite  gun- 
powder or  other  combustible  matter.  In  fact,  momentary  as  is 
the  duration  of  the  discharge,  induction  takes  place  towards  all 
surrounding  objects  whilst  electricity  is  in  motion,  as  well  as  when 
it  is  at  rest. 

If  in  a darkened  room  a thin  insulated  wire  be  made  to  ter- 
minate at  each  extremity  in  a metallic  ball,  and  on  one  ball  large 
sparks  be  thrown,  whilst  from  the  other  ball  the  sparks  are  allowed 
to  pass  off  to  some  contiguous  conductor,  the  air  will  be  seen  to 
become  feebly  luminous  from  induction  along  the  whole  course  of 
the  wire  every  time  that  a spark  passes. 

(240)  Development  of  Heat. — The  passage  of  electricity  through 
conductors  is  attended  with  evolution  of  heat,  the  amount  of  which 
is  inversely  as  the  conducting  power.  Snow  Harris  (Phil.  Trans. 
1827,  21),  by  means  of  an  air-thermometer  with  a large  bulb, 
across  which  were  passed  in  succession  wires  of  different  metals 
but  of  equal  length  and  thickness,  found  that  when  equal  quan- 
tities of  electricity  were  discharged  through  these  wires,  the  heat- 
ing effects  were  as  follows.  The  metals  which  stand  first  on  the 
list  are  the  best  conductors,  and  they  emit  the  least  heat : — 
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Development  of  Heat  in  Metals  by  Electricity. 


Copper  . . . 

6 

Alloy  8. 

Silver 

6 

Brass  

...  18 

Gold 

9 

Gold  3,  Copper  1 ... 

...  25 

Zinc 

18 

Gold  1,  Copper  3 ... 
Gold  3,  Silver  1 

...  15 

Platinum... 

30 

...  25 

Iron 

3° 

Tin  1,  Lead  1 

...  54 

Tin 

36 

Tin  1,  Copper  8 

...  18 

Lead 

72 

It  will  be  seen  tliat  by  alloying  the  metals  with  each  other, 
the  conducting  power  is  often  greatly  reduced.  Great  care  should 
therefore  be  taken  to  ensure  the  purity  of  the  metals  in  experi- 
ments of  this  nature. 

If  different  quantities  of  electricity  be  transmitted  through  the 
same  wire,  it  is  found  that  the  rise  of  temperature  is  proportional 
to  the  square  of  the  quantity  transmitted  in  equal  times : for 
example,  if  the  thermometer,  with  a given  charge,  rise  io°,  a charge 
of  twice  the  power  will  raise  it  four  times  as  much,  or  40°. 

By  sufficiently  reducing  the  thickness  of  the  conductor  at  one 
part  of  the  circuit,  the  heat  may  be  raised  so  far  as  to  fuse  the 
wire,  or  even  to  convert  it  into  vapour. 

The  amount  of  electricity  required  to  produce  this  effect,  when 
measured  by  a unit  jar,  is  found  to  be  equally  powerful  whether 
it  be  diffused  over  a large  or  small  surface ; the  intensity  (?'.  e. 
quantity  which  passes  through  a given  space  in  a given  time)  is 
the  same  in  the  wire  in  both  cases,  though  the  tension  of  the 
charge  on  equal  surfaces  of  the  jar  is  very  different.  "Where  large 
quantities  of  electricity  are  needed,  a corresponding  extent  of 
c oated  surface  is  requisite ; this  may  be  obtained  either  by  em- 
ploying a single  jar  of  large  dimensions,  or  several  smaller  ones, 

the  inner  surfaces  of 
which  are  connected  by 
wires,  and  the  outer  sur- 
faces likewise  united  by 
placing  them  upon  a sheet 
of  tinfoil,  or  011  a metallic 
tray.  By  discharging  such 
a battery  through  thin 
metallic  wires — of  silver, 
steel,  platinum,  or  copper, 
for  instance — they  will 
be  fused  and  dispersed. 
The  arrangement  repre- 
sented in  fig.  197,  shows  one  method  of  employing  such  a batteiy  for  the  de- 
fiagration  of  metallic  wires : nine  jars  are  in  this  case  represented ; they  are 
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enclosed  in  a wooden  case,  b,  and  rest  on  tinfoil,  which  communicates  with  the 
earth  through  the  chain  c.  The  battery  is  charged  from  the  prime  conductor 
p.  The  internal  coatings  of  all  the  jars  are  connected  by  cross  wires.  In  order  to 
direct  the  discharge  of  the  battery,  a wire  passes  from  its  inner  coating  to  the  insu- 
lated upper  arm/j  of  the  discharger,  a,  a second  wire  passes  from  the  ball  b,  to  one 
of  the  insulated  wires  on  the  stand  of  the  universal  discharger  ix  The 
wire  for  deflagration,  w,  is  fastened  to  a card  which  is  also  supported  on  a 
little  stand  insulated  by  glass ; and  the  communication  with  the  external  coating 
of  the  battery  is  continued  by  a wire  connected  with  the  other  insulated  support 
of  the  universal  discharger  d ; thus  the  conducting  communication  is  complete 
with  the  exception  of  the  interval  between  a and  b.  When  the  battery  is  ade- 
quately charged,  the  lever  l is  withdrawn,  the  ball  a and  its  attached  wire  are  thus 
released,  and  fall  through  a hole  in  the  metallic  arm  f which  is  connected  with 
the  inner  coating,  and  the  circuit  is  completed  when  the  balls  a and  b come  into 
contact. 

It  must  be  observed  that  in  all  cases  of  conduction  the  charge 
passes  through  the  whole  thickness  of  the  rod  or  wire,  and  is  not 
confined  to  its  surface : it  therefore  makes  no  difference  whether 
the  metal  is  in  the  form  of  wire,  or  is  extended  over  a large  surface 
as  leaf.  The  induction  at  any  part  of  the  wire  during  the  dis- 
charge is  mainly  from  one  transverse  section  of  the  wire  to  the  con- 
tiguous section  that  immediately  precedes  and  that  follows  it. 

The  dispersion  of  the  conductor  by  the  passage  of  high  charges 
of  electricity  leads  us  to  consider  next  what  Faraday  has  termed 
the  dismptive  discharge. 

(241)  b.  Disruptive  Discharge. — This  mode  of  discharge  is  at- 
tended by  sudden  and  forcible  separation  of  the  particles  of  the 
medium  through  which  it  occurs ; and  it  is  attended  with  extrica- 
tion of  light  and  heat.  It  is  best  seen  between  two  conductors 
separated  by  a dielectric,  such  as  two  metallic  balls  in  air.  In 
these  cases,  when  a sudden  bright  spark  passes,  the  discharge  is  as 
complete  as  if  it  had  been  effected  by  direct  metallic  communica- 
tion. The  particles  of  the  intervening  dielectric  are  brought  up  to 
a highly  polarized  state,  until  at  length  the  tension  on  one  particle 
rising  higher  than  the  rest,  and  exceeding  that  which  it  can  sus- 
tain, it  breaks  down ; the  balance  of  induction  is  thus  destroyed, 
and  the  discharge  is  completed  in  the  line  of  least  resistance. 

In  all  these  cases,  portions  of  the  solid  conductors  are  de- 
tached, and  by  their  ignition  increase  the  brilliancy  of  the  spark. 
This  transfer  of  material  particles  by  the  spark  is  easily  proved, 
for  if  sparks  be  caused  to  pass  between  a gold  and  a silver  ball, 
the  surface  of  the  gold  becomes  studded  with  particles  of  silver, 
and  vice  versa.  If  an  iron  chain  be  laid  on  a sheet  of  white 
paper,  and  a powerful  discharge  be  sent  through  it,  each  link  will 
leave  upon  the  paper  a stain,  arising  from  the  portions  of  the 
metal  which  have  been  detached ; and  if  the  discharge  be  effected 
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over  a plate  of  glass,  particles  of  the  metal  are  frequently  forced 
into  it.  The  experiment  may  be  varied  by  suspending  the  chain 
in  a dark  room,  and  passing  the  discharge  through  it;  brilliant 
deflagration  of  the  iron  will  be  seen  at  each  link. 

If  the  sparks  be  taken  between  wires  composed  of  different 
metals,  and  the  light  of  each  spark  be  viewed  through  a prism, 
the  spectrum  will  in  each  case  exhibit  the  bright  lines  due  to  the 
light  of  the  corresponding  metal  in  the  state  of  vapour  (107). 

Sparks  attended  with  disruption  may  also  take  place  in  the 
midst  of  liquid  dielectrics.  More  rarely  disruption  from  the  force 
of  the  discharge  occurs  in  solids : occasionally  this  is  exemplified 
in  the  Leyden  jar  itself,  the  tension  upon  the  glass  now  and  then 
rising  so  high  that  the  glass  becomes  perforated.  Across  this 
fracture  discharge  always  afterwards  occurs ; so  that  no  effective 
charge  in  a battery  can  be  maintained  till  the  cracked  jar  is 
removed.  This  disruption  of  glass  may  be  produced  at  pleasure 
by  bending  a wire  so  that  its  point  may  press  against  the  side  of 
a tube  or  other  vessel  filled  with  some  liquid  dielectric,  such  as 
olive-oil.  On  charging  the  wire  from  the  prime  conductor,  and 
applying  a ball  to  the  outside  of  the  tube  opposite  the  end  of  the 
wire,  a spark  passes,  and  a minute  perforation  is  produced. 

Great  expansion  of  the  air  occurs  from  the  heat  developed  at 
the  moment  of  the  discharge,  as  is  shown  in  the  following  experi- 
ments. Paste  a strip  of  tinfoil  on  glass,  cutting  it  through  in 
two  or  three  places  with  a knife ; place  a few  wafers  or  other  light 
bodies  over  the  interrupted  points,  then  discharge  a jar  through 
the  tinfoil,  and  the  wafers  will  be  immediatelv  scattered  in  all 
directions.  If  a card  or  half  quire  of  paper  be  placed  in  the 
direction  of  its  thickness  in  the  track  of  the  discharge,  the  card 
or  the  paper  will  be  burst  outwards  on  both  sides. 

Many  pleasing  experiments  may  be  made  by  causing  a succes- 
sion of  discharges  to  occur  through  such  interrupted  conductors ; 
a beautiful  display  of  the  electric  light  may  thus  be  exhibited  in 
a darkened  room. 

(242)  Velocity  of  Discharge. — Of  the  velocity  of  the  spark 
discharge  some  notion  may  be  formed  from  the  brief  duration  of 
its  light,  which  cannot  illuminate  any  moving  object  in  two  suc- 
cessive positions,  however  rapid  its  motion.  If  a wheel  be  thrown 
into  rapid  rotation  on  its  axis,  none  of  its  spokes  will  be  visible 
in  daylight,  but  if  the  revolving  wheel  be  illuminated  in  a darkened 
room  by  the  discharge  of  a Leyden  jar,  every  part  of  it  will  be 
rendered  as  distinctly  visible  as  though  it  were  at  rest.  In  a 
similar  manner,  the  trees  even  when  agitated  by  the  wind  in  a 
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violent  storm,  if  illuminated  at  night  by  a flash  of  lightning, 
appear  to  be  absolutely  motionless. 

By  a very  ingenious  application  of  this  principle,  Wheatstone 
has  shown  that  the  duration  of  the  spark  is  less  than  the  one- 
millionth  part  of  a second.  The  apparatus  is  the  same  in  principle 
as  the  revolving  wheel. 

By  a modification  of  the  apparatus,  Wheatstone  was  also  enabled  to  measure 
the  velocity  with  which  the  discharge  of  a Leyden  jar  was  transmitted  through 
an  insulated  copper  wire.  He  estimated  the  rate  of  its  passage  at  288,000  miles 
in  a second  {Phil.  Trans.  1834,  589).  For  this  purpose  he  employed  ar 
insulated  copper  wire  about  half  a mile  long,  through  which  a Leyden  jar  was 
discharged.  This  insulated  circuit  was  interrupted  at  three  points ; one  of  these 
interruptions  was  within  a few  metres  of  the  inner  coating  of  the  Leyden  jar  ; the 
second  was  in  the  middle  of  the  wire,  and  the  third  within  a few  metres  of  the 
outer  coating  of  the  jar.  The  parts  of  the  wire  at  which  these  three  breaks  in 
the  circuit  occurred  were  all  arranged  side  by  side  on  an  insulated  disk,  so  that 
the  three  sparks  could  be  seen  simultaneously.  In  fig.  198  a wire  is  represented 

Fig.  198. 


as  proceeding  from  the  knob  of  the  jar  to  an  insulated  rod ; when  the  charge 
attains  a certain  tension,  a spark  passes  between  this  rod  and  a small  knob 
attached  to  the  axis  of  a small  revolving  mirror,  m : to  one  extremity  of  this 
axis,  the  wire  which  passes  to  the  outer  coating  is  fastened ; but  the  discharge  is 
made  to  traverse  the  whole  length  of  the  two  intervening  long  contorted  portions 
of  wire  before  it  reaches  the  outside  of  the  jar.  The  three  sparks,  if  viewed  by 
the  naked  eye,  appear  to  be  simultaneous.  If  viewed  through  the  glass  plate,  e, 
in  a small  steel  mirror,  m,  to  which  is  given  a regulated  but  extremely  rapid 
revolving  motion  on  an  axis  parallel  to  its  surface,  the  sparks  appear  no  longer 
as  dots  of  light  in  the  same  horizontal  line,  but  present  the  appearance  of  three 
bright  lines  of  equal  length.  The  two  outer  ones  commence  and  terminate  in 
the  same  horizontal  line,  but  the  middle  one  occurs  later  than  the  other  two,  and 
the  angular  position  of  the  mirror  has  had  time  to  advance  slightly  before  the 
middle  spark  appears,  which  consequently  exhibits  an  image  slightly,  displaced. 
As  the  velocity  of  rotation  of  the  mirror  is  recorded  by  the  register,  h,  and  the 
amount  of  this  angular  deviation  of  the  image  of  the  central  spark  is  easily 
ascertained,  the  retardation  of  the  discharge  by  the  copper  wire,  or,  in  other 
words,  the  velocity  with  which  it  travels  along  it,  can  be  estimated. 

This  experiment  has  another  important  signification,  to  which 
due  weight  appears  hardly  to  have  been  given ; for  it  affords  a 
convincing  proof  of  simultaneous  action  and  reaction  in  the  opera- 
tions of  electricity,  and  of  its  existence  as  a duplicate  force : at  the 
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same  moment  that  a positive  influence  leaves  tfhe  inner  coating,  an 
equal  amount  of  negative  influence  leaves  the  outer  coating,  and 
these  two  neutralize  each  other  at  the  central  point  of  the  con- 
ductor, after  the  lapse  of  an  extremely  minute  but  still  appreciable 
interval  of  time.  It  appears  from  this  experiment  that  Franklin’s 
theory  (227),  though  in  many  cases  a simple  and  convenient  mode 
of  explaining  facts,  is  not  the  true  representation  of  the  phenomena. 
The  theory  of  two  fluids,  or  rather  of  two  forces  acting  in  opposite 
directions  seems  by  this  experiment  to  be  demonstrated. 

The  velocity  of  the  electric  discharge  is,  however,  found  to 
vary  with  the  intensity  of  the  charge,  and  with  the  nature  of  the 
conducting  medium  (Faraday,  Phil.  Mag.,  March,  1854,  197). 
The  duration  of  the  discharge  may  be  prolonged  by  causing  it  to 
take  place  through  bodies  of  inferior  conducting  powers.  A charge 
of  a given  amount,  if  transmitted  slowly,  may,  by  the  prolonged 
period  through  which  its  heating  powers  can  be  applied  to  a com- 
bustible, be  made  to  ignite  bodies,  which  the  same  charge,  if  more 
quickly  transmitted,  would  only  have  dispersed.  For  example,  let 
two  metallic  wires  be  brought  within  an  eighth  of  an  inch  (3“™) 
of  each  other,  and  let  a little  loose  gunpowder  be  placed  over  the 
interval — the  powder  will  simply  be  dispersed  if  the  charge  of  a 
Leyden  jar  be  sent  through  the  wires ; but  if  a few  inches  of  wet 
string  be  interposed  in  any  part  of  the  circuit,  the  discharge  will 
be  prolonged  sufficiently  to  fire  the  powder. 

(243)  Striking  Distance. — In  air,  whatever  be  its  density,  the 
same  amount  of  charge  produces,  cceteris  paribus,  induction  to  the 
same  extent.  But  the  distance  through  which  the  discharge  of 
equal  quantities  of  electricity  takes  place  in  the  same  gaseous 
medium,  varies  inversely  as  the  pressure.  This  might  be  antici- 
pated, since  under  a double  pressure  double  the  number  of  par- 
ticles of  air  would  exist  in  the  same  space,  and  the  polarity  would 
therefore  be  transmitted  through  double  the  quantity  of  insulating 
matter  : — so  that,  if  a given  charge  in  air  of  ordinary  density  pass 
as  a spark  at  2 centimetres,  at  double  the  usual  pressure  the 
striking  distance  would  be  reduced  to  1 centimetre ; at  a pressure 
of  one- half  it  would  be  increased  to  4 centim.;  at  one  quarter, 
to  8 centim.,  and  so  on,  until  in  vacuo  theoretically  it  would  pass 
through  an  unlimited  distance.  Experiment,  however,  has  shown 
that  a certain  portion  of  matter,  though  it  may  be  attenuated  to 
an  extent  almost  beyond  the  limits  of  calculation,  is  necessary 
tor  the  transmission  of  the  electric  discharge  (312).  If  the  density 
of  the  air  continue  to  be  constant,  it  is  found  that  the  striking 
distance  varies  directly  as  the  tension  of  the  charge.  For 
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Fig.  199. 
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example : if  with  a certain  charge  the  striking  distance  he  1 
centimetre,  a double  charge  will  discharge  itself  through  2 centim., 
and  a threefold  charge  through  3 centim.  (Harris).  For  equal 
quantities  of  electricity  the  striking  distance  is  inversely  as  the 
extent  of  charged  surface ; so  that,  when  a single  jar  is  charged 
with  a quantity  of  electricity  sufficient  to  produce  a discharge  at 
6mm‘,  on  employing  2 similar  jars  with  the  same  quantity,  the 
striking  distance  is  reduced  to  3™“',  and  with  3 similar  jars  to 
2mm-  For  equal  charges,  the  striking  distance,  however,  varies 
in  different  gases,  independently  of  their  relative  density,  so  that 
each  gas  has  a specific  insulating  power.  Hydrochloric  acid  has 
twice  the  insulating  power  of  common  air,  and  three  times  that 
of  hydrogen  of  equal  elasticity.  This  is  in  striking  contrast  to 
the  equality  of  inductive  capacity  (237)  in  all  gases. 

This  inequality  of  insulating  power  was 
proved  by  Faraday  by  opening  to  the  same 
charge  two  separate  paths,  one  of  them  through 
air,  the  other  through  a receiver  filled  with  the 
gas  which  was  to  form  the  subject  of  the  experi- 
ment, as  shown  in  fig.  199.  The  distances 
between  the  halls  were  varied  until  the  discharge 
took  place  with  equal  facility  in  both  receivers ; 
the  same  charge  was  thus  found  to  traverse 
double  the  distance  in  air  that  it  did  in  hydro- 
chloric acid  gas. 

Rarefaction  of  air,  whether  effected 
by  heat  or  by  mechanical  means,  equally  * — 

favours  the  electric  discharge.  A jar  may  consequently  be  dis- 
charged through  several  centimetres  of  a common  flame,  in  which 
the  air  is  rarefied  by  heat  to  nearly  five  times  its  ordinary  bulk, 
the  temperature  of  an  alcohol  flame,  according  to  BecquereFs 
experiments,  being  nearly  2200°  (1204°  C.)  A flame  also  acts  by 
its  pointed  form  in  dissipating  a charge  with  great  rapidity,  and 
its  proximity  should  be  avoided  in  exact  experiments. 

Dissipation  of  the  electric  charge  in  dry  air,  according  to 
Matteucci,  is  not  increased  by  agitation  of  the  air.  Further,  if 
the  gases  are  all  perfectly  dry,  and  at  the  same  temperature  and 
pressure,  the  dissipation  of  the  charge  takes  place  with  equal 
rapidity  in  air,  in  carbonic  anhydride,  and  in  hydrogen.  In  a 
moist  atmosphere  the  loss  of  charge  increases  directly,  cceteris 
paribus,  as  the  amount  of  moisture.  As  the  temperature  rises, 
the  dissipation  of  the  charge  increases  in  rapidity,  the  loss  of  the 
charge  being  twice  as  rapid  at  180  as  at  o°  C.  If  the  density  of 
the  air  be  reduced,  the  tension  of  the  charge  which  an  insulated 
body  wiR  retain  is  reduced  also,  but  the  dissipation  of  the  charge 
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is  very  much  diminished.  Matteucci  found,  when  an  electroscope, 
feebly  charged,  was  placed  in  a receiver,  exhausted  till  the  pressure 
was  reduced  to  3”“'  of  mercury  (-£-  inch),  that  the  divergence 
remained  unaltered  after  a lapse  of  two  days. 

The  form  and  size  of  the  spark  depend  upon  the  shape  of  the 
discharging  surfaces  almost  as  much  as  upon  the  intensity  of  the 
charge.  Between  the  rounded  parts  of  the  prime  conductor  and  a 
large  uninsulated  metallic  hall  dense  brilliant  sparks  pass ; whilst 
if  the  same  ball  he  presented  to  a wire  which  projects  8 or  10 
centimetres  from  the  conductor,  and  which  terminates  in  a ball 
25mra‘  or  an  inch  in  diameter,  a long,  forked,  and  often  branching 
spark,  resembling  a miniature  dash  of  lightning,  will  be  obtained. 

When  disruptive  discharge  occurs  between  a good  conductor 
of  limited  surface  and  a bad  one  which  exposes  a larger  surface,  an 
intermitting  and  dilute  spark  or  brush  passes,  which,  when  it  occurs 
in  air,  consists  of  a rapid  succession  of  discharges  to  the  particles  of 
air  around  : such  a brush  has  a bright  root  with  pale  ramifications, 
attended  with  a quivering  motion  and  a subdued  roaring  noise. 
Brushes  of  this  kind  are  well  seen  when,  the  machine  being  in 
powerful  action,  the  conductor  is  made  to  discharge  itself  into  the 
air  by  means  of  a blunt  rod  which  projects  from  it.  The  brush 
is  largest  from  a positively  charged  surface,  such  as  the  prime 
conductor  of  the  machine.  From  a negatively  charged  surface 
this  discharge  occurs  at  a lower  tension,  and  more  resembles  a 
bright  point  or  star  of  light.  The  formation  of  brushes  is  facili- 
tated by  rarefying  the  air  around  the  charged  points. 

Some  remarkable  differences  have  been  observed  between  the  positive  and  the 
negative  spark : for  a charge  of  equal  tension,  the  striking  distance,  between  a 
good  conductor  positively  charged  and  an  inferior  conductor,  is  greater  in  air 
than  from  the  same  conductor  negatively  charged,  as  may  be  seen  in  using  the 
electrophorus.  The  greater  facility  with  which  positive  electricity  traverses  the 
air  may  also  be  shown  in  the  following  manner : — Colour  a card  with  vermilion ; 
unscrew  the  balls,  a,  b,  from  the  discharger,  fig.  197,  and  place  the  points  on 
opposite  sides  of  the  card,  one  about  half  an  inch  (1 2mm')  above  the  other; 
discharge  a large  jar  through  the  card.  It  will  be  perforated  opposite  the  wire 
attached  to  the  negative  coating,  and  an  irregular  dark  line  of  reduced  mercury 
will  be  found  extending  on  the  positive  side  to  the  point  of  the  positive  wire. 
If  the  experiment  be  made  in  vacuo,  the  perforation  will  be  formed  midway 
between  the  two  wires.  The  distinction  between  positive  and  negative  electricity 
is  also  beautifully  shown  by  what  are  termed  Lichtenberg’s  figures,  which  may 
be  obtained  as  follows : — Dry  a glass  plate,  and  draw  lines  on  it  with  the  knob 
of  a positively  charged  jar,  then  sift  over  the  plate  a mixture  of  sulphur  and 
minium  in  fine  powder;  on  inverting  the  plate  the  minium  will  fall  off  and 
leave  traces  of  the  lines  in  sulphur.  If  the  experiment  be  made  with  a jar 
negatively  charged,  the  minium  will  adhere  to  the  traces,  whilst  the  sulphur  will 
fall  off.  The  explanation  is  very  simple : by  the  friction  in  sifting,  the  sulphur 
becomes  negatively,  the  red  lead  positively  electric,  and  thus  the  sulphur  attaches 
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itself  to  tlie  positively  electrified  lines  upon  the  glass,  and  the  minium  to  the 
negatively  electrified  lines,  in  accordance  with  the  usual  law  of  electric  attraction. 
The  experiment  may  also  be  varied  in  the  following  way : — Take  two  circular 
trays  of  tin-plate  half  an  inch  (i2mm>)  deep  and  12  or  14  inches  (30  or  35 
centimetres)  in  diameter,  fill  them  with  melted  resin,  and  allow  them  to  cool ; 
cause  sparks  of  positive  electricity  to  fall  in  8 or  10  places  upon  one  plate,  and 
sparks  of  negative  electricity  in  like  manner  over  the  other ; on  sifting  a little 
brickdust  over  the  two  plates,  the  dry  powder  will  assume  the  appearance  of 
brushes  over  the  plate  electrified  positively,  and  of  oval  or  circular  patches  upon 
the  negatively  excited  plate.  Other  remarkable  differences  between  the  sparks 
from  positive  and  negative  surfaces  will  be  mentioned  when  noticing  the  modified 
discharges  through  exhausted  tubes  (312). 

The  colour,  light,  ancl  sound  of  the  electric  spark  and  brush  vary 
in  different  gases  (106),  the  brush  being  larger  and  more  beautiful 
in  nitrogen  than  in  any  other  gas,  and  its  colour  is  purple  or  bluish. 
The  sparks  in  oxygen  are  whiter  than  in  air,  but  less  brilliant.  In 
hydrogen  they  are  of  a fine  crimson  colour.  In  coal-gas  they  are 
sometimes  green  and  sometimes  red ; occasionally  both  colours 
are  seen  in  different  portions  of  the  same  spark.  In  carbonic  an- 
hydride the  sparks  resemble  those  taken  in  air,  but  they  are  more 
irregular  and  pass  more  freely. 

(244)  c.  Convection. — With  a feebler  charge  the  sonorous  brush 
is  replaced  by  a quiet  glow,  attended  in  this  case  with  a continuous 
dispersion  of  the  charge.  The  process  of  disruptive  discharge 
thus  gradually  passes  into  the  third  method — viz.,  that  by  convec- 
tion. When  the  glow  is  produced,  a current  of  air,  the  particles 
of  which  are  individually  charged,  passes  from  the  charging 
surface.  The  course  of  this  current  may  be  exhibited  by  its 
action  on  the  flame  of  a taper,  which  will  often  be  extinguished 
if  brought  near  an  electrified  point  which  is  connected  with  the 
machine  in  action ; and  light  models  may  be  set  in  motion  by  it. 
If  the  production  of  the  current  from  the  point  be  prevented,  as 
by  sheltering  the  pointed  wire  in  a varnished  glass  tube,  the 
brush  or  glow  may  be  converted  into  a series  of  small  sparks. 

These  currents  may  take  place  in  liquid  dielectrics  as  well  as  in 

gaseous  ones.  Let  a piece  of  sealing-wax  be  fixed  on  the  end  of 

a wire  and  attached  to  the  conductor  of  a machine  in  action ; if 

it  be  softened  by  the  application  of  the  flame  of  a spirit-lamp,  it 
will  be  thrown  off  in  filaments  towards  a sheet  of  paper  held  near 
it.  Solid  insulated  particles  may  also  be  the  medium  of  con- 
vective discharge,  as  is  seen  when  pith-balls  or  other  light  sub- 
stances arc  attracted  and  repelled  by  electrified  objects ; and  in 
delicate  experiments  even  the  particles  of  dust  floating  in  the 
atmosphere  are  not  without  effect  in  charging  or  discharging  the 
apparatus  employed. 
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The  process  of  convection  assumes  considerable  importance  in 
tlic  phenomena  of  voltaic  electricity,  where  it  is  intimately  con- 
nected with  chemical  decomposition.  (281  et  seq.) 

(245)  Other  Sources  of  Electricity . — Hitherto  we  have  limited 
our  attention  to  cases  in  which  electricity  is  excited  by  the  friction 
of  dissimilar  substances,  and  it  may  here  be  remarked  that  Peclet 
by  a careful  series  of  experiments  found  that  the  quantity  of 
electricity  developed  was  the  same  whether  sliding  friction  was 
employed,  as  in  the  ordinary  mode  of  exciting  the  electrical 
machine,  or  whether  it  was  a rolling  friction,  in  which  the  rubber 
was  pressed  against  the  cylinder  and  allowed  to  roll  upon  its  axis 
as  the  machine  was  worked.  The  development  of  electricity  by 
friction  is,  however,  but  a special  case  of  a much  more  general  law, 
for  it  has  been  found  that,  whenever  molecular  equilibrium  is  dis- 
turbed, a concomitant  development  of  electricity  takes  place.  The 
following  instances  will  exhibit  the  variety  of  circumstances  under 
which  this  observation  has  been  made.  The  mere  compression  of 
many  crystallized  bodies  is  attended  by  electric  action  : a rhombo- 
liedron  of  Iceland  spar,  if  compressed  by  the  fingers,  exhibits  this 
peculiarity.  It  is  also  found  that  all  bodies  that  have  been  pressed 
together,  if  properly  insulated,  offer  signs  of  electricity  on  being 
separated ; although  the  effect  is  most  easily  observed  between  a 
good  conductor  and  a bad  one.  The  two  bodies  are  always  in 
opposite  states.  Even  where  two  disks  of  the  same  substance  are 
pressed  together,  if  one  be  a little  warmer  than  the  other,  distinct 
excitement  is  produced,  the  warmer  disk  becoming  negatively  elec- 
trified ; the  intensity  of  the  charge,  coeteris  paribus,  increases  in  all 
cases  directly  as  the  pressure  to  which  they  are  subjected. 

Fracture  is  likewise  attended  with  electric  disturbance;  the 
freshly  broken  surfaces  of  roll  sulphur  often  exhibit  this  effect  to 
an  extent  sufficient  to  produce  divergence  of  the  leaves  of  the 
electroscope  when  the  fragments  are  placed  upon  the  cap  of  the 
instrument.  The  sudden  rending  asunder  of  the  laminae  of  a film 
of  mica  in  a dark  room,  is  usually  attended  with  a pale  electrical 
light,  and  the  separated  portions  in  this  case  exhibit  opposite 
electrical  states.  A melted  substance  in  the  act  of  solidifying, 
sometimes  exhibits  electric  excitement.  If  sulphur  be  allowed  to 
solidify  in  a glass  vessel,  it  becomes  negatively  excited,  whilst  the 
glass  is  rendered  positively  electrical ; ice  also  is  frequently  electric;  1 
and  the  same  thing  has  been  observed  of  chocolate  as  it  becomes  1 
solid.  These  results  are  probably  due  to  friction  occasioned  bv 
the  contraction  or  expansion  of  the  solid  mass  in  the  mould,  from  • 
which  it  detaches  itself  by  this  change  of  bulk. 
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Fig.  200. 
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In  some  instances  simple  elevation  or  depression  of  temperature 
causes  electric  excitement.  These  effects  are  most  distinctly  seen 
in  crystallized  non-conductors  which  are  not  symmetrical  in  form, 
being  produced  in  bodies  which  are  hemihedral.  Tourmaline, 
boracite,  and  the  crystals  of  tartaric  acid,  offer  the  best  examples 
of  this  description.  The  tourmaline,  for  instance,  commonly 
assumes  the  form  of  a three-sided  prism,  the  edges  of  which  are 
replaced  by  two  narrow  planes.  The  extremities  of  the  crystal  are 
formed  by  the  three  faces  of 
the  rhombohedron.  No.  I, 
fig.  200,  shows  the  end  of  the 
crystal  which  becomes  positive 
by  heat;  No.  2,  the  opposite 
end  of  the  crystal  which  be- 
comes negative.  If  a crystal 

of  tourmaline  be  gently 

heated,  it  becomes  powerfully 

electrical  whilst  the  temperature  is  rising,  one  extremity,  termed 
the  analogous  pole,  becoming  positive,  the  other  extremity,  or 
antilogous  pole,  becoming  negative.*  When  the  temperature 
becomes  stationary,  the  electric  excitement  ceases  : as  the  crystal 
cools  the  effect  returns,  but  the  electric  polarity  is  reversed ; the 
end  of  the  crystal  that  before  was  positive  now  becomes  negative. 
The  particles  of  the  mineral  are  electrically  polarized  throughout 
the  Mrhole  mass  ; for,  if  the  crystal  be  broken  while  thus  electrified, 
each  fragment  retains  its  pola- 
rity, being  negative  at  one  end 
and  positive  at  the  other.  In 
fig.  201,  No.  i represents  a 
tourmaline  in  which  the  tem- 
perature is  rising  uniformly ; 

No.  2 the  same  tourmaline  in  which  the  temperature  is  falling 
uniformly;  and  No.  3 shows  the  effect  upon  a cooling  tourmaline 
which  has  been  broken  across.  If  the  tourmaline  be  delicately 
poised  upon  its  centre  whilst  cooling,  these  electric  states  may  be 
rendered  apparent  by  bringing  an  excited  glass  tube  near  to  the 
mineral : one  extremity  will  be  attracted  by  the  excited  glass  tube, 
while  the  other  extremity  will  be  repelled.  If  one  end  of  the 


Fig.  201. 


* The  crystal  must  not  be  too  strongly  heated, — about  302°  (130°  C.)  being 
the  best  point ; if  heated  very  strongly,  752°  (400°  C.)  or  beyond,  the  tourma- 
line becomes  a conductor  for  a time ; it  resumes  its  insulating  power  on  cooling, 
but  is  rendered  hygroscopic  till  after  it  has  been  washed  and  dried  at  302° 
(130°  C.) — Gaugain. 
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crystal  be  connected  with  the  cap  of  a sensitive  gold-leaf  electro- 
scope, whilst  the  other  extremity  is  in  conducting  communication 
with  the  earth,  the  gold-leaves  will  diverge. 

(246)  Chemical  Action. — No  chemical  changes  take  place 
without  the  development  of  electricity.  If  a clean  platinum  capsule 
be  connected  with  a sensitive  electroscope  and  condenser,  and  a 
liquid  which  has  no  chemical  action  on  platinum  be  placed  in  the 
capsule,  no  change  shows  itself ; but  if  any  other  more  oxidizable 
metal  in  conducting  connexion  with  the  earth  be  dipped  into  the 
liquid,  the  liquid  becomes  very  feebly  but  positively  electrified, 
whilst  the  metal  which  has  been  acted  upon  by  it  becomes  negative. 
The  intensity  of  the  chemical  action  in  this  form  of  the  experiment 
has  no  influence  upon  the  extent  of  electric  excitement  displayed. 
If  zinc  be  the  metal  employed,  and  pure  water  the  liquid,  the  signs 
of  electric  action  are  just  as  powerful  as  if  sulphuric  acid  were 
substituted  for  the  water  in  the  capsule ; for  the  metal  and  liquid 
being  both  good  conductors,  the  two  electricities  liberated,  imme- 
diately neutralize  each  other  almost  entirely,  instead  of  passing  one 
to  the  condenser,  the  other  to  the  earth. 

Electricity  is  also  developed  during  the  process  of  combustion  ; 
carbon,  for  example,  becoming  negatively  electric,  whilst  the  car- 
bonic anhydride  is  positive.  In  like  manner  hydrogen  in  the  act 
of  burning  was  found  by  Pouillet  to  be  negative,  whilst  the  vapour 
produced  by  it  was  positive. 

(247)  Electricity  of  Vapour. — The  act  of  evaporation  has  also 
been  asserted  to  be  one  of  the  sources  of  electricity,  but  the  truth 
of  this  statement  is  doubtful.  It  is  true  that  if  a few  drops  of 
water  fall  upon  a live  coal,  insulated  on  the  cap  of  the  gold-leaf 
electroscope,  the  leaves  of  the  instrument  diverge.  This,  however, 
is  due  to  the  chemical  action  between  the  coke  and  the  water,  and 
not  to  mere  evaporation ; for  if  we  allow  pure  water  to  evaporate 
in  a clean  hot  platinum  dish  connected  with  the  electroscope,  no 
signs  of  electric  disturbance  occur.  Pouillet  found  that  on  allow- 
ing alkaline  solutions  to  evaporate  in  the  capsule,  the  electroscope 
became  charged  positively  ; with  acid  solutions,  the  charge  given  to 
the  electroscope  was  negative : but  Peltier  states  that  these  elec- 
trical effects  may  nevertheless  be  due  to  friction,  as  they  do  not 
manifest  themselves  until  the  liquid  is  nearly  all  driven  off,  and  a 
crepitation  of  the  salt  as  it  detaches  itself  from  the  sides  of  the 
capsule  begins  to  occur.  This  is  corroborated  by  Faraday’s 
observation,  that  if  the  dish  be  heated  to  redness,  and  pure  water 
be  dropped  in,  so  long  as  it  evaporates  quietly  in  the  spheroidal 
form  (198)  no  electricity  is  developed;  but  the  moment  that  it 
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cools  down  sufficiently  to  boil  violently  with  friction  against  the 
metallic  capsule,  the  leaves  diverge  powerfully. 

In  accordance  with  this  observation,  Faraday  has  explained 
the  development  of  electricity  by  high-pressure  steam,  which  occurs 
to  so  remarkable  an  extent  under  certain  circumstances.  This 
lie  has  traced  to  the  friction  of  water  accompanying  the  steam 
against  the  orifice  of  the  jet  through  which  it  escapes  into  the  air. 
An  insulated  boiler  from  which  steam  is  allowed  to  blow  off  at 
high  pressure  through  long  tubes,  in  which  a partial  condensation 
of  the  steam  occurs,  furnishes,  as  in  the  hydro-electric  machine  of 
Armstrong,  exhibited  a few  years  ago  at  the  Polytechnic  Institution, 
an  admirable  source  of  high  electric  power.  In  this  experiment, 
the  boiler  becomes  negative,  the  escaping  steam  being  positive.  It 
is  remarkable  that  the  presence  of  a very  small  quantity  of  oil  or  of 
essence  of  turpentine  in  the  exit-pipe  reverses  these  electrical  states. 
A solution  of  plumbic  acetate  produces  a similar  effect.  Indeed 
the  purer  the  water  that  is  used  in  the  boiler,  the  better  it  is  for 
these  experiments,  and  the  more  uniform  are  the  results.  The 
electric  condition  of  the  steam  was  found  by  Armstrong  to  be  also 
influenced  by  the  material  of  which  the  exit  pipe  was  formed  ; glass, 
lead,  copper,  and  tin,  each  modifying  the  result.  Wood  appears 
to  be  the  material  best  adapted  for  use  in  forming  the  orifice  of  the* 
jet,  as  it  produces  the  highest  amount  of  charge  by  friction ; some 
bodies,  such  as  ivory,  produce  scarcely  any  electric  effect  when 
used  as  jets  to  the  pipe. 

Perfectly  dry  steam  is  in  fact  nearly  as  good  an  insulator  of 
electricity  as  atmospheric  air ; but,  from  the  facility  of  its  conden- 
sation, it  easily  produces  upon  cold  surfaces  a film  of  conducting 
matter  which  destroys  the  insulation. 

(248)  Atmospheric  Electricity. — Another  source  of  electricity, 
the  origin  of  which  is  at  present  shrouded  in  mystery,  is  the  atmo- 
sphere itself,  which  affords  displays  of  electric  phenomena  on  the 
most  magnificent  scale.  The  identity  of  lightning  and  electricity 
had  long  been  suspected  by  electricians ; but  the  proof  of  it  was 
first  devised  by  Franklin,  Avho,  by  the  simple  expedient  of  raising 
a boy’s  kite  during  a thunderstorm,  succeeded  in  obtaining  from 
the  clouds,  sparks  of  electricity,  with  which  he  charged  Leyden 
jars  and  performed  some  of  the  usual  electrical  experiments.  Such 
kite-flying,  however,  forms  a dangerous  kind  of  recreation  J and 
experiments  on  atmospheric  electricity  proved  fatal  to  Professor 
Richman  of  St.  Petersburg,  who,  a few  years  after  Franklin’s  dis- 
covery, was  killed  by  a flash  from  his  apparatus. 

No  sooner  had  Franklin  proved  the  identity  of  lightning  with 
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electricity,  tlian  he  proposed  his  plan  of  averting  the  destructive 
influence  of  lightning  from  buildings,  by  means  of  metallic  con- 
ducting-rods. In  order  to  render  these  efficient,  they  must  pro- 
ject into  the  air  for  some  distance  beyond  the  highest  point  of  the 
building  to  be  protected.  They  must  also  be  sufficiently  thick  to 
carry  off  the  discharge  without  fusion.  This  is  ensured  by  the 
us6  of  a copper  rod  of  not  less  than  or  half  an  inch  in 

diameter.  The  pieces  composing  these  rods  should  be  in  metallic 
contact  with  each  other  throughout  their  length,  and  the  conduc- 
tor should  terminate  in  a bed  of  moist  earth,  or  better  still,  in  a 
well  or  body  of  water,  so  as  to  secure  free  communication  with 
the  soil.  If  any  considerable  metallic  mass,  such  as  a leaden 
roof,  form  part  of  the  building,  it  should  be  connected  with  the 
conductor  by  branch  rods,  and  should  also  be  furnished  with 
branch  conductors  into  the  earth.  The  conductors  are  best  placed 
exterior  to  the  walls  of  the  bililding. 

The  explosive  power  of  lightning  is  so  great  that  its  effects 
may  well  excite  our  awe  and  amazement.  A single  instance  may 
be  cited  in  illustration  of  this  point.  In  November,  1790,  the 
mainmast  of  H.M.  ship  Elephant,  74  guns,  was  struck  by  a power- 
ful flash  of  lightning.  This  mast  weighed  18  tons,  it  was  3 feet 
(o‘9i4  metres)  in  diameter,  and  no  feet  (33-5  metres)  long,  and 
was  strongly  bound  together  by  iron  hoops,  some  of  which  were 
half  an  inch  (i2‘5mm')  thick  and  5 inches  (12*7  centimetres)  wide; 
yet  it  was  shivered  into  pieces,  and  the  hoops  were  burst  open 
and  scattered  around,  amidst  the  shattered  fragments  of  the  mast 
(Harris).  One  of  the  most  instructive  instances  recorded  is  that 
of  the  Dido,  which  when  off  Java  Head,  in  May,  1847,  was 
struck  soon  after  daylight,  during  a storm  attended  with  heavy 
rain  and  little  wind,  by  a tremendous  bifurcated  flash  of  lightning, 
which  fell  upon  the  main  royal  mast.  One  of  the  branches  struck 
the  extreme  point  of  the  royal  yard-arm,  and  in  its  course  to  the 
conductor  on  the  mast,  demolished  the  yard,  and  tore  in  pieces  or 
scorched  up  the  greater  part  of  the  sail ; the  other  part  fell  on  the 
vane-spindle  (the  point  of  which  showed  marks  of  fusion)  and 
truck,  which  last  was  split  open  on  the  iustaut  that  the  discharge 
seized  the  conductor.  From  this  point,  however,  the  explosive 
action  ceased,  and  the  discharge  freely  traversed  the  whole  line  of 
the  conductor,  from  the  mast-head  downward,  without  doing  further 
damage.  One  of  the  chief  points  of  interest  connected  with  this 
case  is  the  entire  destruction  of  the  yard-arm,  which  was  not 
supplied  with  a conductor,  and  the  complete  protection  of  the 
mast,  which  was  furnished  with  one.  It  is  also  important  as 
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proving  the  incorrectness  of  the  law  of  protection  laid  down  by 
some  French  writers — viz.,  that  a conducting-rod  will  protect  a 
circular  area  having  a radius  double  the  height  of  the  conductor 
above  the  highest  point  of  the  building.  In  all  cases,  the  lightning 
will  take  the  path  of  least  resistance,  and,  from  the  recorded  re- 
sults of  experience,  it  appears  that  that  path  of  least  resistance 
will  in  about  seven  times  out  of  ten,  be  such  that  the  lightning 
will  strike  the  highest  point,  if  it  be  furnished  with  a good  con- 
ducting line  to  the  earth  or  sea ; but  it  is  quite  possible  that 
instances  may  occur,  in  which  the  line  of  least  resistance  may  be 
in  a different  direction,  or,  as  in  the  case  of  the  Dido,  that  there 
may  be  two  such  lines  where  the  resistances  are  equal. 

If  a break  occur  in  any  part  of  the  conductor,  explosion  will 
take  place  at  this  spot  when  a discharge  of  lightning  is  directed 
upon  the  rod,  producing,  iu  many  cases,  fearful  destruction.  One 
of  the  most  awful  catastrophes  of  this  kind  occurred  on  the  18th  of 
August,  1769,  when  the  tower  of  St.  Nazaire  of  Brescia  was  struck 
by  lightning.  Beneath  this  tower  were  vaults  containing  upwards 
of  90  tons  of  gunpowder,  belonging  to  the  Republic  of  Venice.  The 
whole  of  this  enormous  quantity  of  powder  exploded,  destroying 
one-sixth  part  of  the  city  of  Brescia,  and  burying  3000  persons 
beneath  its  ruins.  On  a small  scale  the  track  followed  by  the 
electricity  may  be  illustrated  by  sending  a discharge  through  a 
series  of  interrupted  conductors,  such  as  gold-leaf  pasted  upon  paper. 
The  portions  of  gold-leaf  in  the  line  of  the  discharge  will  be  burned 
up,  whilst  the  contiguous  portions  not  included  in  the  track  of  the 
electricity  remain,  unaltered. 

The  peal  of  thunder  which  accompanies  the  lightning  flash  is 
due,  like  the  snap  wdiich  accompanies  the  discharge  of  a Leyden 
jar,  to  the  sudden  displacement  of  air,  which,  in  the  case  of  light- 
ning sometimes  extends  through  a distance  of  a mile  or  more.  The 
reverberation  of  the  peal  arises  chiefly  from  the  echoes  produced  by 
objects  upon  the  earth,  and  by  the  clouds  themselves.  The  flash 
from  the  thunder-cloud  is  exactly  analogous  to  the  discharge  of  the 
Leyden  jar : the  cloud  and  the  surface  of  the  earth  form  the  two 
coatings  to  the  intervening  layer  of  air,  which,  as  in  the  case  of  the 
condenser,  supplies  the  place  of  the  glass,  whilst  a church  steeple, 
or  any  projecting  object,  acts  the  part  of  a discharging  rod.* 

* These  electrical  accumulations  are  often  renewed  with  extraordinary 
rapidity.  On  the  6th  of  July,  1845,  about  10  p.m.,  after  a clear  hot  day,  in 
the  masses  of  vapQur  forming  a bank  of  cumuli,  I counted  in  two  minutes  83 
flashes  unattended  by  thunder ; and  several  times  during  the  same  evening,  I 
observed  between  30  and  40  discharges  from  one  cloud  to  another,  per  minute. 
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But  it  is  not  only  during  a storm  that  the  atmosphere  exhibits 
signs  of  electricity.  In  a cloudless  sky,  if  a flame  or  a pointed 
rod  be  connected  with  an  electroscope,  the  instrument  diverges 
positively.  Before  rain,  the  instrument  often  assumes  a negative 
state : in  general,  the  rain  that  first  falls  after  a depression  of  the 
barometer  is  charged  negatively.  It  frequently  happens  that  the 
rain  is  negatively  charged,  although  the  atmosphere,  both  before 
and  after  its  fall,  exhibits  signs  of  positive  charge.  Fogs,  snow, 
and  hail,  if  unattended  with  rain,  are  nearly  always  positively 
charged  in  a high  degree.  It  appears  to  be  probable  that  the 
clouds  are  almost  always  positive.  In  most  cases,  when  negative 
electricity  is  observed  in  the  instruments  it  is  simply  due  to  an 
effect  of  induction. 

In  winter,  the  atmospheric  charge  is  usually  higher  than  in 
summer.  According  to  Quetelet,  whose  conclusions  are  based 
upon  a series  of  five  years’  uninterrupted  observations,  the  atmo- 
spheric electricity  attains  an  average  maximum  in  January,  and 
steadily  decreases  till  June,  when  it  is  at  its  minimum  : from  this 
period  it  again  increases  progressively  till  January,  in  which  month 
the  tension  of  the  electricity  is  thirteen  times  as  high  as  it  is  in 
June.  The  electricity  of  the  air  may  be  stated  generally  to  be 
higher  in  a cloudless  than  in  a cloudy  sky.  Only  once  during  the 
months  of  October,  November,  December,  and  January,  has  he 
obtained  proof  of  negative  electricity  in  the  air. 

The  tension  of  the  charge  varies  likewise  during  each  twenty- 
four  hours ; it  has  two  maxima  and  two  minima.  The  first 
maximum  is  before  eight  o’clock  a.m.  in  summed  and  before  ten 
a.m.  in  winter;  the  second  after  nine  f.m.  in  summer,  and  before 
six  f.m.  in  winter.  The  first  minimum  is  uniformly  about  four 
a.m.,  and  the  second  about  three  f.m.  in  summer,  and  one  f.m. 
in  winter. 

The  observations  made  for  some  years  at  the  Kcw  observatory 
by  Ronalds, furnish  results  closely  accordingwith  those  of  Quetelet.* 

An  ingenious  experiment  by  Becquercl  shows  that  the  inten- 
sity of  the  charge  increases  with  the  elevation  above  the  earth’s 
surface,  and  according  to  Quetelct’s  observations,  the  increase  in 
intensity  is  proportional  to  the  height.  This  law  of  Quetelet  has, 
however,  been  verified  only  for  heights  not  exceeding  16  feet 
(5  metres).  Bccqucrcl’s  experiment  was  the  following: — Having 


# For  an  interesting  discussion  of  the  theory  of  the  development  of  atmo- 
spheric electricity,  the  reader  is  referred  to  Delarive’s  Treatise  on  Electricity. 
Walker’s  translation,  vol.  iii.  p.  1 1 6,  et  scy. 
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ascended  Mount  St.  Bernard,  lie  placed  an  electroscope  upon  a 
piece  of  varnished  silk,  on  which  he  arranged  by  a loose  cord 
about  80  metres  of  gilt  thread.  One  end  of  this  thread  he 
attached  to  the  shaft  of  an  arrow,  and  connected  the  other  ex- 
tremity with  the  cap  of  an  electroscope  by  a running  knot.  The 
arrow  was  then  discharged  in  a vertical  direction  by  means  of  a 
bow  ; as  it  ascended  the  leaves  expanded  gradually  till  they  struck 
the  sides  of  the  glass.  When  the  full  length  of  the  thread  was 
attained,  the  upward  motion  of  the  arrow  detached  it  altogether 
from  the  electroscope,  leaving  the  instrument  charged  positively. 
On  repeating  the  experiment,  shooting  the  arrow  horizontally,  no 
charge  at  all  was  obtained.  Similar  results  may  he  obtained  on 
a clear  day  by  ascending  a lofty  eminence  or  building,  to  avoid 
the  induction  of  near  objects,  and  taking  a gold-leaf  electroscope, 
terminating  above  in  a ball.  The  electroscope  being  now  in  a 
neutral  state,  it  will,  if  elevated  only  for  a foot  or  two,  diverge 
with  positive  electricity.  On  bringing  it  back  to  its  original 
position,  the  leaves  collapse,  and  on  depressing  it  below  this  point, 
the  leaves  again  separate  with  the  opposite  electricity. 

Electricity  developes  itself  in  the  atmosphere  in  other  forms ; 
for  example,  luminous  brushes,  stars,  and  glows,  have  been  fre- 
quently observed  in  stormy  weather  on  the  extremities  of  the 
masts  and  yard-arms  of  ships,  on  the  points  of  weapons,  and 
occasionally  even  on  the  tips  of  the  fingers.  These  phenomena 
are,  in  fact,  cases  of  brush  discharge  upon  a large  scale,  and  are 
in  many  instances  attended  with  a roaring  noise  like  that  of  a 
burning  portfire.  Appearances  of  this  description  formerly 
went  by  the  name  of  St.  Elmo’s  fire ; our  own  sailors  term 
them  comazunts. 

(249)  Aurora  Borealis. — Another  very  beautiful  meteor  which 
is  sometimes  seen  in  this  country  in  clear  frosty  nights,  but  which 
is  observed  very  frequently  in  higher  latitudes,  has  probably  an  elec- 
trical origin.  This  is  the  aurora  borealis.  It  has  been  supposed  to 
be  occasioned  by  the  passage  of  electricity  through  the  rarefied  por- 
tions of  the  upper  regions  of  the  atmosphere  from  the  poles  towards 
the  equator,  but  the  explanation  is  unsatisfactory,  and  not  adequate 
to  account  for  the  effects  observed.  The  varieties  of  coloured  light 
exhibited  by  the  aurora  may,  however,  be  imperfectly  imitated  on 
a small  scale  by  discharging  a continued  or  an  intermittent  supply 
of  electricity  through  a vessel  partially  exhausted  of  air. 

The  forms  which  the  aurora  assumes  arc  very  varied,  and  of 
extraordinary  beauty ; there  is,  however,  usually  some  general 
similarity  in  its  aspect  at  the  same  locality.  Commonly,  streams 
1 G G 
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of  light  are  seen  shooting  upwards  from  the  northern  horizon. 
These  streams  are  frequently  observed  to  meet  together  in  the 
zenith,  and  produce  an  appearance  as  if  a vast  tent  were  expanded 
in  the  heavens,  glittering  with  gold,  rubies,  and  sapphires. 

A remarkable  connexion  has  been  observed  between  the  aurora 
and  the  magnetism  of  the  earth ; the  magnetic  needle  being  very 
generally  disturbed  during  a display  of  the  aurora.  The  arches 
of  the  aurora  most  commonly  traverse  the  sky  at  right  angles  to 
the  magnetic  meridian,  though  deviations  from  this  direction  are 
not  rare.  Sir  J.  Franklin  found  that  the  disturbance  of  the  needle 
was  not  always  proportionate  to  the  agitation  of  the  aurora,  but 
was  always  greater  when  the  quick  motion  and  vivid  light  were 
observed  to  take  place  in  a hazy  atmosphere.  The  aurora  is  most 
frequent  and  vivid  in  high  latitudes  towards  either  pole,  but  the 
meteor  is  not  confined  to  these  parts,  as  Dr.  Hooker  states  that 
one  of  the  most  brilliant  displays  he  ever  witnessed  was  under  the 
tropical  sky  of  India ; and  other  observers  have  recorded  instances 
of  its  appearance  in  the  equatorial  districts  of  the  globe. 

The  altitude  of  the  aurora  varies  considerablv : there  is  no 

t/  * 

doubt,  however,  that  it  frequently  occurs  at  small  elevations. 
Both  Franklin  and  Parry  record  examples  of  its  appearing  below 
the  level  of  the  clouds,  which  they  describe  as  concealed  behind 
the  masses  of  its  light,  and  as  reappearing  when  the  meteor 
vanished.  There  appear  to  be  two  distinct  kinds  of  aurora,  one 
dependent  upon  local  causes,  as  in  the  cases  last  mentioned,  while, 
in  the  other,  the  causes  are  probably  cosmical,  aud  the  auroral 
effects  are  seen  at  very  distant  points  of  the  earth’s  surface. 
(Sabine.) 

§ III.  Galvanic  or  Voltaic  Electricity. 

(250)  Galvani's  Discovery. — About  the  year  1790  Galvani 
made  the  observation  that  convulsive  movements  were  produced 
in  the  limbs  of  a frog  recently  killed,  if  brought  into  contact  with 
two  dissimilar  metals,  such  as  zinc  and  copper,  which  were  them- 
selves in  contact.  The  experi- 
ment may  be  readily  repeated 
in  the  following  manner : — 
Expose  the  crural  nerve  (n, 
fig.  202)  of  a recently  killed 
frog,  touch  it  with  a strip  of 
zinc,  z,  and  at  the  same  time 
touch  the  surface  of  the  thigh, 
m,  with  one  end  of  a bit  of 


Fig.  202. 
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copper  wire,  c ; tlie  moment  that  the  other  end  of  the  copper  wire 
is  made  to  touch  the  zinc,  the  limb  is  convulsed : but  the  convul- 
sions cease  when  the  two  metals  are  separated  from  each  other, 
though  they  are  still  in  contact  with  the  animal  tissues.  Each 
time  that  the  zinc  and  copper  are  made  to  touch  each  other,  the 
convulsion  is  renewed.  A live  flounder  laid  upon  a pewter  plate 
shows  no  particular  sign  of  uneasiness;  a silver  spoon  may  also  be 
laid  upon  its  hack  without  any  apparent  effect : but  if  the  spoon 
be  made  to  touch  the  pewter  while  it  rests  on  the  fish,  the  animal 
becomes  strongly  convulsed.  If  a piece  of  zinc  and  a shilling  he 
placed  one  above  and  the  other  under  the  tongue,  no  particular 
sensation  is  perceived  so  long  as  the  two  metals  are  kept  separate, 
hut  if  the  silver  and  the  zinc  be  allowed  to  touch  each  other, 
a peculiar  tingling  sensation  or  taste  is  experienced ; and  if  the 
silver  be  placed  between  the  upper  lip  and  the  teeth  instead  of 
under  the  tongue,  each  time  that  the  two  metals  are  brought  into 
contact,  not  only  will  a taste  be  perceived,  but  a momentary  flash 
of  light  will  appear  to  pass  before  the  eye. 

These  phenomena  are  all  analogous  to  each  other,  and  have  an 
electrical  origin ; and  by  tracing  them  to  this  source,  a branch  of 
electrical  science  has  gradually  been  developed,  which  in  honour 
of  its  first  discoverer  has  been  termed  galvanism.  The  term  gal- 
vanism, or  voltaic  electricity,  as  it  is  also  called,  in  remembrance 
of  the  researches  of  Volta  in  this  field,  is  applied  to  electricity 
which  is  set  in  motion  by  chemical  action.  It  is  usually  developed 
by  the  contact  of  two  dissimilar  metals  with  a liquid. 

(251)  Elementary  Voltaic  Circuits. — -These  effects  may  be 
traced  by  very  simple  means.  When  a plate  of  zinc  is  immersed 
in  diluted  sulphuric  acid,  an  extrication  of  hydrogen  gas  takes 
place  from  the  surface  of  the  metal,  and  the  zinc  becomes  dissolved 
in  the  sulphuric  acid.  But  if  the  surface  of  the  zinc,  after  it  has 
been  cleansed  by  immersion  in  the  acid,  be  rubbed  over  with 
mercury,  a brilliant  amalgam  is  speedily  formed  over  the  whole 
face  of  the  zinc.  Such  a plate  may  theu  be  plunged  into  the 
acid,  and  it  will  remain  without  undergoing  any  chemical  change 
for  hours.  The  cause  of  this  inactivity  of  the  zinc  is  not  satisfac- 
torily accounted  for,  but  the  fact  is  continually  made  use  of  in 
voltaic  experiments.  The  addition  of  a second  amalgamated  zinc 
plate,  whether  it  be  in  contact  with  the  first,  or  be  separated  from 
it,  produces  no  change.  But  if  the  second  plate  be  of  platinum, 
of  copper,  or  of  some  metal  which  is  less  rapidly  acted  on  by  the 
acid  than  zinc  is,  although  no  action  will  occur  whilst  the  two 
plates  remain  separate  (as  shown  in  fig.  203,  1),  yet  the  moment 
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that  they  are  allowed  to  touch  each  other,  either  above  (2)  or  be- 
neath (3)  the  surface  of  the  liquid,  bubbles  of  gas  will  escape  from 
the  surface  of  the  platinum.  The  platinum,  however,  is  not  acted 


Fig.  203. 


upon  chemically  in  this  case ; if  the  two  metals  be  weighed  before 
the  experiment  is  commenced,  and  again  after  it  is  concluded,  the 
weight  of  the  platinum  will  he  found  to  be  unaltered ; hut  the 
zinc  will  have  been  partially  dissolved,  and  will  weigh  less  than  it 
did  before.  The  gas  may  easily  be  collected  by  filling  a tube  with 
diluted  acid,  and,  after  introducing  the  platinum  plate,  inverting 
the  tube  in  the  glass,  so  that  the  lower  edge  of  the  platinum  may 
touch  the  strip  of  zinc  (No.  3).  On  examining  the  gas  which 
rises  in  the  tube  it  will  be  found  to  be  pure  hydrogen.  It  is  not 
necessary  that  the  two  plates  should  directly  touch  each  other. 
They  may  be  connected  by  means  of  a metallic  wire  (as  at  4,  fig. 
203),  by  a piece  of  graphite,  or  by  any  good  conductor  of  elec- 
tricity ; gas  will  continue  under  these  circumstances  to  rise  from 
the  platinum  plate ; but  if  a glass  rod,  a stick  of  shell-lac,  a bit  of 
gutta  percha,  or  any  electric  insulator  be  made  the  medium  of  in- 
tercommunication, all  signs  of  action  will  cease.  The  length  of  the 
metallic  wire  employed  is  comparatively  unimportant : it  may  vary  r 
from  a few  centimetres  to  many  miles,  and  in  either  case  it  will  en-  | 
able  the  action  across  the  liquid  to  take  place.  A pair  of  plates  of  | 
dissimilar  metals  in  effectual  communication,  either  by  direct  con- 
tact or  through  the  medium  of  wire,  when  immersed  in  a liquid 
which  acts  chemically  upon  one  of  them,  constitutes  a voltaic  circuit. 

(252)  Activity  of  the  Conducting  Tflre. — The  wire  or  other 
medium  of  communication,  during  the  time  that  it  forms  the 
connexion  between  the  two  metals,  exhibits  signs  of  activity 
which  it  did  not  before  possess;  it  exerts  a variety  of  influences 
upon  surrounding  bodies,  and  it  loses  these  powers  immediately 
that  the  contact  with  the  metallic  plates  is  broken.  For  instance, 
the  temperature  of  the  wire  is  for  the  time  elevated.  This  may 
be  proved  by  causing  the  wire  to  traverse  the  bulb  of  a sensitive 
air  thermometer,  or  by  making  a compound  metallic  ribbon,  such 
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as  is  used  in  Breguet’s  thermometer  (140),  part  of  the  chain  of 
communication  between  the  plates.  If  a portion  of  the  wire  be 
sufficiently  reduced  in  thickness,  visible  ignition  of  such  portion 
may  even  be  produced.  Indeed  the  quantity  of  heat  given  out 
by  the  connecting  wire  may  he  employed  as  a measure  of  the 
amount  of  force  which  it  is  transmitting. 

(253)  Action  of  the  Conducting  Wire  on  the  Magnetic  Needle. 
— Another  remarkable  proof  of  the  activity  of  the  wire  which 
connects  the  two  metallic  plates,  is  exhibited  in  the  peculiar 
influence  which  it  exerts  over  a magnetic  needle  suspended  freely 
at  its  centre  in  a direction  parallel  to  the  wire.  Such  a needle 
tends  to  place  itself  at  right  angles  to  the  wire.  If  the  wire  and 
the  needle  be  previously  arranged  in  the  magnetic  meridian,  the 
amount  of  deviation  in  the  needle  affords  a comparative  measure 
of  the  force  which  is  conveyed  by  the  wire,  as  the  needle  ulti- 
mately assumes  a position  of  equilibrium  between  the  directive 
power  of  the  eartlr’s  magnetism  and  that  of  the  wire  (301). 

The  movements  of  such  a magnetic  needle  afford  one  of  the 
most  delicate  tests  of  the  development  of  galvanic  electricity,  or 
of  electricity  in  motion.  It  will  therefore  be  necessary  to  examine 
the  direction  and  nature  of  these  movements. 

The  direction  of  the  needle  under  any  circumstances  may  easily 
he  calculated  by  recollecting  the  following  rule  : — When  the  wire 
is  placed  in  the  magnetic  meridian,  with  the  end  connected  with  the 
zinc  plate  towards  the  north,  and  the  needle  is  placed  below  the 
wire,  the  marked  end  will  deviate  westward.  When  the  needle 
is  above  the  wire,  the  marked  end  will  move  towards  the  east. 
The  first  effect  is  shown  in  fig.  204,  1 ; the  second  in  2.  On 
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reversing  the  attachment  of  the  wire  to  the  plates,  the  phenomena 
■will  in  each  case  be  inverted.  By  means  of  a simple  model,  the 
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direction  of  the  needle  under  any  conditions  may  he  readily  indi- 
cated : — Across  a square  strip  of  wood  nail  a cylindrical  piece  at 
right  angles ; let  the  square  rod  represent  the  magnetic  needle,  the 
round  rod  the  connecting  wire  (fig.  204,  3 and  4),  then  mark 
upon  the  square  rod  the  letters  n and  s,  and  on  the  round  rod, 
p and  z,  in  conformity  with  the  rule  just  given : by  placing  the 
model  in  any  given  position,  the  relative  effect  of  the  wire  upon 
the  needle  under  these  circumstances  will  he  shown. 

Even  the  liquid  part  of  a voltaic  circuit  acts  thus 
Fig.  205.  upon  the  magnetic  needle.  This  may  be  shown  by 
suspending  a needle,  n s,  fig.  205,  by  means  of  a fibre 
of  silk,  over  a dish  of  diluted  sulphuric  acid.  On  one 
side  of  this  dish  a zinc  plate,  z,  is  inserted,  on  the  other, 
a plate  of  platinum,  p.  The  needle  must  be  placed  so 
that  one  of  its  ends  may  point  towards  one  plate,  and 
the  other  end  towards  the  other  plate.  If  the  two 
plates  be  now  connected  by  a wire,  as  shown  in  the 
figure,  the  needle  will  be  deflected,  and  will  place 
itself  nearly  parallel  to  the  metallic  plates. 

(234)  The  Galvanometer. — Since  every  part 
of  the  circuit  acts  equally  upon  the  needle, 
and  since  it  is  possible  to  make  several 
parts  act  simultaneously  upon  it,  actions  may  be  rendered  percep- 
tible which  would  otherwise  be  too  weak  to  influence  its  motion. 


Fig.  206. 
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Fig.  206  will  convey  an  idea  of  the 
principle  upon  which  this  is  effected. 
Suppose  the  wire  connecting  the  plates 
p and  z to  be  bent  into  a loop  with 
parallel  sides.  If  a magnetic  needle 
be  suspended  between  the  wires,  and 
parallel  to  them,  the  loop  and  the 
needle  being  both  in  the  magnetic 
meridian,  with  the  end  n pointing  to 
the  north,  the  marked  end  of  the 
needle  would  be  impelled  westward 
under  the  influence  of  the  force  in  the  upper  branch ; and  as  the 
current  returns  in  the  reverse  direction  through  the  lower  wire, 
this  tendency  of  the  nortli  end  westward  would  be  doubled.  By 
increasing  the  number  of  coils  which  are  placed  around  the  needle 
parallel  to  each  other,  very  feeble  actions  may  be  rendered  evident. 
An  instrument  constructed  on  this  principle  is  termed  a galvano- 
meter or  rheometer  (or  f current  measurer/  from  gteo,  to  flow). 

The  sensibility  of  the  galvanometer  may,  however,  be  still 
further  increased  by  placing  outside  the  coil  a second  magnetic 
needle,  with  its  poles  reversed ; the  directive  force  of  the  earth 
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may  be  thus  almost  exactly  neutralized ; its  attractive  power  upon 
the  north  end  of  one  needle  being  almost  exactly  counterbalanced 
by  its  repvdsive  action  upon  the  south  end  of  the  needle  which  is 
parallel  to  it.  A pair  of  needles  thus  arranged  constitutes  what 
is  termed  an  astatic  combination  (from  acn-arog , unstable).  A 
very  feeble  force  will  be  sufficient  to  drive  one  particular  ex- 
tremity of  such  a pair  of  needles  to  the  east  or  to  the  west ; but 
the  second  needle  being  outside  the  coil,  will  be  acted  upon  by 
the  upper  wires  only,  the  lower  ones  being  at  too  great  a distance 
to  produce  any  sensible  effect.  The  action  of  the  upper  wires 
upon  the  needle  above  them  coincides  with  their  action  upon  the 
lower  needle,  with  its  reversed  poles  : and  the  effect  of  a feeble 
current  is  thus  materially  increased  by  these  combined  actions. 
The  conducting  wire  must  be  covered  with  silk  with  a view  to 
preserve  each  coil  duly  insulated  from  the  contiguous  ones. 

The  astatic  galvanometer  is  represented  in  fig.  207.  The 
needles,  n s,  s n,  are  suspended,  one  within  and  the  other  above 
the  coil  of  wire,  w w,  by  means  of 
a fibre  of  silk,  d,  the  whole  being 
enclosed  within  the  glass  case,  g. 

The  parallelism  of  the  two  needles 
to  each  other  is  maintained  under 
all  circumstances,  by  causing  each 
of  them  to  pass  transversely  through 
the  same  piece  of  straw,  or  by  con- 
necting them  together  by  means  of 
a piece  of  fine  copper  wire ; the  fibre 
d is  attached  to  the  upper  extremity 
of  the  straw  or  the  wire.  By  means 
of  a screw  at  a,  the  point  of  suspen- 
sion  of  the  silk  can  be  raised  or 
lowered  without  twisting  it,  so  that  when  the  needles  are  not  in 
use  their  weight  need  not  be  supported  by  the  silk  fibre,  c c,  is 
a sheet  of  copper  provided  with  a graduation  on  its  margin  for 
estimating  the  angular  deviation  of  the  needles  ; b,  b,  are  binding- 
screws  for  connecting  the  extremities  of  the  coil  with  the  wires 
which  transmit  the  current;*  the  apparatus  can  be  levelled  by  means 


* Instead  of  binding-screws,  it  is  not  uncommon  to  employ  small  cups 
containing  mercury  as  the  means  of  completing  the  metallic  communication 
between  the  different  parts  of  the  circuit ; the  ends  of  the  wires  should  be 
made  perfectly  bright  before  immersing  them  in  the  mercury.  Copper  wires 
may  be  easily  amalgamated  superficially  by  scouring  them  with  fine  emery- 
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of  the  screws,  m,  m ; and  at  l,  a lever  is  shown  by  which  the  coil 
of  wire  w,  can  he  placed  accurately  parallel  with  the  magnetic 
needles,  so  as  to  make  them  coincide  with  the  zero  of  the  graduated 
circle.  Such  an  instrument  may  be  made  not  only  to  indicate 
the  existence  of  voltaic  action,  but  also  to  measure  its  amount. 
When  the  deviations  of  the  needle  are  small,  not  exceeding  15° 
or  200,  the  number  of  degrees  of  deviation  gives  nearly  accurately 
the  relative  force;  but  for  angles  of  greater  magnitude,  this  is 
not  the  case,  because  the  more  the  needle  deviates  from  parallel- 
ism to  the  wire,  the  more  obliquely  and  therefore  the  less  power- 
fully does  the  force  act  which  occasions  its  motion ; and  it 
becomes  necessary  to  determine  the  value  of  the  degrees  by  direct 
experiment.  It  would  require  a greater  amount  of  power  to  move 
the  needle  from  2c0  to  250,  than  from  io°  to  1 50 : and  a still 
greater  to  produce  a deviation  from  30°  to  350;  but  the  force 
required  in  each  case  is  definite,  and  consequently  may  be  esti- 
mated and  measured.* * 

Thomsons  Reflecting  Galvanometer. — This  is  a very  sensitive  and  beautiful 
instrument,  which  is  now  used  extensively  for  telegraphic  purposes.  The  indi- 
cating magnet  is  attached  to  the  back  of  a small  circular  silvered  mirror,  shown 


Fig.  208. 


separately  at  M,  fig.  208,  the  joint  weight  of  the  two  not  exceeding  1*3  grain 
(o'  1 grin.).  The  mirror  and  magnet  are  suspended  by  a few  fibres  of  unspun 
silk,  in  the  centre  of  a helix  of  insulated  wire,  w j in  the  central  opening  of  the 


paper  and  moistening  them  with  a solution  of  mercuric  nitrate ; the  perfection 
of  the  contact  is  thus  ensured. 

* Melloni  s method  of  graduating  a galvanometer  is  the  following,  quoted 
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coil  is  placed  a small  lens ; the  coil  is  supported  in  a suitable  frame,  g,  mounted 
on  levelling  screws.  Upon  a perpendicular  rod  fastened  to  the  top  of  this  frame 
a magnet,  in,  slides  up  and  down,  so  as  to  enable  the  operator  by  its  means  to 
neutralize  the  effect  of  the  earth’s  magnetism  upon  the  needle  of  the  galvanometer. 
In  front  of  the  instrument  a lamp,  L,  is  placed  behind  a vertical  slit,  s,  which  is 
arranged  at  a suitable  distance  from  the  galvanometer,  in  a line  of  the  prolonga- 
tion of  the  axis  of  the  coil  at  g.  The  light  of  the  lamp  passes  through  the  slit,  s, 


Fig.  209. 


by  Tyndall,  p.  335,  °f  h'IS  work  on  Seat  considered  as  a Mode  of  Motion: — 
Two  small  vessels,  v,v,  fig.  209,  are  half  filled 
with  mercury,  and  connected  separately  by 
two  short  wires,  with  the  extremities,  G,  G, 
of  the  galvanometer.  The  vessels  and  wire 
thus  disposed  make  no  change  in  the  action 
of  the  instrument,  the  thermo-electric  cur- 
rent being  freely  transmitted  as  before  from 
the  pile  to  the  galvanometer.  But  if,  by 
means  of  a wire,  f,  a communication  be 
established  between  the  two  vessels,  part 
of  the  current  will  pass  through  this  wire 
and  return  to  the  pile.  The  quantity  of 
electricity  circulating  in  the  galvanometer 
will  be  thus  diminished,  and  with  it  the  deflection  of  the  needle. 

Suppose,  then,  that  by  this  artifice  we  have  reduced  the  galvanometric 
deviation  to  its  fourth  or  fifth  part — in  other  words,  supposing  that  the  needle 
being  at  10  or  12  degrees  under  the  action  of  a constant  source  of  heat  placed 
at  a fixed  distance  from  the  pile,  that  it  descends  to  2 or  3 degrees  when  a por- 
tion of  the  current  is  diverted  by  the  external  wire;  I say  that  by  causing  the 
source  to  act  from  various  distances,  and  observing  in  each  case  the  total 
deflection  and  the  reduced  deflection,  we  have  all  the  data  necessary  to  determine 
the  ratio  of  the  deflections  of  the  needle,  to  the  forces  which  produce  these 
deflections. 

To  render  the  exposition  clearer,  and  to  furnish  at  the  same  time  an 
example  of  the  mode  of  operation,  I will  take  the  number  relating  to  the  appli- 
cation of  the  method  to  one  of  my  thermo-multipliers. 

The  external  circuit  being  interrupted,  and  the  source  of  heat  being  suf- 
ficiently distant  from  the  pile,  to  give  a deflection  not  exceeding  5 degrees  of 
the  galvanometer,  let  the  wire  be  placed  from  v to  v ; the  needle  falls  to  i°‘5- 
The  connexion  between  the  two  vessels  being  again  interrupted,  let  the  source 
be  brought  near  enough  to  obtain  successively  the  deflections : — 

5°,  io°,  150,  20°,  250,  30°,  35°.  4°°>  45°- 

Interposing  after  each  the  same  wire  between  v and  v,  we  obtain  the 
following  numbers : — 


i°\5> 


3~>  4W\5»  60,3.  8°‘4,  h°-2,  if' 3. 

Assuming  the  force  necessary  to  cause  the  needle  to  describe  each  of  the  first 
degrees  of  the  galvanometer  to  be  equal  to  unity,  we  have  the  number  5 as 
the  expression  of  the  force  corresponding  to  the  first  observation.  The  other 
forces  are  easily  obtained  by  the  proportions ; — 

i'5’5  = a:  .:  a = 3'333  “ 

1 5 

(that  is  to  say,  one  reduced  current  is  to  the  total  current  to  which  it  corre- 


2 2°*4, 


29°'7- 
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and  is  concentrated  by  the  lens  upon  the  mirror,  from  which  it  is  reflected  through 
the  lens  upon  the  scale,  R ; this  scale  being  placed  at  a distance  suited  to  the 
production  upon  its  graduated  surface  of  a sharp  reflected  image  of  the  slit.  Since 
a very  slight  angular  deviation  of  the  needle  causes  the  spot  of  light  to  traverse 


sponds,  as  any  other  reduced  current  is  to  its  corresponding  total  current), 
where  a represents  the  deflection  when  the  exterior  circuit  is  closed.  We 
thus  obtain — 


S>  10,  15-2,  21,  28,  37-3, 


for  the  forces  corresponding  to  the  deflections — 

50,  io°,  1 5°,  200,  25°,  30°. 

In  this  instrument,  therefore,  the  forces  are  sensibly  proportional  to  the  arcs, 
up  to  nearly  15  degrees.  Beyond  this  the  proportionality  ceases,  and  the 
divergence  augments  as  the  arcs  increase  in  size. 

The  forces  belonging  to  the  intermediate  degrees  are  obtained  with  great 
ease  either  by  calculation  or  by  graphical  construction,  which  latter  is  suf- 
ficiently accurate  for  these  determinations.  By  these  means  we  find — 


Degrees 

13°  IJ°  l6° 

Forces 

13  14*1  15*2  1 6*3 

Differences 

i*i  ii  i*i  i*i 

Degrees 

22°  23°  24°  25° 

Forces 

23*5  24*9  26*4  28 

Differences 

1*4  1*5  1*6  1*7 

170  180  1 90  20°  21° 

17*4  18*6  19-8  21  22*3 

I ’2  1*2  1*2  1*3 

26°  2 7°  28°  29°  30° 

297  3!\5  33'4  35*3  37*3 

i-8  1*9  19  2 


In  this  table  we  do  not  take  into  account  any  of  the  degrees  preceding  the 
13th,  because  the  force  corresponding  to  each  of  them  possesses  the  same 
value  as  the  deflection. 

The  forces  corresponding  to  the  first  30  degrees  being  known,  nothing  is 
easier  than  to  determine  the  values  of  the  forces  corresponding  to  35,  40,  45 
degrees,  and  upwards. 

The  reduced  deflections  of  these  three  arcs  are — 

1 5°'3,  22°-4,  29°7. 

Let  us  consider  them  separately,  commencing  with  the  first.  In  the  first 
place,  then,  1 5 degrees,  according  to  our  calculation,  are  equal  to  15*2:  we 
obtain  the  value  of  the  decimal  o'3  by  multiplying  this  fraction  by  the  diffe- 
rence i*i,  which  exists  between  the  15th  and  16th  degrees;  for  we  have 
evidently  the  proportion — 

I : I’l  = 0*3  : x=  0*3. 

The  value  of  the  reduced  deflection  corresponding  to  the  35th  degree  will 
not  therefore  be  1 3°'3>  but  1 5°'2  + o0,3  = I5°'5‘  By  similar  considerations  we 
find  230,3  + o0,6  = 24°-i  instead  of  22°*4,  and  360"  instead  of  290"]  for  the 
reduced  deflections  of  40  and  43  degrees. 

It  now  only  remains  to  calculate  the  forces  belonging  to  these  three  de- 
flections— 15°'5,  24°’ 1,  and  36°" 7 — by  means  of  the  expression  3*333  a;  this 
gives  us — 

The  forces  51*7  80*3  122*3 

For  the  degrees  ...  3 50  40°  450 

Comparing  these  numbers  with  those  of  the  preceding  table,  we  see  that  the 
sensitiveness  of  our  galvanometer  diminishes  considerably  when  we  use  de- 
flections greater  than  30  degrees. 
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the  entire  length  of  the  scale,  the  equidistant  graduations  may  be  taken  as  exactly 
proportional  to  the  power  of  the  current. 

(255)  Allusion  lias  already  been  made  to  the  physiological 
action  of  the  current,  in  consequence  of  which,  if  a living  animal, 
or  a part  of  one  recently  killed,  such  as  the  limb  of  a frog,  be 
included  between  a pair  of  plates,  muscular  contractions  are  pro- 
duced ; similar  effects  occur  if  a portion  of  the  human  body,  such 
as  the  tip  of  the  tongue,  be  included  between  two  interrupted 
points  of  the  conducting  wire.  But  in  addition  to  the  heating, 
magnetic,  and  physiological  effects,  another  remarkable  series  of 
phenomena,  those  of  chemical  decomposition,  may  be  exhibited  at 
the  interrupted  points  of  the  conducting  wire.  These,  however, 
are  more  distinctly  shown  when  a number  of  pairs  of  plates  is 
employed. 

(256)  The  Voltaic  Pile. — In  prosecuting  the  experiments  of 
Galvani,  Volta  discovered  that  by  using  a number  of  similar 
metallic  pairs  moistened  by  a saline  or  by  a feebly  acid  liquid, 
many  of  the  effects  already  described  were  greatly  increased ; and 
in  the  year  1800  he  published  a description  of  the  apparatus 
which  he  had  contrived,  and  which  has  perpetuated  the  name  of 
its  inventor  under  the  designation  of  the  Voltaic  Pile.  This  im- 
portant instrument  is  represented  in  fig.  210. 

It  consists  of  a succession  of  pairs  of  plates 
of  two  dissimilar  metals,  such  as  zinc,  z,  and 
copper,  c,  or  zinc  and  silver,  each  pair  being 
separated  on  either  side  from  the  adjacent 
pairs  by  pieces  of  card  or  of  flannel,  f,.  mois- 
tened with  salt  and  water,  or  with  very  weak 
acid  : these  plates  may  be  supported  by  a 
frame  of  dry  wood.  The  effects  produced  by 
such  an  apparatus  were  soon  seen  to  be  of  an 
electrical  character.  If  the  ends  of  the  pile  or 
the  wires  connected  with  them  were  touched, 
one  with  each  hand  previously  moistened,  a 
sensation  similar  to  that  of  the  electric  shock 
was  experienced.  Sparks  could  be  obtained  between  two  pieces  of 
charcoal  attached  to  the  ends  of  the  wires ; divergence  of  the  gold 
leaves  of  the  electroscope  was  produced  when  one  wire  touched  the 
cap  of  the  instrument,  whilst  the  other  wire  was  in  communication 
with  the  earth;  and  other  electrical  effects  were  obtained.  In 
arranging  the  plates  of  metal  it  is  necessary  strictly  to  observe  a 
certain  order  in  their  succession ; thus,  if  a plate  of  zinc  with  a wire 
attached  to  it  form  the  bottom  of  the  pile,  a piece  of  wet  flannel 


Fig.  210. 
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must  be  placed  upon  it,  then  a piece  of  copper,  then  a piece  of 
zinc,  then  flannel,  then  copper,  then  zinc,  then  flannel,  and  so  on, 
till  the  pile  terminates  at  the  top  with  a plate  of  copper  to  which 
a wire  is  attached.  By  soldering  together  the  zinc  and  copper 
in  pairs,  a considerable  improvement  is  effected ; complete  contact 
of  the  two  metals  is  insured,  and  the  apparatus  can  he  mounted, 
with  more  rapidity.  Many  practical  inconveniences,  however, 
are  experienced  when  the  instrument  is  mounted  in  the  form  of  a 
pile : the  liquid  in  the  flannel  soon  loses  the  power  of  acting 
chemically  on  the  zinc,  and  the  activity  of  the  combination 
declines  rapidly. 

Another  more  effectual  arrangement  adopted  by  A olta  is  shown 
in  fig.  31 J ; he  termed  it  the  Crown  of  Cups.  In  this  form,  the 


Fig.  21 1. 


liquid  in  the  cell  corresponds  to  the  moist  flannel  of  the  pile,  and 
the  zinc  of  one  cell  being  connected  with  the  copper  of  the  adjacent 
cell,  the  arrangement  corresponds  exactly  with  that  of  the  pile, 
■where  the  zinc  is  on  one  side  of  the  flannel,  whilst  the  copper  in 
contact  with  the  other  surface  of  the  flannel  communicates  with  the 
zinc  touching  the  flannel  next  above  it,  and  so  on.  Other  more 
efficient  forms  of  the  voltaic  battery  will  be  described  farther  on. 

The  Conditions  required  to  produce  Voltaic  Action. 

(257)  Electric  Disturbance  by  Contact  of  Dissimilar  Metals. — 
Having  in  the  foregoing  remarks  traced  the  voltaic  phenomena  to 
a modification  of  electricity,  we  may  now  proceed  to  examine  more 
particularly  the  conditions  under  which  they  occur. 

It  was  early  observed  by  Volta  that  when  two  different  metals, 
properly  insulated,  arc  brought  into  contact,  and  then  separated 
by  means  of  insulating  bandies,  each  plate  exhibits  signs  of  elec- 
tricity which  may  be  detected  by  a sensitive  electroscope  such  as 
Bohnenbcrger’s  [note,  § 298).  The  more  oxidizable  metal  is  found 
to  be  positive,  while  the  less  oxidizable  metal  is  negative.  If  zinc 
tilings  be  sifted  through  a piece  of  insulated  copper-wire  gauze 
upon  the  cap  of  a gold-leaf  electroscope,  the  leaves  of  the  instru- 
ment will  diverge.  On  approaching  the  electroscope  with  an 
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excited  stick  of  sealing-wax  the  leaves  will  collapse,  thus  proving 
that  the  zinc  filings  have  acquired  positive  electricity.  If  copper 
filings  be  sifted  through  zinc  gauze,  the  filings  will  be  found  to 
be  negative.  The  various  metals  may,  with  reference  to  these 
electric  actions,  be  arranged  in  a series  in  which  those  first  in 
order  become  positive  by  contact  with  all  those  that  follow,  and 
negative  with  all  those  that  precede  : for  example,  potassium,  zinc, 
iron,  lead,  tin,  copper,  mercury,  silver,  gold,  platinum.  This,  it 
may  be  observed,  is  merely  tbe  order  of  the  oxidability  of  the  dif- 
ferent metals,  and  Delarive  contends  with  great  probability  that 
the  development  of  electricity  in  Volta's  experiment  is  due  to  an 
excessively  minute  oxidation  produced  by  the  moisture  of  the  air 
upon  the  plate  which  becomes  positive,  though  the  experiments  by 
which  he  attempts  to  prove  the  point  are  not  absolutely  con- 
clusive. 

It  was  originally  maintained  by  Wollaston  that  the  electricity 
developed  in  the  ordinary  machine  when  an  amalgam  is  used  for 
exciting  the  action  of  the  rubber,  was  produced  mainly  by  the 
chemical  act  of  oxidation  exerted  by  the  atmosphere  upon  the 
metal.  But  this  view  is  shaken  by  the  experiments  of  Peclet,  who 
excited  his  electrical  machine  in  a vessel  filled  successively  with 
dry  carbonic  anhydride  and  dry  hydrogen,  and  he  found  that  in 
these  gases  as  much  electricity  was  evolved  as  when  the  same 
machine  was  surrounded,  cceteris  paribus,  by  dry  air.  Talc  and 
plumbago  may  also  be  used  with  good  effect  upon  the  rubber  as 
substitutes  for  the  amalgam,  though  no  effect  of  oxidation  can  be 
supposed  to  occur  when  these  bodies  are  employed. 

Volta  regarded  the  interposed  liquid  of  his  pile  in  the  light 
merely  of  an  imperfect  conductor  which  allowed  induction  to  take 
place  through  it,  the  electrical  equilibrium  being  perpetually  dis- 
turbed by  the  contact  of  the  two  metals ; and  lie  overlooked  the 
chemical  changes  which  the  liquid  is  constantly  undergoing. 

(258)  Chemical  Action  essential  to  the  Production  of  Voltaic 
Action. — It  is  now  known  that  chemical  changes  arc  essential  to 
the  production  of  the  force.  Contact  of  dissimilar  substances,  it 
is  true,  is  necessary  to  the  voltaic  action ; because  without  contact 
there  can  be  no  chemical  action.  Such  contact  produces  dis- 
turbance of  the  electric  equilibrium  in  the  bodies  which  are  brought 
together,  and  thus  occasions  a state  of  tension  or  polarity  which 
always  precedes  the  discharge.  Chemical  action,  by  renewing 
these  contacts  and  by  furnishing  appropriate  conductors  to  the 
electricity  thus  accumulated,  maintains  the  action  and  accurately 
measures  its  amount ; and  until  chemical  action  occurs  no  current 
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is  produced.  The  following  experiment  may  be  cited  in  illustra- 
tion of  this  point : — Let  an  iron  wire  be  connected  with  one 
extremity  of  a galvanometer  of  moderate  sensibility,  and  a pla- 
tinum wire  with  the  other  extremity ; immerse  the  ends  of  the 
wires  in  highly  concentrated  nitric  acid  (sp.  gr.  about  L'45), 
without  allowing  them  to  touch  each  other  in  the  liquid ; no 
chemical  action  will  occur  upon  the  iron,  and  no  movement  of 
the  magnetic  needle  will  be  produced ; but  the  addition  of  a little 
water  will  determine  a rapid  solution  of  the  iron  in  the  acid,  and 
the  needle  will  receive  a powerful  impulse  at  the  same  moment 
that  the  chemical  action  commences. 

(259)  Polarization  and  Transfer  of  the  Elements  of  the  Liquid. 
— The  simple  occurrence  of  brisk  chemical  action  is  not  alone 
sufficient  to  produce  a powerful  voltaic  effect.  The  metals  are  all 
excellent  conductors  of  electricity,  and,  in  combining  with  each 
other  to  form  alloys,  they  often  give  evidence  of  intense  chemical 
action,  but  they  do  not  produce  any  adequate  voltaic  effect.  For 
example,  if  a small  quantity  of  tin  be  placed  in  a tube  bent  into 
the  form  of  the  letter  U,  and  be  melted  by  the  heat  of  a spirit- 
lamp,  and  it  he  connected  on  one  side  with  the  wire  of  a galvano- 
meter, which  is  introduced  into  the  melted  metal  in  one  limb  of 
the  tube,  whilst  into  the  second  limb  of  the  tube  a platinum  wire, 
connected  with  the  other  extremity  of  the  galvanometer,  is  plunged, 
the  platinum  will  unite  with  the  tin  with  incandescence,  but  after 
the  first  moment  of  contact  but  a slight  deviation  of  the  magnetic 
needle  will  be  observed,  although  a brisk  chemical  action  is  con- 
tinued for  several  seconds.  A solution  of  the  elementary  bodies, 
chlorine  or  bromine,  when  used  as  the  liquid  between  the  plates, 
although  it  acts  powerfully  on  the  zinc,  produces  by  no  means  a 
proportionate  effect  in  the  circuit. 

In  order  that  the  liquid  shall  possess  any  marked  power  of 
exciting  voltaic  action,  it  must  be  a compound  susceptible  of 
decomposition  by  one  of  the  metals,  such,  for  instance,  as  dilute 
sulphuric,  hydrochloric,  or  liydriodic  acid,  or  a saline  substance, 
such  as  sodic  chloride  or  potassic  iodide.  This  necessity  for  the 
employment  of  a compound  liquid  for  exciting  the  force,  appears 
to  arise  from  the  necessity  of  a peculiar  polarization  in  the  liquid 
in  order  to  enable  it  to  transmit  the  voltaic  action.  Indeed,  in 
all  voltaic  actions  the  transfer  of  power  is  effected  by  a polar 
influence,  propagated  through  both  the  solid  and  the  liquid  par- 
ticles of  the  circuit,  and  the  chain  of  conducting  material  must 
be  continuous  throughout,  so  that  the  force  shall  circulate. 

This  process  of  polarization  may  be  conceived  to  occur  in  the 
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following  manner,  which  offers  an  explanation  of  the  mode  in 
which  the  platinum  (or  the  plate  of  metal  which  corresponds  to 
platinum)  may  he  supposed  to  act : — When  a plate  of  pure  zinc 
or  of  amalgamated  zinc  is  immersed  in  a compound  liquid,  which, 
like  a solution  of  hydrochloric  acid  (HC1),  is  capable  of  attack- 
ing it  chemically,  the  metal  at  the  points  of  contact  becomes 
positively  electrified,  whilst  the  distant  portion  becomes  negative. 
The  layer  of  liquid  in  contact  with  the  zinc  undergoes  polarization, 
which  affects  each  molecule  of  its  chemical  constituents ; the  par- 
ticles of  chlorine  (C)  become  negative,  and  the  particles  of  hydro- 
gen (H)  positive : but  in  this  form  of  the  experiment  there  is  no 
communication  between  the  distant  negative  part  of  the  zinc  and 
the  positively  electrified  particles  of  hydrogen ; consequently, 
beyond  the  production  of  this  state  of  electric  tension,  no 
change  ensues.  This  condition  is  represented  in  fig.  212  (1). 
But  the  case  is  entirely  altered  if  a plate  of  platinum,  or  of  some 
other  metal  which  is  not  easily  acted  upon  by  the  acid,  be  intro- 
duced, and  made  to  touch  the  zinc.  By  contact  with  the  zinc  the 
platinum  itself  becomes  polarized ; it  imparts  a certain  amount  of 
positive  electricity  to  the  zinc,  and  receives  a portion  of  negative 
in  return,  and  transmits  the  polar  action  to  the  liquid.  A chain  of 
polarized  particles  is  thus  produced,  as  represented  in  fig.  212  (2); 

Fig.  212. 


the  chlorine  of  the  particle  of  HC1  nearest  the  zinc  becomes  nega- 
tive under  the  influence  of  the  chemical  attraction  which  exists 
between  it  and  the  zinc,  and  the  hydrogen  becomes  positive : the 
second  and  third  particles  of  HC1  become  similarly  electrified  by 
induction ; but  the  platinum,  under  the  influence  of  the  induction 
of  the  zinc,  being  negative,  is  in  a condition  to  take  up  the  posi- 
tive electricity  of  the  contiguous  hydrogen.  The  action  now  rises 
high  enough  to  enable  the  zinc  and  the  chlorine  to  combine 
chemically  with  each  other : the  zincic  chloride  thus  produced  is 
dissolved  by  the  liquid,  and  is  removed  from  further  immediate 
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action  ; but  the  particle  of  hydrogen  nearest  the  zinc  now  seizes 
the  oppositely  electrified  chlorine  which  lies  next  to  it,  and  a new 
portion  of  hydrochloric  acid  is  reproduced,  whilst  the  hydrogen  in 
the  second  particle  of  the  acid  is  transferred  to  the  chlorine  of  the 
adjacent  particle,  and  the  particle  of  hydrogen  which  terminates 
the  row  is  electrically  neutralized  by  its  action  upon  the  platinum, 
to  which  it  imparts  its  excess  of  positive  electricity,  and  imme- 
diately escapes  in  the  form  of  gas.  Fresh  particles  of  hydro- 
chloric acid  continually  supply  the  place  of  those  which  have 
undei’gone  decomposition,  and  in  this  vay  a continuous  action  is 
maintained.  Thus  the  transfer  of  electricity  from  particle  to 
particle  of  the  liquid  is  attended  at  the  same  instant  by  a transfer 
of  the  constituents  of  the  liquid  in  opposite  directions. 

These  changes  are  not  successive,  but  are  simultaneous  in  each 
vertical  section  of  the  liquid,  and  are  also  attended  with  corre- 
sponding changes  at  all  points  of  the  entire  circuit.  These  changes 
when  continued  uninterruptedly  constitute  what  is  conveniently 
termed  a voltaic  current.  This  term,  ‘ current/  is  in  general  use, 
but  it  should  be  borne  in  mind  that  it  is  in  this  sense  employed 
merely  to  signify  the  continuous  transmission  of  force,  not  of  any 
material  substance.  In  every  voltaic  current  it  is  assumed  that  a 
quantity  of  negative  electricity,  equal  in  amount  to  that  of  the 
positive  set  in  motion,  is  proceeding  along  the  wire  in  a direction 
opposed  to  that  in  which  the  positive  electricity  is  travelling ; and 
it  is  conceived  that  by  the  perpetual  separation  and  recombination 
of  the  two  electi’icities  in  the  wire,  its  heating  and  other  effects  are 
produced.  In  order  to  avoid  confusion,  however,  whenever  the 
direction  of  the  voltaic  current  is  referred  to,  the  direction  of  the 
positive  current  alone  is  indicated. 

The  polarization  of  the  metallic  and  liquid  particles  composing  a circuit  when 
zinc  is  placed  in  an  acid,  or,  in  other  words,  the  occurrence  of  electric  tension  as  i 
a preliminary  to  the  passage  of  the  voltaic  current,  may  be  shown  by  the  following 

experiment  (Gassiot).  A plate  of 
platinum,  r>  fig-  213,  and  another  ! 
of  amalgamated  zinc,  z,  are  im- 
mersed in  dilute  sulphuric  acid,  and 
the  wire  which  proceeds  from  each  | 
is  insulated  and  connected  with  the 
two  gilt  disks,  a,  b,  of  the  electro- 
scope, E ; these  disks  are  insulated 
from  each  other  and  from  the 
ground  by  the  glass  of  the  appara- 
tus ; they  slide  easily  to  and  fro  in 
the  sockets,  and  can  be  brought 
within  n quarter  of  an  inch  (6  ')> 

or  less  of  each  other;  a single  gold 


Fig.  213. 
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leaf,  mounted  as  in  the  ordinary  electroscope,  suspended  midway  is  between 
them:  now  if  the  positive  end  of  a Deluc’s  pile  (298),  d,  be  brought  near 
the  cap  of  the  instrument,  the  gold  leaf  will  approach  the  disk  a,  which  is 
connected  with  the  zinc  plate ; the  leaf  becomes  positive  by  induction  from  the 
positive  end  of  the  pile,  and  is  therefore  attracted  by  the  negatively  electrified 
disk  a , but  if  the  opposite  end  of  the  pile  D,  which  is  charged  with  negative  elec- 
tricity, be  presented,  the  gold  leaf  becomes  negative,  and  is  attracted  by  the 
positively  electrified  disk  b,  which  is  in  connexion  with  the  platinum  plate.  The 
amount  of  the  electric  tension  increases  in  proportion  as  the  number  of  pairs  is 
iucreased.  Gassiot  found  with  a battery  of  400  pairs  of  Grove’s  cells,  each  cell 
being  carefully  insulated,  that  a succession  of  sparks  passed  between  the  terminals 
when  brought  very  near  to  each  other ; and  if  each  end  of  the  battery  was  con- 
nected with  a gold-leaf  electroscope,  the  leaves  of  each  electroscope  diverged 
powerfully,  the  wire  in  connexion  with  the  platinum  plate  furnishing  positive, 
that  with  the  zinc  plate,  negative  electricity.  (299.) 

(260)  Energy  of  the  Current  'proportionate  to  the  Chemical 
Activity. — In  order  to  produce  a current,  the  two  metals  which 
are  employed  must  be  acted  upon  by  the  exciting  liquid  with  dif- 
ferent degrees  of  rapidity : — when,  for  instance,  two  similar  slips 
of  zinc,  or  of  any  other  metal,  are  opposed  to  each  other,  no  cur- 
rent is  excited.  The  galvanic  action  is  strongest  between  two 
metals  upon  which  the  chemical  action  of  the  components  of  the 
exciting  liquid  differs  most  widely  : for,  from  what  has  been  already 
stated,  it  is  evident  that  two  strips  of  zinc  would  tend  to  produce 
polarization,  and  subsequently  currents  of  equal  intensity,  in  op- 
posite directions,  so  that  the  two  would  necessarily  neutralize  each 
other.  When  zinc  is  opposed  to  tin,  a current  is  produced,  set- 
ting out  through  the  liquid  from  the  zinc  to  the  tin  ; zinc  and 
copper  give  rise  to  a stronger  current  in  the  same  direction ; 
whilst  between  zinc  and  platinum  the  current  is  still  more  power- 
ful ; and  between  potassium  and  platinum  the  action  attains  its 
maximum.  By  forming  an  amalgam  of  potassium,  this  last-men- 
tioned experiment  admits  of  easy  performance ; for  it  has  been 
found  that  the  voltaic  relations  of  all  amalgams  are  the  same  as 
those  of  the  more  oxidizable  metal  which  they  contain.  A good 
deal  of  the  potassium  is  oxidized  by  what  is  termed  local  action, 
without  contributing  in  any  way  to  the  production  of  the  current. 
The  distinction  between  local  action  and  action  which  contributes 
to  the  voltaic  effect  is  important,  and  may  be  illustrated  by  the 
difference  in  action  of  diluted  sulphuric  acid  upon  a slip  of  ordi- 
nary zinc  and  upon  a slip  of  zinc  from  the  same  sheet  which  has 
been  amalgamated : in  the  first  case  rapid  solution  of  the  metal 
will  occur  although  the  connexion  with  the  platinum  plate  may 
remain  incomplete;  in  the  second,  the  zinc  will  be  attacked  only 
■when  the  circuit  is  completed  ; but  the  unamalgamated  zinc  will 
produce  no  greater  voltaic  effect  than  an  equal  slip  of  the  metal 
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Avkicli  has  been  properly  amalgamated.  In  no  instance  is  the 
force  in  circulation  increased  by  the  local  action  on  the  plates, 
whatever  be  the  nature  of  the  metal. 

Wheatstone  has  devised  a method  (274)  of  measuring  the 
amount  of  the  electro-motive  force,  or  energy  of  the  voltaic  power, 
produced  by  any  combination ; and  he  has  by  this  means  proved 
conclusively  that  this  energy  depends  upon  the  intensity  of  the 
chemical  action  between  the  elements  of  the  liquid  and  the 
metals  which  compose  the  circuit.  He  has  shown  that  if  any 
three  of  these  dissimilar  metals  be  taken  in  their  electrical  order 
and  be  formed  in  pairs  into  separate  circuits,  the  force  generated 
by  a combination  of  the  two  extreme  metals  of  the  series  is  equal 
to  the  sum  of  the  forces  developed  when  the  intermediate  metal  is 
separately  combined  with  each  of  the  other  two  in  succession. 
For  example,  the  voltaic  energy,  or  electro-motive  force  excited, 
between  platinum  and  an  amalgam  of  potassium  may  be  repre- 
sented by  the  number  69  : the  electro-motive  force  between  pla- 
tinum and  zinc,  expressed  in  terms  of  a similar  standard,  is  equal 
to  40  ; and  in  a similar  experiment  between  zinc  and  potassium, 
where  zinc  acted  the  part  of  a negative  metal  towards  the  potas- 
sium, the  number  obtained  was  29.  Now 

the  amount  of  force  between  platinum  and  zinc  = 40 

the  amount  of  force  between  zinc  and  potassium  = 29 

the  two  taken  together  = 69 

and  this  number,  69,  is  identical  with  that  obtained  by  opposing 
platinum  to  the  amalgam  of  potassium. 

(261)  Direction  of  the  Current  dependent  on  the  Direction  of 
the  Chemical  Action. — In  all  these  cases  the  positive  electricity  sets 
out  from  the  more  oxidizable  metal,  which  mav  be  termed  the 
positive,  or  generating  plate,  and  traverses  the  liquid  towards  the 
less  oxidizable  metal  which  forms  the  negative  or  conducting 
plate : from  the  conducting  plate  the  force  is  transferred  to  the 
wire,  and  thence  in  turn  to  the  generating  plate  ; and  in  this  way 
the  circuit  is  completed.  Unless  this  circulation  can  take  place, 
all  the  phenomena  of  voltaic  action  are  suspended.  Since  the 
chemical  action  of  any  combination  is  thus  always  in  one  uniform 
direction,  the  motion  of  a magnetic  needle  under  its  influence  is 
equally  uniform ; the  amount  of  force  which  is  thrown  into  cir- 
culation, whether  it  be  measured  by  its  magnetic  or  by  its  heating 
cfleets,  is  proportioned  to  the  quantity  of  the  positive  metal  which 
is  dissolved  in  a given  time. 
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Every  liquid  which  is  active  iu  exciting  a voltaic  current  may 
be  regarded  as  consisting  of  two  groups  of  substances,  one  of 
which  attacks  the  generating  or  positive  plate,  and  may  be  termed 
the  electro-negative  constituent  of  the  liquid,  whilst  the  other  is 
transferred  to  the  conducting  or  negative  plate,  and  constitutes  the 
electro-positive  constituent. 

The  elementary  bodies  have  indeed  been  classified  upon  this 
principle  into  electro-positive  and  electro-negative  substances  ; 


Electro-chemical  Order  of  the  Principal  Elements. 


Electro-negative. 

Oxygen 

Sulphur 

Selenium 

Nitrogen 

Fluorine 

Chlorine 

Bromine 

Iodine 

Phosphorus 

Arsenicum 

Chromium 

Vanadium 

Molybdenum 

Tungsten 

Boron 

Carbon 

Antimony 

Tellurium 

Titanium 

Silicon 

Hydrogen. 


Gold 
Platinum 
Palladium 
Mercury 
Silver 
Copper 
' Bismuth 
Tin 
Lead 
Cadmium 
Cobalt 
Nickel 
Iron 
Zinc 

Manganese 

Uranium 

Aluminum 

Magnesium 

Calcium 

Strontium 

Barium 

Lithium 

Sodium 

Potassium. 

Electro-positive. 


hydrogen  and  most  of  the  metals  being  electro-positive ; oxygen, 
chlorine,  and  other  substances  of  this  nature  being  electro-negative. 
In  the  preceding  table  the  more  important  of  the  elements  are 
arranged  in  their  electro-chemical  order  on  the  authority  of  Berze- 
lius. It  has  been  remarked  that  the  more  strongly  electro-positive 
metals  crystallize  in  forms  belonging  to  the  regular  system,  whilst 
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the  non-metallic  elements,  and  those  metals  which  are  most 
electro-negative,  crystallize  generally  in  other  forms. 

It  is  probable  that  the  order  here  followed  is  not  exactly  cor- 
rect. Fluorine,  and  chlorine,  perhaps,  ought  to  stand  at  the  head 
of  the  list ; there  is  no  doubt  that  hydrogen  should  stand  much 
nearer  to  potassium  • and  according  to  late  experiments  aluminum 
should  take  its  place  between  lead  and  cadmium.  It  is  also  cer- 
tain that  the  elements  do  not  under  all  circumstances  maintain 
the  same  relative  order,  but  that  in  particular  cases  the  order  is 
altered : for  example,  in  strong  nitric  acid,  iron  is  nearly  as 
electro-negative  as  platinum ; again,  a metal  may  be  electro- 
positive when  it  forms  the  basyl  of  a salt,  but  electro-uegative  when 
associated  with  the  elements  of  the  acid  constituent.  Indeed  it 
may  be  laid  down  as  an  invariable  rule  that  whenever  the  chemical 
action  is  inverted  the  direction  of  the  current  is  inverted  also. 
The  voltaic  order  of  the  metals  given  above  is  that  which  is  observed 
when  diluted  acids  are  used  as  the  exciting  liquids,  but  it  by  no 
means  represents  the  order  in  which  they  stand  when  the  current  is 
excited  by  the  use  of  a caustic  alkaline  solution  or  a sulphide  of 
the  alkaline  metals.  This  point  is  well  exemplified  in  the  follow- 
ing results  given  by  Faraday  {Phil.  Trans.,  1840,  p.  113).  The 
metals  which  stand  first  on  each  list  are  negative  to  all  those 
which  follow  them.  The  place  of  iron  in  the  strong  nitric  acid  is 
that  which  it  shows  immediately  on  immersion ; it  becomes  much 
more  powerfully  electro-negative  afterwards  : — 


Dilute 

Sulphuric 

Acid. 

Dilute 
Nitric  Acid. 

Dilute 

Hydrochloric 

Acid. 

Nitric  Acid 
Sp.  Gr.  1*48. 

Solution 
of  Caustic 
Potash. 

Yellow 
Sulphide  of 
Potassium. 

Silver 

Copper 

Antimony 

Bismuth 

Nickel 

Iron 

Lead 

Tin 

Cadmium 

Zinc 

Silver 

Copper 

Antimony 

Bismuth 

Nickel 

Iron 

Lead 

Tin 

Cadmium 

Zinc 

Antimony 

Silver 

Nickel 

Bismuth 

Copper 

Iron 

Lead 

Tin 

Cadmium 

Zinc 

Nickel 

Silver 

Antimony 

Copper 

Bismuth 

Iron 

Tin 

Lead 

Zinc 

Cadmium 

Silver 

Nickel 

Copper 

Iron 

Bismuth 

Lead 

Antimony 

Cadmium 

Tin 

Zinc 

Iron 

Nickel 

Bismuth 

Antimony 

Lead 

Silver 

Tin 

Cadmium 

Copper 

Zinc 

The  relative  size  of  the  generating  and  conducting  plates  has 
no  influence  upon  the  direction  of  the  current,  which  sets  in  as 
certainly  through  the  liquid  from  a square  centimetre  of  zinc  to  a 
square  metre  of  copper  as  from  a square  metre  of  zinc  to  a square 
centimetre  of  copper.  The  spread  of  this  force  may  be  traced  in 
an  interesting  manner  by  substituting  a solution  of  cupric  sulphate 
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for  sulphuric  acid  as  a part  of  the  exciting  liquid ; copper  will  be 
thrown  dowu  instead  of  hydrogen,  and  by  its  colour  and  thickness 
will  very  accurately  indicate  the  extent  and  direction  of  the  action. 

The  experiment  is  easily  made  by  taking  advantage  of  a property  possessed 
by  porous  diaphragms,  in  consequence  of  which,  a piece  of  any  animal  membrane, 
or  of  unglazed  earthenware,  which  can  be  thoroughly  wetted  by  the  liquids,  will 
allow  the  current  to  traverse  it  without  opposing  any  material  obstruction  to  its 
passage.  Diluted  sulphuric  acid  may  thus  be  employed  upon  one  side  of  the 
diaphragm,  and  a solution  of  cupric  sulphate  upon  the  other  side : under  these 
circumstances  a current  would  be  freely  transmitted,  whilst 
the  two  liquids  would  be  prevented  from  intermingling.  Fig.  214. 

For  example,  let  a piece  of  bladder,  b,  fig.  214,  be  tied 
firmly  over  the  lower  end  of  a wide  tube  open  at  both  ex- 
tremities ; place  some  diluted  sulphuric  acid,  A,  in  the 
tube,  and  suspend  a rod  of  amalgamated  zinc,  z,  in  its 
axis ; support  the  tube  so  that  its  lower  end  shall  dip 
beneath  the  surface  of  a solution  of  cupric  sulphate,  s,  con- 
tained in  a shallow  glass  dish,  upon  the  bottom  of  which 
rests  a sheet  of  copper,  0 : on  connecting  the  zinc  and 
copper  by  the  wire,  w,  voltaic  action  will  ensue,  and  a 
deposit  of  metallic  copper  will  be  produced  upon  the  plate,  c.  It  will,  however, 
be  observed  that  this  deposit  does  not  take  place  uniformly  over  the  surface  of 
the  sheet  c,  but  that  it  commences  in  the  centre  in  a circular  form;  the  layer  of 
copper  shows  itself  first  at  the  point  immediately  beneath  the  extremity  of  the 
zinc  rod,  and  it  is  at  this  point  that  the  greatest  thickness  of  the  deposit  occurs ; 
it  gradually  becomes  thinner  towards  the  circumference  of  the  circle,  which, 
however,  continues  to  increase  in  diameter  as  the  experiment  proceeds,  until,  if 
sufficient  time  be  allowed,  the  plate  is  covered  with  reduced  copper. 

Whilst  a metal  is  thus  rendered  electro-negative  by  voltaic  ac- 
tion, it  is  no  longer  liable  to  the  ordinary  action  of  chemical  agents. 
A beautiful  application  of  this  principle  was  made  by  Davy  to  the 
prevention  of  the  corrosion  of  the  copper  sheathing  of  ships  by  the 
action  of  sea  -water.  Copper  is  the  material  best  adapted  to  pre- 
serve the  timbers  of  the  ship  from  the  attacks  of  marine  insects 
and  boring  animals ; but  this  metal,  when  subjected,  under  ordi- 
nary circumstances,  to  the  combined  influence  of  the  salts  dissolved 
in  sea  water  and  of  the  atmospheric  air  which  it  also  holds  in  solu- 
tion, experiences  corrosion,  which  in  the  course  of  a few  years  ren- 
ders it  necessary  to  renew  the  copper.  It  was,  however,  discovered 
by  Davy,  that  by  placing  pieces  of  zinc,  or  of  cast-iron,  in  contact 
with  the  copper  under  water,  this  corrosion  could  be  prevented ; 
and  that  a surface  of  zinc,  not  exceeding  -r^-o  of  that  exposed  by 
the  copper,  was  adequate  to  the  entire  protection  of  the  copper, — 
the  whole  of  the  chemical  action  being  transferred  to  the  zinc ; and 
that  even  when  the  surface  of  zinc  was  reduced  until  it  was  only 
equal  to  toVo  °f  that  °f  the  copper,  a considerable  preservative 
effect  was  experienced.  But  the  very  success  of  the  experiment 
iu  the  direction  anticipated,  created  difficulties  of  another  kind  ; 
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eartliy  matters,  consisting  of  compounds  of  calcium  and  magnesium, 
were  deposited  from  the  sea  water  by  the  slow  voltaic  action,  and 
they  attached  themselves  to  the  surface  of  the  copper ; weeds  and 
shell-fish  found  in  this  deposit  a congenial  pabulum,  the  bottom  of 
the  ship  became  foul,  the  sailing  qualities  of  the  vessel  were  neces- 
sarily impaired,  and  the  system  of  voltaic  protectors  was  aban- 
doned without  sufficient  trial  under  different  modifications.  For 
some  years  past  a kind  of  brass,  introduced  by  Mr.  Muntz,  which 
admits  of  being  rolled  whilst  hot,  has,  in  the  merchant  service, 
been  largely  and  advantageously  substituted  for  copper  as  a 
material  for  ships'  sheathing.  In  this  case  the  zinc  and  the 
copper  are  combined  in  the  sheet  itself,  which  is  less  rapidly  cor- 
roded than  if  composed  of  either  metal  separately.  The  protec- 
tive influence  of  zinc  both  on  copper  and  on  iron  is  readily  shown 
by  exposing  bright  bars  of  these  metals  in  separate  vessels,  either 
in  sea  water  or  in  a solution  of  common  salt  containing  i part  of 
salt  to  20  parts  of  water.  If  a fragment  of  zinc  be  attached  to 
one  of  the  bars  of  copper  and  to  one  of  the  bars  of  iron,  these 
bars  will  remain  bright,  whilst  the  zinc  is  corroded ; but  the  un- 
protected bars  will,  in  a few  hours,  give  evidence  of  the  com- 
mencement of  chemical  action. 

Another  remarkable  pi’oof  of  the  dependence  of  the  current, 
for  its  direction  and  its  force,  upon  chemical  action,  is  afforded  by 
the  manner  in  which  a voltaic  circuit  may  be  produced  between 
two  surfaces,  one  of  which  has  a stronger  attraction  for  hydrogen 
than  the  other  possesses.  For  example,  when  two  clean  plates  of 
platinum  are  immersed  in  diluted  acid,  and  connected  with  a gal- 
vanometer, no  voltaic  action  is  excited  ; but  the  case  is  different  if 
one  of  these  plates  be  first  coated  with  a film  of  some  metallic 
peroxide,  such  as  manganic  dioxide  (MnO„),  plumbic  dioxide 
(Pb03),  or  argentic  peroxide  (Ag202).  The  platinum  plate  may 
be  thus  coated  by  immersing  it  in  a solution  of  manganous 
sulphate,  of  plumbic  nitrate,  or  of  argentic  nitrate,  and  connecting 
it  with  the  platinum  side  of  a weak  voltaic  arrangement  for  a few 
minutes,  whilst  the  liquid  is  connected  by  a second  plate  with  the 
zinc  end  of  the  battery:  the  plate,  after  it  has  been  thus  coated 
with  the  peroxide,  must  be  well  washed  with  distilled  water.  If 
it  be  then  opposed  to  a plate  of  clean  platinum,  and  immersed  in 
any  diluted  acid,  it  will  originate  a current  which  depends  upon 
the  chemical  attraction  of  the  hydrogen  of  the  diluted  acid  for 
the  second  atom  of  oxygen  in  the  peroxide.  In  a combination 
of  this  description  the  clean  platinum  becomes  positive,  and  cor- 
responds to  the  zinc  plate,  whilst  the  coated  platinum  becomes 
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negative.  The  coated  plate,  although  negative,  thus  becomes  the 
generating  or  acting  surface,  and  transmits  the  current  at  once  to 
the  conducting  wire. 

Faraday  has  shown  that  the  direct  contact  of  dissimilar  metals 
is  not  necessary  to  the  production  of  the  voltaic  current,  provided 
that  they  are  connected  by  some  liquid  of  sufficient  conducting 
power.  This  is  a point  of  considerable  importance,  for  it  shows 
that  Volta’s  theory  of  the  origin  of  the  force,  which  is  still  main- 
tained by  some  philosophers  who  have  not  made  the  chemical 
phenomena  of  the  pile  their  especial  study,  is  incorrect. 

The  following  is  the  simple  experiment  which  proves 
the  point  now  under  discussion:  z,  fig.  215,  is  a plate  of  ;pIG.  2i 5. 
zinc,  bent  at  a right  angle;  p,  a platinum  plate,  to  which 
a platinum  wire  is  attached.  At  a,  a small  piece  of  blot- 
ting-paper, moistened  with  a solution  of  starch  and  potassic 
iodide,  is  interposed  between  the  plate  of  zinc  by  which  it 
is  supported  and  the  platinum  wire  which  rests  upon  it ; 
no  change  occurs  in  the  solution  of  the  iodide  until  the 
two  plates  are  immersed  in  diluted  nitric  acid;  but  in  a 
few  minutes  after  such  immersion,  evidence  of  a current  in 
the  direction  of  the  arrow  is  afforded,  by  the  appearance  of 
a blue  spot  against  the  platinum  wire,  due  to  the  liberation 
of  iodine,  from  the  decomposition  of  the  potassic  iodide  by 
the  voltaic  action. 

(262)  Circuits  with  one  Metal  and  two  Liquids. — For  the 
establishment  of  a voltaic  current,  it  is  further  necessary  that  the 
body  which  decomposes  the  liquid  be  a conductor  of  electricity,  in 
order  to  carry  off  the  force  generated ; but  it  is  not  necessary  to 
use  two  dissimilar  metals,  provided  that  one  extremity  of  the  metal 
be  plunged  into  a liquid  capable  of  acting  on  it,  whilst  the  other 
extremity  dips  into  a different  liquid  which  has  little  or  no  action 
on  the  metal,  but  which  communicates  freely  with  the  first  liquid. 

Take,  for  example,  a tube  bent  into  the  form  represented  in  fig.  216,  1. 


Fig.  2 i 6. 


Place  a plug  of  tow  in  the  bend ; into  one  limb,  a , pour  a solution  of  cnpric 
chloride  (Cu  Cl,),  in  the  other  limb,  b,  place  a solution  of  common  salt  (Na  Cl) 
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sodic  chloride.  Connect  the  open  ends  of  the  tube  by  bending  a strip  of  copper 
so  that  one  end  of  it  shall  dip  into  the  solution  of  copper  and  the  other  end  into 
the  solution  of  salt.  Crystals  of  copper  will  be  formed  gradually  upon  the  end 
of  the  strip  which  is  immersed  in  the  metallic  solution,  whilst  the  end  of  the 
strip  which  is  immersed  in  the  salt  and  water  will  be  slowly  corroded,  and  cupric 
chloride  will  be  formed.  The  following  diagram  may  assist  in  explaining  this 
change : — 

A 


(1.)  Cu  | 

CuCbjCuCL 

| Na2Cl2Na,Cl2  | 

(2.)  CuCu 

| CLCu.Ch 

1 Na2Cl2Na2Cl2Cu 

Let  the  symbol  Cu  Cl„  represent  the  combination  of  cupric  chloride,  Na^Cl, 
that  of  sodic  chloride,  the  line  at  a being  used  to  show  the  position  of  the  plug 
of  tow.  If  No.  I indicate  the  state  of  things  before  any  change  has  occurred, 
No.  2 will  represent  the  change  after  the  circuit  is  complete. 

If  the  strip  of  copper  be  divided  in  the  middle,  and  the  two  ends  be  con- 
nected with  a galvanometer,  g,  as  shown  in  fig.  216,  2,  a current  is  found  to  be 
circulating  through  the  apparatus.  A still  simpler  arrangement  may  be  adopted  ; 
if  a long  straight  tube  be  filled  half  full  with  diluted  sulphuric  acid,  and  the 
remainder  with  a solution  of  cupric  sulphate,  a strip  of  copper  plunged  into  it 
will  be  dissolved  below,  while  an  equal  amount  of  copper  will  be  deposited  on  the 
upper  extremity ; from  the  extreme  slowness  and  regularity  of  the  action,  the 
deposited  metal  will  assume  the  form  of  crystals.  Becquerel,  by  using  various 
liquids  in  the  two  limbs  of  the  bent  tube  (No.  1)  has  obtained  many  of  the  metals 
crystallized  in  forms  of  great  beauty. 

By  employing  two  dissimilar  metals  in  the  metallic  arc,  as  P z,  (fig.  206,  3) 
a more  powerful  but  equally  regular  action  may  be  excited.  If  a solution  of 
common  salt  be  placed  in  one  limb,  b,  and  a solution  of  ferrous  chloride  in  the 
other,  a,  whilst  the  zinc  end  of  a compound  arc  of  zinc  and  platinum  is  plunged 
into  the  first,  and  the  strip  of  platinum  is  immersed  in  the  second  liquid,  tetra- 
hedral crystals  of  iron  will  in  a few  days  be  deposited  upon  the  platinum.  If  a 
little  zirconic  chloride  be  mixed  with  the  ferrous  chloride  in  the  limb  a,  plates  of 
zirconium  will  be  obtained,  of  a steel-gray  colour,  and  which,  by  exposure  to  the 
air,  become  oxidized  and  fall  to  a white  powder. 

Becquerel  has  shown  that  within  the  strata  of  the  earth  similar 
actions  are  going  on ; and  It.  W.  Fox  and  others,  by  connecting 
the  surfaces  of  two  contiguous  lodes  of  metallic  ore  by  means  of 
wires  attached  to  a galvanometer,  have  succeeded  in  demonstrating 
to  the  eye  the  existence  of  those  feeble  but  continuous  currents, 
which  are  probably  the  cause  of  the  accumulation  of  the  different 
metals  in  regular  beds,  and  of  their  beautiful  crystalline  arrange- 
ment. 

Other  combinations  may  be  produced,  in  which  the  mutual 
action  of  the  two  liquids  originates  the  current,  the  metal  merely 
serving  as  a conductor.  Becquerel  was  the  first  to  point  out  the 
means  of  obtaining  circuits  of  this  description,  of  which  the  fol- 
lowing is  a good  example  : — If  a small  porous  vessel  be  filled  with 
nitric  acid,  and  be  immersed  in  a second  vessel  containing  a solu- 
tion of  caustic  potash,  on  plunging  two  platinum  plates  connected 
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with  the  wires  of  a galvanometer,  one  into  the  acid,  the  other 
into  the  alkaline  liquid,  a steady  current  of  considerable  intensity 
will  be  produced,  and  will  be  maintained  for  many  days,  in  a 
direction  passing  from  the  potash  to  the  nitric  acid,  and  thence 
returning  through  the  galvanometer  to  the  alkaline  liquid.  A 
still  more  powerful  combination  was  obtained  by  Matteucci  on 
substituting  a solution  of  di-potassic  pentasulphide  for  the  caustic 
potash.  A single  cell  of  this  construction  decomposed  acidulated 
water  if  interposed  between  the  platinum  wires,  and  on  breaking 
contact  a distinct  spark  was  perceptible  at  the  surface  of  the 
mercury  employed  to  connect  the  two  platinum  wires.  Arrott 
[Phil.  Mag.,  June,  1843,  427)  has  described  a variety  of  other 
cases  of  this  kind.  These  actions,  however,  will  be  more  conve- 
niently studied  in  connexion  with  the  chemical  effects  of  the  voltaic 
battery,  at  a future  point  (289). 

(263)  Summary. — The  conditions  necessary  to  the  production 
of  a voltaic  current  may  be  shortly  recapitulated  as  follows : — 
Though  the  contact  of  dissimilar  metals  produces  electric  dis- 
turbance, chemical  action  is  necessary  to  propagate  the  voltaic 
current.  This  chemical  action  must  be  produced  by  means  of  a 
compound  liquid,  which  is  decomposed  in  the  process,  one  of  the 
constituents  of  the  liquid  entering  into  combination  with  one  of 
the  metals.  In  the  transmission  of  the  voltaic  power,  a polariza- 
tion of  the  liquid,  as  well  as  of  the  solid  portions  of  the  circuit, 
is  produced,  and  this  polarization  of  the  liquid  is  attended  with 
the  separation  of  its  constituents  into  two  groups,  one  of  which 
unites  with  the  positive  metal,  whilst  the  other  makes  its  appear- 
ance at  the  same  moment  upon  the  negative  plate.  The  activity 
of  the  combination,  or  its  electro-motive  force,  is  greater,  the 
greater  the  difference  between  the  chemical  attraction  of  the 
electro-negative  constituent  of  the  exciting  liquid  for  the  two 
metals  which  are  opposed  to  each  other  in  the  particular  case. 
The  relative  size  of  the  plates  employed  has  no  influence  on  the 
direction  of  the  current  which  is  produced.  Contact  of  two  metals 
is  not  necessary  to  the  production  of  voltaic  action  : circuits  may 
be  formed  between  one  metal  and  two  liquids,  if  the  liquids  be  in 
liquid  communication  with  each  other,  and  it  their  chemical  at- 
tractions for  the  metal  be  unequal.  If  two  dissimilar  liquids 
exert  a chemical  action  upon  each  other,  it  is  even  possible  to 
obtain  a current  from  their  mutual  action  by  connecting  the 
liquids  through  the  intervention  of  a metal  upon  which  they 
exert  no  chemical  influence,  and  which  therefore  simply  performs 
the  part  of  a conductor. 
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Different  Forms  of  the  Voltaic  Battery. 

(264)  Counteracting  Currents : Gas  Battery. — We  shall  now 
resume  the  consideration  of  those  forms  of  voltaic  combination 
which  are  the  most  important  in  practice,  and  in  which,  generally, 
two  dissimilar  metals  are  employed. 

It  has  been  already  stated  that  the  amount  of  force  set  in 
motion  in  a voltaic  arrangement  depends  upon  the  difference 
between  the  attraction  of  the  two  metals  for  the  active  principle 
or  radicle  of  the  acid.  Under  circumstances  favourable  to  the 
production  of  a current,  decomposition  of  the  liquid  which  excites 
the  action  always  occurs ; the  elements  of  the  liquid  are  separated 
from  each  other,  and  they  either  combine  with  the  metallic  plate, 
or  else  they  accumulate  upon  its  surface,  giving  rise  to  the  con- 
dition of  the  plates  which  is  often  described  under  the  inappropriate 
term  polarization  of  the  plates  or  electrodes.  These  adhering 
substances  oppose  the  voltaic  action  and  enfeeble  it,  owing  to  the, 
tendency  of  the  separated  components  of  the  liquid  to  re-unite. 
When,  for  example,  diluted  sulphuric  acid  is  used,  it  becomes  a 
desideratum  to  get  rid  of  the  hydrogen  which  adheres  to  the 
platinum,  and  produces  a current  in  the  opposite  direction.  The 
existence  of  this  counter-current  may  be  rendered  evident  by  con- 
necting with  one  end  of  the  wire  of  a galvanometer  a platinum 
plate  which  has  thus  been  opposed  to  a plate  of  zinc : on  attach- 
ing to  the  other  end  of  the  galvanometer  wire  a second  but  clean 
platinum  plate,  and  plunging  both  into  diluted  acid,  a powerful 
deflection  of  the  needle  will  be  observed. 

This  observation  has  been  ingeniously  applied  by  Grove, 
who  has  constructed  what  he  terms  a gas  battery,  by  opposing 
a plate  covered  with  oxygen  to  the  plate  coated  with  hydrogen, 
whilst  at  the  same  time  he  increases  the  surfaces  of  contact  be- 
tween the  platinum  and  the  oxygen  and  hydrogen.  Fig.  21 7 re- 
presents a cell  of  this  battery.  It  consists  of  two  tubes,  o and 
H ; through  the  upper  extremity  of  each  passes  a platinum  wire, 
which  is  fused  into  the  glass,  and  attached  to  a platinum  plate 
sufficiently  long  to  reach  to  the  bottom  of  the  tube.  The  sur- 
faces of  these  plates  are  coated  by  means  of  voltaic  action  with 
finely-divided  platinum,  for  the  purpose  of  increasing  the  sur- 
faces of  contact  between  the  metal  and  the  gas.  The  tube  H 
has  double  the  capacity  of  the  tube  o.  These  tubes  are  sup- 
ported in  the  vessel,  s,  by  the  plug  through  which  they  pass. 
In  order  to  use  the  apparatus,  the  vessel  s is  filled  with  diluted 
sulphuric  acid,  and  by  inverting  the  cell  the  tubes  are  likewise 
filled  with  the  liquid.  The  plates  in  the  tubes  o and  h are 
then  connected  by  the  mercury  cups  at  top  with  the  wires  of  a 
voltaic  battery  in  action,  so  that  by  the  decomposition  of  the 
diluted  acid  the  tube  O shall  become  filled  with  oxygen  and  the 
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tube  n with  hydrogen.  The  tubes  having  been  thus  filled,  the  battery  wires  are 
withdrawn.  If  the  mercury  cups  at  the  top  of  the  tubes  o and  h be  now  con- 
nected with  the  wires  of  a galvanometer,  powerful  deflection  of  the  needle  will 
be  produced,  and  a current  will  be  maintained  through  the  apparatus  in  the 
direction  of  the  arrows.  The  two  gases  will  gradually  diminish  in  bulk, 
and  will  in  a few  days  entirely  disappear,  but  the  current  will  be  main- 
tained so  long  as  any  portions  ot  the  gas  remain  uncombined.  By  connecting 
eight  or  ten  such  cells  in  succession,  so  that  the  oxygen  tube  of  one  cell  shall  be 
connected  with  the  hydrogen  tube  of  the  adjacent  cell,  sparks  may  be  obtained 
between  charcoal  points,  and  various  chemical  decompositions  may  be  effected. 
The  polar  chain  by  which  these  changes  are  produced  may  thus  be  represented 
by  sym  bols : H2  S04,  indicating  an  atom  of  diluted  acid,  0 and  H3  representing 
the  disturbing  atoms  of  oxygen  and  hydrogen  : — 

o h7so4  hTscJ  h2 


The  brackets  above  the  row  of  symbols  are  intended  to  show  the  molecular 
arrangement  before  the  circuit  is  completed  j those  beneath  the  symbols  show  the 
action  during  the  passage  of  the  current. 

Since  no  action  occurs  in  the  gas  battery  until  metallic  com- 
munication between  the  plates  is  effected,  it  appears  that  the  use 
of  the  platinum  plates  consists  in  favouring  the  action  by  con- 
densing the  gases  upon  their  porous  surfaces,  and  in  acting  as 
conductors  of  the  current. 

It  may  indeed  be  stated  generally,  that  the  accumulation  of 
either  of  the  elements  of  the  exciting  liquid  upon  the  metallic 
plates  of  a voltaic  combination,  always  tends  to  produce  a counter- 
current,  and  therefore  reduces  the  efficiency  of  the  combination  to 
a proportionate  extent.  Hydrogen  is  the  element  which,  in  the 
usual  mode  of  experiment,  principally  accumulates  upon  the  nega- 
tive plate,  so  that  any  contrivance  by  which  the  adhering  hydrogen 
is  removed,  exalts  the  energy  of  the  circulating  force.  This  removal 
of  the  hydrogen  may  he  effected  by  means  which  act  either  on 
chemical  or  on  mechanical  principles.  The  chemical  principle  is 
the  most  perfect.  It  consists  in  adding  to  the  liquid  a compound 
which  has  a tendency  to  unite  with  the  hydrogen  ; hence  the 
energy  of  the  current  is  much  increased  by  mixing  a little  nitric 
acid  (H,N03)  with  the  exciting  liquid,  comparatively  little  hy- 
drogen being  set  free  in  this  case.*  The  same  end  is  attained  by 
adding  to  the  sulphuric  acid  a solution  of  some  of  the  metallic 
salts,  such,  for  instance,  as  cupric  sulphate  (CujSOJ.  When 
cupric  sulphate  is  employed,  metallic  copper  is  deposited  upon 
the  negative  or  conducting  plate,  whilst  the  sulphion  with  which 


* By  the  action  of  hydrogen  on  nitric  acid,  peroxide  of  nitrogen  (NOa)  and 
water  are  formed,  thus  : HN03  + H = NOa  + HaO  ; and  both  these  substances 
are  dissolved  by  the  nitric  acid. 
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it  was  previously  united  combines  with  the  zinc.  A disadvantage, 
however,  is  experienced  when  the  liquid  which  absorbs  the  hydro- 
gen is  in  contact  with  the  zinc,  and  this  is  particularly  evidenced 
when  cupric  sulphate  is  used.  The  zinc  acts  at  once  on  the  solu- 
tion of  copper,  and  becomes  coated  with  reduced  copper;  hence, 
between  the  particles  of  zinc  and  those  of  the  reduced  copper  in- 
numerable small  circuits  are  produced,  which  occasion  a violent 
discharge  of  hydrogen  from  the  entire  surface  of  the  generating 
metal,  or  rather  from  the  copper  deposited  upon  it ; but  the  zinc 
thus  dissolved  contributes  nothing  to  the  general  effect ; it  becomes 
merely  a case  of  local  action  (260). 

This  experiment  with  the  cupric  sulphate  throws  light  upon 
the  cause  of  the  effervescence  which  takes  place  when  common 
zinc  is  treated  with  diluted  sulphuric  acid.  Commercial  zinc 
always  contains  lead  and  other  foreign  metals  mixed  with  it  in 
very  appreciable  quantity ; these  act  as  dischargers  to  the  hydrogen, 
and  give  rise  to  numerous  local  circuits  at  all  points  of  the  surface 
of  the  zinc.  Perfectly  pure  zinc  is  dissolved  very  slowly  in  acid 
for  want  of  these  discharging  points,  but  the  acid  is  not  absolutely 
without  action  upon  the  metal.  Any  inequality  in  susceptibility 
to  chemical  action  gives  rise  to  a current  between  two  substances 
suitably  disposed  ; hence  any  difference  in  density  between  two 
pieces  of  the  same  metal  may  suffice  to  cause  a current : and  a 
piece  of  hammered  zinc  will  generally  act  as  a conducting  plate  to 
a piece  of  zinc  well  annealed.  The  adherence  of  a film  of  oxide  or 
of  fatty  matter  to  the  surface  of  one  piece  will  also  cause  a diffe- 
rence, and  hence  two  pieces  of  metal  which  may  even  have  been 
cut  from  the  same  strip,  may,  under  certain  circumstances,  pro- 
duce a feeble  current. 

The  inconvenience  which  is  occasioned  by  local  action,  when 
nitric  acid  or  cupric  sulphate  is  mixed  with  the  liquid  which  is 
in  contact- with  the  zinc,  may  be  avoided  by  the  employment  of 
porous  diaphragms  ; and  if  the  zinc  or  generating  plate  be  plunged 
into  diluted  sulphuric  acid,  whilst  the  platinum  or  conducting 
plate  is  made  to  dip  into  the  nitric  acid  or  into  the  solution  of 
cupric  sulphate,  which  is  separated  from  the  generating  plate 
by  means  of  a tube  of  porous  earthenware,  combinations  of  great 
efficiency  arc  obtained. 

(265)  DanieWs  Battery. — These  important  facts  were  first 
clearly  enunciated  by  Danicll.  Their  application  to  the  voltaic 
battery  enabled  him  to  detect  the  cause  of  the  rapid  decline  in  the 
activity  observed  iu  all  the  forms  of  batteries  which  up  to  that 
period  had  been  devised,  aud  they  led  him  to  the  invention  of  an 
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arrangement  which  not  only  obviated  these  defects,  and  enabled 
him  to  keep  up  a current  of  uniform  strength  for  many  hours,  but 
also  furnished  electrical  science  with  a battery  of  far  greater  ac- 
tivity for  its  size  than  any  which  had  previously  been  used. 

Fig.  218  exhibits  a section  of  one  of  the  cells  of  Daniell’s  combination.  The 
outer  case,  c,  consists  of  a cell,  or  cylinder  of  copper,  which  is  constructed  so  as 
to  retain  liquids,  and  is  filled  with  a solution  of  cupric  sulphate,  b,  acidulated 
with  an  eighth  of  its  bulk  of  sulphuric  acid.  The 
solution  is  kept  saturated  with  the  salt  by  means 
of  crystals  of  cupric  sulphate,  d,  which  rest 
upon  the  perforated  shelf,  f.  In  the  axis  of  the 
cell  is  placed  a tube  of  porous  earthenware,  E, 
filled  with  an  acid  solution,  a,  which  consists  of 
1 part  of  oil  of  vitriol  diluted  with  7 parts  of 
water.  A rod  of  amalgamated  zinc,  z,  is  placed 
in  this  tube.  On  making  a metallic  communi- 
cation between  the  zinc  rod  and  the  copper  cell, 
a voltaic  current  is  established ; and  by  employ- 
ing twenty  or  thirty  cells  of  this  description, 
always  connecting  the  zinc  of  one  cell  with  the 
copper  of  the  next,  a combination  of  great  power 
is  obtained. 

The  following  diagram  may  serve  to  explain  the  manner  in  which 
the  force  is  transmitted  through  the  cells  : — the  diluted  sulphuric 
acid  may  be  regarded  as  a compound  of  hydrogen  with  sulphur 
and  oxygen,  and  is  represented  as  H3S04  : whilst  cupric  sulphate 
may  be  looked  upon  as  a compound  of  copper  with  the  same 
compound  of  sulphur  and  oxygen,  and  is  indicated  by  the 
symbol  CuS04.  Let  the  brackets  above  the  row  of  symbols  re- 
present the  connexion  of  the  particles  which  compose  the  liquid 
before  contact  is  made  between  the  plates  Cu  and  Zn  at  the  .ends. 
The  alteration  in  the  molecular  arrangement  of  the  liquid  which 
occurs  after  the  connexion  is  made  between  the  copper  and  the  zinc, 
may  he  represented  by  the  altered  position  of  the  brackets  beneath  : 
the  line  a,  which  divides  the  symbols  of  the  cupric  sulphate 
from  those  of  the  sulphuric  acid,  in  this  case  represents  the  porous 
diaphragm : — 

Cu  CbT  so4  c7so4  1 ilso4h7so,^u 

The  result  of  the  action  is,  that  so  long  as  the  contact  between 
the  metallic  plates  is  maintained,  zincic  sulphate  is  formed  unin- 
terruptedly in  the  porous  tube,  whilst  a continual  deposit  of  a 
corresponding  quantity  of  metallic  copper  takes  place  upon  the 
internal  surface  of  the  copper  cylinder. 

Fig.  219  shows  a convenient  and  inexpensive  form  of  Daniell’s  battery.  The 
solution  of  cupric  sulphate  is  contained  in  glass  or  earthenware  jars  7 inches  (18 
centimetres)  and  3*  inches  (9  centimetres)  in  diameter.  The  copper  plates  con- 
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sist  merely  of  rectangular  sheets  of  copper,  one  of  which  is  represented  at  A ; 
they  are  bent  into  a cylindrical  shape  and  placed  in  the  jars.  By  means  of  the  strip 
i,  each  plate  is  easily  connected  with  the  zinc  rod  of  the  adjacent  cell,  and  made 
fast  to  it  by  the  binding-screw  c.  The  colander,  for  the  support  of  the  crystals 


Fig.  219. 


of  cupric  sulphate,  rests  upon  three  or  four  little  pieces  of  copper,  which  are  made 
to  project  inwards  upon  the  sheet,  at  a suitable  height,  as  shown  at  d.  At  B, 
several  cells  of  the  battery  are  represented  as  arranged  in  a consecutive  series. 
Twenty  such  cells  compose  a battery  adequate  to  the  performance  of  almost  any 
experiments  on  the  chemical  decomposition  of  bodies  in  solution. 

It  is  essential  in  mounting  a voltaic  arrangement  of  any  kind, 
that  the  surfaces  of  contact  between  the  metals  be  perfectly  clean  : 
a film  of  oxide  will  materially  impede  the  transmission  of  the 
current,  and  if  the  force  in  circulation  be  feeble,  it  may  eyen 
arrest  it  altogether.  As  a precaution,  it  is  better  before  con- 
necting the  different  parts  of  the  apparatus,  to  pass  a file  or  a piece 
of  emery-paper  over  all  the  surfaces  of  the  copper,  the  zinc,  or 
the  other  oxidizable  metals  which  are  to  be  placed  in  contact  -with 
each  other.  Surfaces  of  platinum,  if  well  washed  and  dried,  do 
not  need  friction  with  emery-paper. 

(2 66)  Grove’s  Nitric-Acid,  Battery. — The  nitric-acid  battery, 
contrived  by  Grove,  is  a still  more  powerful  combination  on  the 
Fiq  22o  same  principle  as  Da- 

nielTs.  It  consists  of 
a slip  of  platinum,  p,  fig. 
220,  which  is  plunged 
into  the  porous  tube,  N, 
and  this  is  filled  up  with 
undiluted  nitric  acid. 
The  outer  cell,  s,  is  filled 
with  diluted  sulphuric 
acid,  and  in  this  acid  is 
placed  a flat  sheet  of 
amalgamated  zinc,  z,  bent  so  as  to  infold  the  porous  tube.  The 
acid  liquid  in  s may  be  conveniently  made  of  1 measure  of  oil  of 
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vitriol  diluted  with  4 measures  of  water.  This  combination  pre- 
sents in  a small  compass  the  principal  desiderata  for  attaining 
intense  voltaic  action.  Platinum  is  the  least  liable  of  the  metals 
to  chemical  action,  whilst  amongst  the  metals  that  admit  of  being 
easily  wrought,  zinc  is  the  one  which  is  most  readily  attacked  by 
acids  ; consequently  the  opposition  of  platinum  to  zinc  furnishes  a 
most  effective  voltaic  combination ; whilst  nitric  acid  absorbs  with 
ease  the  hydrogen  liberated  on  the  platinum,  and  thus  forms  water 
and  nitrous  acid,  which  remain  in  solution  in  the  undecomposcd 
acid  ; the  resulting  liquid  constitutes  one  of  the  most  perfect  of 
liquid  conductors.  If  HN020  in  the  following  diagram  repre- 
sent nitric  acid,  and  H2S04  diluted  sulphuric  acid,  Pt  the  platinum 
plate,  and  Zn  the  zinc  one,  the  molecular  arrangement  will  be 
indicated  before  the  action  by  the  position  of  the  brackets  above, 
and  after  the  action  by  the  position  of  those  below. 

Pt  HNOO  | H^SO,  H^04  Zn 

With  a battery  of  ten  such  cells,  5 inches  (12  centimetres) 
high  and  24-  inches  (6  centimetres)  wide,  a large  number  of  bril- 
liant experiments  may  be  performed,  but  four  or  five  cells  are 
generally  sufficient  for  most  purposes  of  electro-chemical  decom- 
position. If  oil  of  vitriol  be  mixed  with  the  nitric  acid  in  the 
porous  cells  in  the  proportion  of  about  equal  measures,  a current 
is  thus  obtained,  the  strength  of  which  is  more  uniform  than  when 
nitric  acid  only  is  used  (Callan). 

With  a view  to  economy,  Bunsen  substitutes  for  the  platinum  plates  in 
Grove’s  battery,  cylinders  of  carbon,  prepared  by  heating  together  a mixture  of 
powdered  coke  and  caking  coal,  or  powdered  coke  moistened  with  a strong  solu- 
tion of  sugar.  A firm  coherent  coke  is  thus  obtained.  Cylinders  made  of  this 
material  answer  well  while  new ; but  being  porous,  the  carbon  absorbs  the  nitric 
acid,  which  corrodes  and  impairs  the  surface  of  contact  with  the  zinc.  A better 
material  is  the  hard  carbon  from  the  gas  retorts,  but  it  is  difficult  to  shape  it  into 
the  form  of  plates.  Poggendorff  has  employed  plates  either  of  sheet  iron  or  cast 
iron  instead  of  either  platinum  or  carbon  ; in  strong  nitric  acid  the  iron  is  totally 
unacted  on  ; but  if  the  acid  become  diluted  till  it  has  a specific  gravity  of  i‘3,5>  or 
less,  it  is  liable  to  act  upon  the  metal  with  uncontrollable  violence.  No  combina- 
tion possesses  the  intense  energy,  in  union  with  convenience  of  working  and  com- 
parative durability,  in  the  same  degree  as  that  proposed  by  Grove.  It  is  neces- 
sary, however,  to  place  the  nitric  acid  battery  so  that  the  fumes  of  nitrous  acid 
(which  are  copiously  evolved  during  its  action,  especially  after  the  battery  has 
been  in  use  for  some  time)  shall  pass  at  once  into  the  open  air ; as  they  would 
otherwise  seriously  incommode  the  operator. 

(267)  Smee’s  Battery. — The  other  mode  of  obviating  the 
counteracting  agency  of  hydrogen  upon  the  negative  plate  of  the 
battery  is  less  perfect,  and  is  of  a mechanical  nature.  It  was 
first  practically  applied  by  Smee  in  the  construction  of  the  voltaic 
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battery.  Hydrogen  adheres  to  smooth  surfaces  of  platinum  and 
other  metals  with  considerable  force,  but  it  passes  off  with  ease 
from  their  asperities  and  edges  : by  multiplying  their  points  and 
irregularities,  as,  for  example,  by  the  deposition  of  metal  on  the 
surface  in  a pulverulent  form,  the  escape  of  the  gas  is  much  facili- 
tated. Smee  employs  as  the  negative  or  conducting  plate  in  his 
battery,  a plate  of  silver,  the  face  of  which  has  been  roughened  by 
the  deposition  of  finely  divided  platinum  upon  its  surface ; each 
side  of  the  silver  plate  being  exposed  to  a plate  of  zinc  well  amal- 
gamated, and  of  equal  extent,  which  acts  as  the  positive  plate. 
This  pair  of  plates  is  excited  by  means  of  diluted  sulphuric  acid. 

Fig.  221  represents  a battery  constructed  upon  Smee’s  principle : a thin 
platinized  silver  plate  is  supported  in  a light  frame  of  wood,  as  shown  detached 
at  s ; to  the  upper  part  of  this  frame  a binding-screw,  in  metallic  connexion  with 
the  silver,  is  fastened,  for  the  purpose  of  connecting  the  plate  with  the  zinc 


plates  of  the  adjoining  cell,  by  means  of  a strip  of  sheet  copper  bent  as  at  r;  on 
either  side  of  the  silver  plate  a sheet  of  amalgamated  zinc,  z,  z,  is  supported  by 
the  clamp  shown  at  b ; the  zinc  plates  are  prevented  from  contact  with  the  silver 
plate  by  means  of  the  wooden  frame,  and  they  are  connected  with  the  silver  of 
the  adjacent  cell  by  a second  binding-screw  in  the  clamp  shown  at  b ; the  sepa- 
rate plates  are  attached  to  a wooden  frame,  and  being  counterpoised  by  weights, 
as  indicated  in  the  figure,  can  be  lowered  into  the  trough  of  acid  when  wanted 
for  use,  or  can  be  withdrawn  from  it  when  the  experiment  is  over.  The  trough 
is  divided  into  separate  cells  or  compartments  for  each  pair  of  plates,  by  glass 
partitions  rendered  water-tight  by  means  of  a resinous  cement. 

(268)  Resistances  to  the  Voltaic  Current. — The  amount  of 
force  which  circulates  iu  any  given  circuit  is  not  dependent  solely 
upon  the  energy  of  the  chemical  action  which  is  exerted  between 
the  generating  metal  and  the  exciting  liquid.  The  current  expe- 
riences a retardation  or  a resistance  from  the  very  conductors  by 
which  its  influence  is  transmitted ; just  as  in  the  transmission  of 
mechanical  force,  the  intervention  of  the  pivots  and  levers  which 
are  required  for  its  conveyance  introduces  additional  friction  and 
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additional  weight,  which  require  to  he  overcome  or  moved,  and 
which  thus  diminish  the  efficient  power  of  the  machine. 

The  resistance  to  the  voltaic  current  may  be  considered  as  of 
two  kinds — first,  that  resistance  which  arises  from  the  exciting 
liquid  employed  in  the  voltaic  cell  itself;  and  secondly,  that  which 
arises  from  the  conducting  wire  and  apparatus  exterior  to  the 
voltaic  cell.  In  a large  number  of  cases  the  resistance  offered  by 
the  exciting  liquid  is  by  much  the  most  considerable,  and  it  is 
inseparable  from  the  combination ; whilst  the  second  source  of 
resistance,  or  that  which  is  exterior  to  the  cell,  can  be  increased 
or  diminished  at  pleasure,  and  by  the  employment  of  very  short 
and  thick  wires  for  connecting  the  plates,  can  be  virtually  removed 
altogether  or  annihilated.  It  will  be  advisable  to  consider  first 
the  resistance  produced  by  the  liquid  in  the  active  cell  itself. 

If  plates  of  equal  size  be  taken,  the  resistance  occasioned  by 
the  liquid  increases  directly  as  the  distance  between  the  plat&s ; 
the  longer  the  column  of  imperfectly  conducting  matter  which  the 
current  has  to  traverse,  the  greater  is  the  difficulty  which  it  will  ex- 
perience. If  two  plates  be  immersed  in  acid  at  the  distance  of  an 
inch  (25  millimetres)  asunder,  they  will  produce  10  times  the 
effect  that  they  would  occasion  at  the  distance  of  10  inches  or 
2^omm-  from  each  other.  On  the  other  hand,  the  larger  the  area 
of  the  plates  that  are  immersed,  the  less  is  the  resistance.  For 
example,  if  a pair  of  plates,  25mm-  broad  and  250““’  long,  be  im- 
mersed in  acid  to  the  depth  of  25““'  only,  the  curreut  produced 
will  only  be  equal  to  one-tenth  of  that  which  would  be  obtained 
by  immersing  each  plate  for  its  whole  depth  of  250mm-  in  the 
liquid.  The  resistance  of  the  liquid  is  therefore  directly  as  the 
distance  between  the  plates,  and  inversely  as  the  surface  of  the 
plates  exposed  to  its  action.  A pair  of  plates  exposing  each  a 
square  centimetre  of  surface,  immersed  in  acid  at  a distance  of  1 
centimetre  apart,  will  consequently  produce  an  effect  equal  to 
that  which  would  be  obtained  from  a pair  of  plates  which  each 
exposed  a surface  of  12  square  centimetres  to  the  action  of  the 
liquid,  if  they  were  T2  centimetres  apart. 

A case  somewhat  analogous  is  offered  when  water  is  trans- 
mitted through  pipes.  The  greater  the  length  of  the  pipe,  the 
more  considerable  will  be  the  friction  and  the  consequent  resis- 
tance to  the  passage  of  the  liquid ; whilst  the  larger  the  area  of  the 
pipe  the  more  readily  will  the  water  escape.  An  aperture  which 
exposes  a sectional  area  of  two  square  centimetres  will,  catena 
paribus,  allow  twice  as  much  water  to  escape  from  it  in  a given 
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time  as  an  aperture  of  which  the  superficial  area  is  but  a single 
square  centimetre. 

If  the  two  plates  are  of  unequal  size,  but  are  immersed  parallel 
to  each  other,  they  may,  for  most  practical  purposes,  be  calculated 
as  each  exposing  a surface  equal  to  the  mean  surface  of  the  two. 
Other  circumstances  independent  of  the  extent  of  surface  exposed 
by  the  plates,  and  the  distance  between  them,  materially  influence 
the  resistance  of  different  liquids  to  the  current.  Any  cause  that 
favours  chemical  action  between  the  active  metal  and  the  liquid, 
or  which  diminishes  the  force  by  which  the  elements  of  the  liquid 
are  united,  such  as  elevation  of  temperature,  diminishes  the 
resistance  of  the  liquid.  In  most  cases  an  increase  in  the  con- 
centration of  the  solution,  provided  its  strength  be  not  so  great 
as  to  render  deposition  of  crystals  liable  to  occur,  diminishes  the 
resistance  (278).  The  current  likewise  experiences  a specific 
resistance  in  each  liquid  which  depends  upon  the  force  with 
which  its  particles  are  united  together. 

Similar,  but  distinct  resistance,  though  to  a less  extent,  is 
offered  by  the  metallic  part  of  the  circuit.  However  great  its 
conducting  power  may  be,  it  always  offers  some  obstruction  to  the 
current.  The  longer  the  wire  employed,  the  greater  is  the  diffi- 
culty experienced  by  the  current  in  traversing  it.  The  resistance  of 
each  metal,  like  that  of  each  liquid,  is  specific.  Copper  and  silver, 
for  instance,  when  wires  of  equal  thickness  and  length  are  com-  1 
pared,  offer  far  less  resistance  to  a current  of  given  amount  than  less  I 
perfect  conductors,  such  as  iron  and  lead.  Experiment  has 
demonstrated  that  with  metallic  conductors  the  same  law  holds 
good  as  with  liquids — viz.,  that  the  conducting  power  is  inversely 
as  the  length  of  the  wire,  and  directly  as  the  area  of  its  section. 
In  cylindrical  wires  this  sectional  area  will  of  course  vary  as  the 
square  of  the  diameter  of  the  wire  ; for  instance,  a wire  of 
inm>.  thickness  will  for  equal  lengths  offer  four  times  the 
resistance  of  a wire  2mm'  thick.  If  wires  of  the  same  metal,  and 
of  equal  lengths,  be  compared,  the  resistance  will  vary  inversely 
as  the  weights  of  the  wires. 

In  the  experiment  with  cupric  sulphate  (fig.  214),  the  metal 
is  deposited  in  greatest  quantity  where  the  current  is  most  readily 
transmitted — viz.,  in  those  points  which  are  nearest  to  the  zinc, 
and  where  the  resistance  offered  by  the  liquid,  which  here  forms 
the  thinnest  layer,  is  consequently  the  least. 

A rod  of  zinc  supported  within  a cylinder  of  copper  forms  a 
convenient  arrangement  of  the  generating  and  conducting  plates,  1 
because,  when  such  a rod  is  placed  in  the  axis  of  the  cylinder, 
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the  force  is  evenly  distributed  over  the  whole  surface  of  the 
copper. 

(269)  Difference  between  a Simple  and  a Compound  Circuit. — 
The  observations  hitherto  made  have  referred  to  cases  in  which 
only  a single  pair  of  metals  is  employed.  It  will  be  necessary 
now  to  consider  in  what  way  the  results  are  modified  by  the  em- 
ployment of  several  pairs  of  plates.  It  has  already  been  stated 
when  speaking  of  the  electricity  developed  by  friction,  that  when 
a large  supply  of  electricity  is  needed,  it  may  be  obtained  with 
equal  effect  either  from  a single  Leyden  jar  which  exposes  a large 
extent  of  coated  surface,  or  from  a number  of  smaller  jars  which 
together  expose  the  same  amount  of  coated  surface,  all  the  inner 
surfaces  of  the  small  jars  being  in  metallic  communication  with 
each  other,  but  iusulated  from  the  outer  coatings,  all  of  which 
likewise  are  connected  by  some  good  conducting  material  (235). 
A similar  result  is  also  obtained  in  voltaic  arrangements.  Pro- 
vided that  the  plates  expose  the  same  extent  of  surface  and  be 
kept  at  an  equal  distance  apart,  it  matters  not  whether  they  be 
immersed  in  a single  vessel  of  liquid,  or  whether  they  be  cut  up 
into  strips  and  be  immersed  in  pairs  in  separate  vessels  of  the 
same  liquid.  The  only  requisite  is  that  all  the  zinc  plates  shall 
be  connected  together  by  stout  metallic  wires,  and  that  all  the 
platinum  plates  shall  be  similarly  connected  by  other  wires.  No 
action  will  occur  until  metallic  communication  between  one  of 
the  platinum  and  one  of  the  zinc  plates  is  effected  by  means  of 
a conducting  wire ; and  then  the  whole  force  of  the  united  plates 
will  traverse  the  connecting  wire. 

These  results  may  be  exhibited  to 
the  eye  in  the  form  of  battery  in  -which 
the  hydrogen  evolved  from  each  pla- 
tinum plate  admits  of  being  collected 
— a contrivance  proposed  by  Daniell, 
which  he  called  a dissected  battery. 

Fig.  222  shows  the  manner  of  mount- 
ing one  of  these  cells.  When  in  use 
the  cells  are  charged  with  the  diluted 
sulphuric  acid,  and  a small  graduated 
jar,  11,  also  filled  with  the  diluted 
acid,  is  inverted  in  each  of  the  cells 
over  the  platinum  plate,  p,  in  such  a 
manner  as  to  receive  the  hydrogen 
which  is  disengaged  during  the  operation.  The  plates  of  such  a 
battery  can  easily  be  connected  so  that  all  the  plates  of  zinc,  z, 
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shall  be  united  by  conducting  wires,  and  all  the  platinum  plates  in 
a similar  way  by  other  wires  ; or  they  can  with  equal  readiness  be 
united  so  that  the  zinc  of  one  cell  shall  be  connected  with  the 

platinum  of  the  following 
Fig.  223.  cell.  Suppose,  for  in- 

stance, two  plates  (z  and 
p,  fig.  223),  one  of  zinc, 
the  other  of  platinum, 
each  six  inches  square,  be 
immersed  in  a vessel  of 
sulphuric  acid,  at  a dis- 
tance of  an  inch  apart.  A current  of  a certain  amount  of  power 
will  he  obtained  on  connecting  the  two  plates  by  means  of  a wire, 
w ; and  in  five  minutes  a certain  quantity  of  zinc  will  be  dissolved, 
whilst  a corresponding  quantity  of  hydrogen  gas  will  escape  from 
the  platinum.  Now  if  the  zinc  and  the  platinum  be  each  cut 
into  strips  of  an  inch  broad  and  six  inches  long,  and  the  several 
pairs  of  zinc  and  platinum  strips  be  immersed  in  separate  vessels 
of  diluted  sulphuric  acid  at  the  distance  of  one  inch  from  each 
other,  and  if,  as  in  fig.  224,  all  the  zinc  strips,  z,  z,  be  connected 

Fig.  224. 


by  wires,  and  all  the  platinum  strips,  p,  p,  be  similarly  united, — 
on  connecting  them  together  by  a wire,  as  shown  at  w,  the  same 
amount  of  power  will  traverse  the  wire  as  in  the  first  combination, 
and  the  quantity  of  zinc  dissolved  in  the  six  plates  taken  together 
will  in  five  minutes  be  the  same  as  that  which  was  dissolved  from 
the  single  zinc  surface  in  the  first  arrangement ; whilst  the  quan- 
tity of  hydrogen  gas  which  will  rise  from  all  the  six  plates  of 
platinum  together  will  be  equal  to  that  obtained  from  the  single 
plate  in  the  former  experiment  (fig.  223).  Such  a combination, 
in  whichever  of  the  forms  just  described  it  be  employed,  may  be 
regarded  as  a single  pair  of  plates,  and  it  constitutes  a simple 
voltaic  circuit. 

By  acting  upon  extensive  surfaces  arranged  in  simple  circuits, 
the  quantity  of  electricity  which  can  be  thrown  into  circulation  is 
very  large,  though  its  intensity , that  is  to  say,  its  power  of  over- 
coming resistances,  is  comparatively  small. 
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The  results  would,  however,  be  altered  if,  instead  of  connecting 
the  divided  plates  together  in  the  manner  represented  in  fig.  224, 
they  were  connected  as  in  fig.  225,  in  which  the  zinc  in  each 

Fig.  225. 


cell  is  supposed  to  he  connected  with  the  platinum  plate  of  the 
adjacent  cell,  in  regular  order  through  the  series.  When  the 
extreme  plates  are  connected  by'  a thick  wire,  w,  the  amount  of 
force  which  traverses  this  wire  in  a given  time  is  equal  to  one-sixth 
only  of  the  force  which  was  thrown  into  circulation  in  the  former 
instances  ; but  the  quantity  of  zinc  dissolved  in  the  six  cells  taken 
together  is  the  same  as  before : and  if  the  hydrogen  be  collected 
from  the  six  platinum  plates,  the  quantity  will  be  still  equal  to 
that  disengaged  in  the  experiments  shown  in  figs.  223  and  224. 
The  current  has  now  to  traverse  each  cell  of  the  liquid  in  succes- 
sion, and  thus  has  to  encounter  a great  additional  resistance.  Yet 
now  the  power  starts  from  six  separate  points  of  origin,  and  each 
of  these  separate  points  adds  its  energy  or  impulse  in  driving  for- 
ward the  current.  The  electro-motive  force  is  increased  sixfold, 
whilst  the  resistance  of  the  liquid  is  increased  still  more ; in  the 
first  place  it  is  increased  sixfold,  from  the  circumstance  that  the 
length  of  the  column  of  liquid  ■which  must  be  traversed,  is  six 
times  as  great,  and  it  is  next  further  increased  sixfold  by  a propor- 
tionate diminution  in  the  breadth  of  the  column.  In  the  arrange- 
ment of  fig.  223  there  was  a column  of  liquid  six  inches  wide  and 
one  inch  thick  to  be  traversed ; ■whilst  in  the  arrangement  of 
fig.  225  there  is  a liquid  column  six  inches  thick  and  only  one 
inch  wide  to  be  traversed.  When  the  plates  are  arranged  in  sepa- 
rate compartments,  and  are  connected  together  alternately,  as  in 
fig.  225,  they  constitute  a compound  voltaic  circuit.  Volta’s  pile 
(fig.  210)  and  his  crown  of  cups  (fig.  21 1)  are  therefore  compound 
circuits,  and  it  is  this  form  of  combination  which  enabled  him  to 
obtain  results  so  much  superior  to  those  of  any  previous  experi- 
menter. The  electricity  in  this  case  is  not  greater  in  quantity  than 
that  obtainable  from  a simple  circuit ; nay,  it  is  often  much  less ; 
but  it  has  a much  higher  intensity,  and  its  power  of  overcoming 
resistances  is  very  much  greater,  as  a further  examination  will 
show.  If;  for  example,  50  or  100  miles  of  wire,  such  as  is  used 
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for  telegraph  purposes,  be  introduced  in  a combination  arranged, 
as  in  tig.  224,  as  a simple  circuit,  the  effect  obtained  -would  be 
very  materially  less  than  if  the  same  plates  were  arranged  in  the 
form  of  a compound  circuit,  as  shown  in  fig.  225. 

(270)  Ohm’s  Theory. — These  considerations  may  be  much  sim- 
plified, by  representing  the  mutual  action  of  the  electro-motive 
forces  and  the  resistances  of  any  circuit,  simple  or  compound,  in 
the  form  of  a fraction,  in  the  way  proposed  by  Ohm. 

It  has  been  found  by  experiment  that  the  power  of  any  com- 
bination is  directly  proportioned  to  the  electro-motive  force,  or 
chemical  energy  between  the  active  metal  and  one  of  the  elements 
of  the  liquid  upon  which  it  acts ; and  inversely  proportioned  to 
the  resistances  to  be  overcome.  The  numerator  of  the  fraction  will 
therefore  be  represented  by  E,  the  electro-motive  force,  and  the 
denominator  by  R + r ; where  R represents  the  resistance  in  the  cell 
or  the  battery  (due  chiefly  to  the  attraction  between  the  elements 
of  the  liquid  for  each  other),  and  r all  resistances  exterior  to  the  cell 
or  the  battery,  such  as  the  connecting  wire : thus  the  expression 
-E;  — A,  would  represent  the  effect  of  any  combination  where  A 
indicates  the  amount  of  force  actually  in  circulation,  whether 
measured  by  its  heating  or  by  its  magnetic  effects.  If  the  con- 
necting wire  be  very  thick,  so  as  to  offer  little  or  no  resistance  to 
the  current,  r becomes  evanescent,  and  the  fraction  assumes  the 
form  of  j{  = A ; the  force  of  the  current  under  these  circumstances 
is  proportional  to  the  surface  of  the  plates  exposed  to  the  action 
of  the  liquid. 

Let  it  be  assumed,  for  example,  that  E=  1,  and  that  R=i, 
when  a pair  of  zinc  and  platinum  plates  an  inch  broad  and  six 
inches  long  is  immersed  in  diluted  acid  at  the  distance  of  one 
inch  asunder,  so  that  under  these  circumstances,  T=J-=i.  If  a 
pair  of  plates,  six  inches  broad  and  six  inches  long,  also  at  a dis- 
tance of  one  inch  apart,  be  immersed  in  the  same  acid,  since  the 

resistance  is  inversely  as  the  surface  of  the  plates  immersed,  the 

e _j_ 

fraction  becomes  or  J_  =6;  or  the  power  is  increased  sixfold, 

e 6 

as  compared  with  the  former.  If  the  plates  be  each  cut  into  six 
similar  strips,  and  be  then  arranged  in  pairs,  as  represented  in 
fig.  224,  the  same  fraction  still  represents  the  result,  since  the 
relative  size  and  distance  of  the  plates  remain  unchanged : but  if 
the  plates  be  arranged  in  succession,  so  as  to  produce  a compound 
circuit,  as  in  fig.  225,  the  fraction  becomes  L^  = £=i  • the  electro- 
motive force  is  increased  sixfold,  but  the  resistance  is  increased 
also  in  exactly  the  same  proportion.  The  force  which  under  these 
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circumstances  circulates  through  the  connectiug  wire  is  not  greater 
than  if  a single  cell  only,  containing  a pair  of  plates  one  inch  broad 
and  six  inches  long  were  employed. 

But  suppose  now  that  several  miles  of  wire,  such  as  are  em- 
ployed in  telegraphic  communication,  be  introduced  into  the  two 
combinations  severally  represented  in  figs.  224  and  225 ; r now 
acquires  importance; — let  this  resistance  r be  twenty  fold  greater  than 

that  of  the  liquid  in  each  cell.  In  the  first  case  (with  the  simple 

e _ 1 

circuit),  the  fraction  becomes  R+~  y+2Q=  0^049;  in  the  second 

(the  compound  circuit),  the  fraction  is  = 6^d=°'2^  : so 
that  although  in  both  cases  the  resistance  introduced  most  mate- 
rially diminishes  the  amount  of  force  which  enters  into  circulation, 
the  power  in  the  compound  circuit  is  now  five  times  as  great  as 
that  which  emanates  under  these  circumstances  from  the  simple 
circuit.  Indeed,  in  all  cases  where  great  resistances  external  to 
the  battery  have  to  be  overcome,  a compound  battery  has  a great 
advantage  over  the  simple  circuit.* 

(271)  Chemical  Decomposition. — It  is  important  to  remember 
that  the  current  which  circulates  through  each  cell  in  a compound 
circuit  is  not  increased  by  the  arrangement,  if  the  connexion 
between  its  extremities  be  made  by  means  of  a good  conductor : 
if,  for  example,  50  similar  and  equal  cells  be  connected  in  succes- 
sion, and  be  united  by  a stout  short  wire,  the  quantity  of  zinc 
which  would  be  dissolved  in  a given  time  in  each  of  these  cells 
would  not  be  greater  than  that  which  would  be  consumed  in  a 
single  cell  of  the  same  size  in  the  same  time,  if  the  plates  which 
compose  it  were  connected  by  a short  thick  wire. 

The  power  of  a compound  circuit  is  shown  in  a striking 
manner,  when  some  liquid  such  as  diluted  sulphuric  acid  is  inter- 
posed in  the  course  of  the  conducting  wire.  The  experiments 


* Let  n = the  number  of  the  plates  in  a compound  circuit. 

„ E = the  electro-motive  force. 

„ D = the  distance  between  the  plates. 

„ S = the  area  of  the  plates. 

„ l = the  length  of  the  conducting  wire. 

)t  s = the  area  of  a transverse  section  of  the  wire. 

The  fraction  which  represents  the  action  of  a compound  battery  when  its 
extremities  are  connected  by  means  of  a metallic  wire  of  uniform  diameter  is 

the  following  : +T  = A.  In  this  expression  ^ is  substituted  for  B,  (the  re- 

0 s * ...  ... 

sistance  in  each  cell  of  the  battery)  to  which  it  is  equivalent ; since  B is  directly 
as  the  distance  between  the  plates,  and  inversely  as  their  area,  or  surface, 

while  y represents  r. 
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which  elucidate  this  point  may  he  instructively  performed  by 
means  of  the  dissected  battery.  If  a pair  of  platinum  plates, 
a,  b,  fig.  22 6,  be  immersed  in  the  acid  conducting-liquid  at  b,  and 


Fig.  226. 


connected  with  the  wires  proceeding  from  the  compound  circuit 
in  the  manner  represented  in  the  figure,  the  liquid  will  be  decom- 
posed, oxygen  will  be  given  off  from  one  plate,  a,  and  will  rise  in 
the  tube  o ; whilst  hydrogen  will  be  given  off  from  the  other  plate, 
b,  and  may  be  collected  in  the  tube,  h : but  if  the  same  cells  be 
arranged  as  a simple  circuit,  fig.  224,  no  such  effect  is  produced. 
By  the  introduction  of  the  liquid  conductor  at  b,  the  resistance  is 
very  greatly  increased,  such  a resistance  being  more  considerable 
than  that  of  many  miles  of  wire.  But  this  is  not  all : besides 
this  resistance,  a new  counteracting  electro-motive  force  shows 
itself,  which  gives  rise  to  a current  operating  in  a direction  the 
reverse  of  that  in  the  battery.  This  force  is  due  to  the  oxygen 
and  hydrogen  which  ai’e  separated  upon  the  platinum  plates,  and 
which,  as  has  been  explained  when  speaking  of  the  gas  battery 
(264),  is  very  considerable.  Experiment  shows  that  it  is  between 
two  and  three  times  as  powerful  as  the  electro-motive  force  of  a 
pair  of  zinc  and  platinum  plates  excited  by  diluted  sulphuric  acid. 
When,  therefore,  the  endeavour  is  made  to  decompose  the  diluted 
acid  by  a single  pair  of  zinc  and  platinum  plates,  however  large  a 
surface  they  may  present  to  the  action  of  the  exciting  liquid,  no 
visible  action  in  the  cell  b ensues ; a momentary  decomposition, 
too  small  in  amount  to  be  perceived  by  the  eye,  produces  a de- 
velopment of  oxygen  and  hydrogen  upon  the  two  platinum  plates, 
a,  b,  sufficient  to  oppose  an  effectual  barrier  to  the  transmission  of 
the  current.  Even  when  two  pairs  of  zinc  and  platinum  plates  are 
used,  the  energy  of  the  current  is  insufficient  to  effect  any  visible 
decomposition ; with  three  pairs  a few  bubbles  of  gas  show  them- 
selves ; and  with  a more  numerous  series,  the  effects  increase 
rapidly ; till  at  length  a point  is  gained,  beyond  which  no  ad- 
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vantage  is  obtained  by  increasing  the  number  of  cells  in  the 
battery. 

It  is  particularly  worthy  of  remark  that  in  every  vertical 
section  of  any  voltaic  circuit  at  a given  instant,,  the  quantity  of 
electricity  which  traverses  it  is  uniform  : consequently,  the  same 
quantity  of  hydrogen  makes  its  appearance  upon  the  plate  b of 
the  cell  b,  which  contains  the  liquid  for  decomposition,  as  is  dis- 
engaged and  collected  during  the  same  interval  from  each  plate 
in  the  battery  itself.  If  each  zinc  plate  of  the  battery  be  weighed 
before  the  experiment  is  begun  and  after  it  is  concluded,  it  will 
be  found  that  each  plate  has  lost  weight  to  an  equal  extent.  The 
interposition  of  the  liquid  at  b,  may  occasion  a great  reduction  in 
the  amount  of  electricity  which  is  thrown  into  circulation  ; but  at 
every  transverse  section  of  the  battery,  the  electricity  that  does 
circulate  is  uniform  in  quantity ; and  the  measurement  of  the 
chemical  action,  whether  it  be  estimated  by  the  quantity  of  gas 
which  is  evolved  at  any  one  point,  or  by  the  quantity  of  zinc 
which  is  dissolved,  may  be  employed  as  a sure  indication  of  the 
quantity  of  electricity  in  circulation  : in  other  words,  retardation 
of  the  current  by  the  liquid  conductor  is  necessarily  attended  with 
an  equal  retardation  in  the  conducting  wire,  and  in  each  cell  of 
the  battery  itself. 

(272)  The  Voltameter. — The  foregoing  important  law  was 
discovered  by  Faraday.  As  one  of  its  consequences  he  was 
enabled  to  employ  a decomposing  cell,  such  as  is  shown  at  b,  fig. 
226,  as  a measure  of  the  voltaic  power  of  any  circuit : such  an 
instrument  is  called  a Voltameter . For  each  65  milligrammes  of 
zinc  dissolved  in  any  one  cell  of  the  battery,  18  milligrammes  of 
water  are  decomposed  in  the  voltameter;  whilst  22*38  cubic  centi- 
metres or  2 milligrammes  of  hydrogen,  and  1 1 • 1 9 cubic  centimetres 
or  16  milligrammes  of  oxygen,  at  o°  C.  and  j6omm'  Bar.,  are 
evolved  upon  its  plates ; at  the  same  time  22*38  cubic  centimetres 
of  hydrogen  are  evolved 
from  every  platinum 
plate  in  the  cells  of 
the  battery.  A more 
convenient  form  of 
voltameter  is  shown  in 
''fig.  227.  It  consists 
<of  an  upright  glass 
•cell,  to  the  neck  of 
which  a bent  tube,  c, 
ifor  the  conveyance  of 


Fig.  227. 
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the  disengaged  gases,  is  fitted  by  grinding  ; the  vessel  is  filled  with 
diluted  sulphuric  acid ; a,  b,  are  the  two  platinum  plates,  each  of 
Avhich  is  connected  by  a wrire  which  passes  through  the  foot  of 
the  instrument,  to  a mercury  cup,  by  means  of  which  commu- 
nication can  he  made  with  the  wires  which  convey  the  current 
from  the  battery  : oxygen  and  hydrogen  are  liberated  by  the 
action  of  the  current  upon  the  acidulated  water,  both  gases  then 
rise  to  the  surface  of  the  liquid,  and  are  conveyed  by  the  bent 
tube  c,  to  the  graduated  jar,  d,  which  stands  in  a small  pneumatic 
trough.* 

It  is  to  be  observed  that  the  action  of  a simple  zinc  and  pla- 
tinum battery  is  not  steady ; it  gradually  declines,  and  before  the 
acid  has  become  saturated  with  zinc,  the  current  almost  ceases. 
On  breaking  the  contact  of  the  conducting  wire  with  the  two 
ends  of  the  battery,  and  allowing  it  to  remain  disconnected  for 
a few  minutes,  the  action  is  partially  restored ; but  it  again  gra- 
dually declines  after  the  circuit  has  been  completed.  These  effects 
were  traced  by  Daniell  to  the  action  of  the  current  upon  the 
zincic  sulphate,  which  is  formed  in  each  cell  of  the  battery 
during  the  operation ; the  zinc  salt  is  decomposed  in  the  manner 
shown  in  the  subjoined  diagram,  in  wdiich  ZnS04  represents  the 
zincic  sulphate,  and  Pt  and  Zn  the  platinum  and  zinc  plates  of 
the  cell.  The  brackets  placed  above  the  symbols  indicate  the 
arrangement  of  the  particles  before  the  current  passes;  those  below 
show  the  change  produced  by  the  voltaic  action : — 

Pt  Zn  S04  Zn  S04  Zn 

In  this  manner  metallic  zinc  becomes  reduced  or  deposited 
upon  each  platinum  plate,  and  the  power  of  the  battery  is  arrested 
when  the  two  surfaces  'which  are  opposed  become  virtually  zinc 
and  zinc  instead  of  platinum  and  zinc.  This  evil  may  be  obviated 
by  interposing  a porotis  diaphragm  between  the  two  plates,  as  in 
the  batteries  of  Daniell  and  of  Grove  (273,  274)  ; in  these  eases 
a sufficient  communication  between  the  zinc  and  the  copper  or  the 
platinum  plates,  is  still  kept  up  by  means  of  liquid  through  the 
pores  of  the  diaphragm,  but  the  zincic  sulphate  is  prevented  from 
mixing  with  the  liquid  which  is  in  contact  with  the  copper  or  the 
platinum. 

* At  low  temperatures  the  proportion  of  oxygen  evolved  is  always  a little 
below  the  calculated  quantity,  owing  to  the  retention  of  a small  quantity  by  the 
acid  liquid pn  the  voltameter,  in  the  form  of  hydric  peroxide  (HsOs) ; the  larger 
the  positive  electrode  employed,  the  greater  is  the  diminution  of  the  oxygen. 
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(273)  Further  Application  of  Ohm’s  Theory. — All  the  pheno- 
mena of  compound  circuits  admit  of  ready  calculation  by  the 
application  of  Ohm’s  principle ; for  instance,  if  n represent  the 
number  of  the  plates,  the  expression  for  any  compound  series,  the 
cells  of  which  are  similar  in  nature  and  equal  in  size,  becomes 

n E . . 

^£^7  = A ; since  in  each  cell  not  only  is  a new  electro-motive 
force  introduced,  but  at  the  same  time  a new  resistance.  Provided 
that  the  exterior  resistance  is  such  as  would  be  offered  by  a 
metallic  wire  which  may  be  even  many  miles  in  length, it  is  possible 
exactly  to  double  the  amount  of  force  in  circulation  by  doubling 
the  number  of  cells,  if  at  the  same  time  the  size  of  the  plates  be 

2 n E 

doubled  : for  2 « r — But  if,  when  the  number  of  cells 

J — 2 — h r 2 n E 3 

is  doubled  and  the  surface  of  the  plates  also  is  doubled,  a volta- 
meter be  employed  to  measure  the  power  in  circulation,  instead  of 
introducing  a wire  as  the  exterior  resistance,  the  force  mea- 
sured by  the  voltameter  is  not  found  to  be  doubled,  as  might  na- 
turally have  been  expected  : this  difference  arises  from  the  counter 
current  which  is  produced  in  the  voltameter  itself,  by  the  accumu- 
lation of  the  oxygen  and  hydrogen  upon  its  plates.  Call  this 
counter  current  e,  and  the  formula  becomes  nffe. 

The  values  both  of  e,  (the  counter  current  offered  by  the  volta- 
meter,) and  r,  which,  if  short  thick  conducting  wires  be  used,  is 
virtually  the  resistance  of  the  voltameter  itself,  may  be  very 
simply  estimated  in  the  way  proposed  by  Wheatstone.  This 
method  consists  in  comparing  two  experiments  in  which,  the 
resistances  remaining  the  same,  the  electro-motive  forces  alone 
vary.  Upon  the  supposition  that  the  voltameter  merely  offers  an 
increased  resistance  without  introducing  any  counteracting  elec- 
tro-motive force,  five  single  cells  should  produce  a result  equal  to 
half  that  obtained  by  the  use  of  ten  cells  of  double  size ; but  by 
experiment,  the  effects  as  measured  by  the  voltameter  are  as 
6 : 20.  Comparing  these  effects  with  the  arrangements  which 
produce  them,  we  obtain  the  following  proportion,  from  which  by 
equating,  the  value  of  e is  deduced  in  terms  of  E : — 

lOE-e  „ n „ 

kHz  . 5 E-e  . . 20  . 6 • therefore  e=2‘ozj  E. 

~2~+r  bli+r  ’ 

The  resistance  r of  the  voltameter  may  be  calculated  with  equal 
ease ; for  taking  two  similar  batteries,  each  composed  of  ten  cells, 
but  in  one  of  which  the  plates  are  exactly  double  the  size  of  those 
in  the  other,  the  electro-motive  forces  will  continue  the  same 
while  the  resistances  alone  will  vary.  Under  these  circumstances 
the  experimental  results,  furnished  by  the  voltameter  in  equal 
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times,  were  as  i2-<  : 20:  and  *° f ~e : 1 ojz  • ; i2‘3  : 20;  there- 

1 ' 10  M +r  ~2~  + r 

fore  r = 3’333  R.  By  substituting  in  the  formula  the  values  for 
e and  r thus  obtained  by  experiment,  the  results  for  any  given 
number  of  cells  may  be  calculated  ; and  on  comparing  the  values 
obtained  by  such  a calculation  with  the  numbers  furnished  by 
actual  experiment,  Daniell  (Phil.  Trans.  1842,  146)  obtained  the 
following  results ; — 


Number  of  Cells 

3 

4 

5 

10 

15 

20 

Cubic  in. 
Cubic  in. 

Gas  calculated 

Gas  observed  

5 

8 

1-8- 

3t 

3i 

6 

6 

i2M 

I27f 

Ioti 

15? 

l/M 

*7? 

1 


Any  alteration  in  the  size  of  the  plates  of  the  voltameter  neces- 
sarily alters  the  amount  of  resistance  which  it  offers  to  the  current, 
and  the  influence  of  this  change  in  the  voltameter  is  most  percep- 
tible when  a battery  consisting  of  a few  plates  which  expose  a large 
surface  is  employed. 

The  preceding  considerations  will  render  it  evident  that  no 
general  answer  can  be  given  to  the  question,  ‘ What  number  of 
cells  should  a battery  contain  in  order  that  it  may  produce  the 
greatest  effect  ?’  The  electro-motive  force,  E,  varies  in  amount 
with  the  kind  of  battery  which  is  used;  the  values  for  R and  r 
will  also  vary  with  the  varying  circumstances  of  the  experiment. 
It  is  found  that  every  different  arrangement  requires  the  employ- 
ment of  a distinct  number  of  cells  in  order  to  obtain  from  it  the 
maximum  effect  with  the  least  expenditure  of  zinc.  This  number 
will  vary  even  with  the  same  form  of  battery,  according  to  the 
size  of  the  battery  plates,  the  length  of  wire  in  the  circuit,  and  the 
nature  of  the  liquid  conductor  in  the  decomposing  cell.  It  may 
be  stated,  however,  as  a general  principle,  that  the  most  advan- 
tageous effect  is  obtained  when  the  value  of  A,  in  the  formula 
”—J(+er  — A,  most  nearly  approaches  o‘5,  E and  R each  being  =1  t 
in  other  words,  the  advantage  is  greatest  when  the  exterior  resis- 
tances— viz.,  those  of  the  conducting  wire  and  voltameter  together — 
are  equal  to  the  sum  of  the  resistances  due  to  the  battery  itself; 
it  may  therefore  be  concluded  that  when  the  exterior  resistance 
is  trifling,  as  usually  occurs  when  the  circuit  is  metallic  and  not 
of  very  great  length,  little  or  nothing  is  gained  by  employing  a 
large  number  of  cells ; two  or  three  plates  of  large  surface  being 
the  best  under  such  circumstances ; but  that  where  a considerable 
chemical  resistance  is  to  be  overcome,  power  is  gained  by  employ- 
ing a series  numerous  in  proportion  to  the  resistance  so  intro- 
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duced.  In  no  case,  however,  is  it  possible  by  the  use  of  a series 
of  plates  of  uniform  dimensions,  even  if  of  unlimited  number,  to 
produce  in  any  transverse  section,  such  as  an  included  voltameter, 
a chemical  action  greater  in  amount  than  that  which  would  occur 
in  a single  cell  of  the  arrangement  in  which  the  circuit  was  com- 
pleted by  a stout  metallic  wire. 

(274)  Wheatstone’s  Rheostat  and  Resistance  Coils. — Guided  by 
the  principles  which  have  just  been  explained,  Wheatstone  con- 
trived an  apparatus  termed  the  Rheostat,  by  which  measured 
amounts  of  resistance  may  be  introduced  into  the  voltaic  circuit : 
if  the  effect  which  such  added  resistance  has  upon  the  amount  of 
the  current  in  circulation  be  measured,  the  different  values  of  E, 
R,  and  r in  different  arrangements,  may  be  deduced  by  a simple 
calculation. 

The  rheostat  is  represented  in  fig.  228  : g is  a cylinder  of  well-baked  wood, 
G inch  (4  centimetres)  in  diameter  and  6 inches  (15  centimetres)  in  length;  it 
turns  easily  upon  a horizontal  axis ; on  this  cylinder  a spiral  groove  is  cut,  the 
thread  of  which  contains  40  turns  to  the  inch.  This  groove  runs  from  one  end  of 
the  cylinder  to  the  other,  and  in  it  is  coiled  a brass  wire  y inch  (o'2jram')  in 


Pig.  228. 


diameter ; h is  a brass  cylinder,  placed  parallel  to  <7,  and  equal  to  it  in  diameter ; 
the  thin  wire  upon  g is  connected  at  the  end  i with  a brass  ring,  and  at  the  other 
extremity  is  attached  to  the  cylinder,  h ; at  i is  a metallic  spring,  one  end  of  which 
is  connected  with  a binding-screw,  and  the  other  end  of  which  rests  against  the 
brass  ring,  and  effects  the  communication  with  one  wire  of  the  battery : m is  a 
moveable  key,  by  which  the  wire  can  be  wound  upon  the  brass  cylinder,  or  by 
transferring  the  key  to  the  axis  of  g,  it  can  be  unwound  from  h,  and  returned  to 
the  wooden  cylinder,  g.  In  consequence  of  the  non-conducting  quality  of  dry 
wood,  the  coils  of  wire  on  the  wooden  cylinder  are  insulated  from  each  other,  so 
that  the  current  traverses  the  whole  length  of  the  wire  coiled  upon  this  cylinder, 
but  the  coils  not  being  insulated  from  each  other  on  the  brass  cylinder,  the  cur- 
rent immediately  passes  from  the  point  of  contact  to  the  brass  spring  at  k,  which 
is  in  common  communication  with  the  other  wire  from  the  battery.  A scale  is 
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placed  between  the  two  cylinders  for  the  convenience  of  counting  the  number  f 
coils  unwound,  and  the  fractions  of  a turn  are  read  off  upon  a graduated  circle, 
which  is  traversed  by  an  index  attached,  as  is  shown  in  the  figure,  to  the  axis  of 
the  cylinder  <j. 

Wheatstone  took  as  his  standard  of  resistance,  the  resistance 
produced  by  a copper  wire  i foot  of  which  wreighs  exactly  jod 
grains.*  It  is  sometimes  necessary  to  be  able  to  introduce  an 


* The  conducting  power  of  copper,  however,  varies  so  greatly,  owing  to  the 
presence  of  slight  impurities,  that  it  is  unfitted  for  this  purpose  (p.  464).  The 
question  of  a standard  of  resistance  has  been  made  the  subject  of  a series  of 
laborious  investigations  by  a committee  of  the  British  Association,  and  in  i8'ir; 
they  issued  a report  from  which  we  extract  the  most  important  conclusions 
{Brit.  Association  Report,  1865,  p.  308).  It  will  be  seen  that  they  consider 
that  the  problem  is  practically  solved : — 

“ The  Report  for  the  year  1864  announced  the  completion  of  the  experiments 
determining  the  resistance  in  absolute  measure  of  a certain  coil  of  German-silver 
wire.  Taking  this  coil  as  the  basis,  Dr.  Matthiessen,  assisted  by  Mr.  C.  Hockin, 
prepared  ten  standards,  each  expressing  the  British  Association  unit  of  electrical 
resistance  ; two  of  these  standards  are  coils  of  platinum  wire,  two  are  coils  of 
wire  drawn  from  a gold-silver  alloy,  two  are  coils  of  wire  drawn  from  a platinum- 
iridium-alloy,  and  the  remaining  two  are  tubes  of  mercury. 

“ The  wires  employed  in  the  coils  are  from  o-5  nhllim.  to  o-8  millim.  dia- 
meter, and  range  from  one  to  two  metres  in  length.  They  are  insulated  with 
white  silk,  and  are  wound  round  a long  hollow  bobbin  of  brass.  The  wires  are 
imbedded  in  solid  paraffin,  and  enclosed  in  a thin  brass  case,  which  allows  the 
coils  to  be  plunged  in  a bath  of  water  by  which  their  temperature  may  be 
conveniently  regulated  and  observed,  Two  short  copper  terminals  project  from 
the  case  and  are  forked  at  their  ends,  so  that  they  may  be  connected  with  the 
Wheatstone’s  balance  in  the  manner  recommended  by  Professor  W.  Thomson, 
avoiding  the  error  due  to  the  possible  resistance  of  connexions.  The  mercury 
standards  consist  of  two  glass  tubes  about  three-quarters  of  a metre  in  length. 

“ These  ten  standards  are  equal  to  one  another  and  to  the  British  Association 
unit,  at  some  temperature  stated  on  the  coil  or  tube,  and  lying  between  14°- 5 
and  1 6°-5  C. 

“ None  of  them,  when  correct,  differ  more  than  ci'03  per  cent,  from  their 
yalue  at  I3°*5  0. 

“ In  the  choice  of  the  material  of  which  the  standards  are  constructed,  the 
committee  have  been  much  assisted  by  the  experiments  on  permanency  made  by 
Dr.  Matthiessen. 

“ Silver  and  copper  were  found  to  alter  in  their  resistance  simply  by  age. 
German  silver  was  also  found  to  alter  in  some  cases. 

“ These  materials  had  therefore  to  be  rejected.  Gold  appears  constant,  but 
owing  to  its  low  specific  resistance  a considerable  length  would  have  been 
required,  unless  a wire  had  been  adopted  of  very  small  diameter.  This  was  not 
thought  desirable,  for  several  reasons;  any  slight  decay  or  injury  in  the  surface 
of  a small  wire  would  cause  much  greater  alteration  in  the  resistance  than  the 
same  injury  to  a large  wire.  A small  wire  would  be  more  liable  to  mechanical 
injury,  and  would  be  much  more  rapidly  heated  by  the  passage  of  currents. 
The  committee  having  rejected  small  wires  for  these  reasons,  thought  it  un- 
necessary to  incur  the  expense  of  a large  and  thick  gold  wire.  The  great  change 
of  resistance  caused  by  a change  of  temperature  furnished  another  reason  for 
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amount  of  resistance  into  a circuit  much  greater  than  can  be 
effected  by  means  of  the  rheostat.  For  this  purpose  Wheatstone 
employed  the  Resistance  Coils,  shown  at  d,  fig  228.  These  coils 
are  composed  of  fine  copper  wire  of  an  inch  (o'£27mm-)  in 
diameter,  carefully  insulated  by  covering  them  with  silk ; two  of 
the  coils  are  50  feet  in  length,  the  others  100,  200,  400,  and  800 


rejecting  gold  and  other  pure  metals.  One  pair  of  standards  was,  however, 
made  of  platinum,  which  appeared  the  most  suitable  of  all  the  pure  metals. 
Platinum  and  the  three  alloys  named  appear  all  to  be  very  constant,  that  is  to 
say,  their  resistance  is  not  altered  by  age,  or  even  by  being  subjected  to  con- 
siderable heat  and  recooled. 

“ These  materials  also  possess  considerable  mechanical  strength ; they  are 
not  easily  injured  by  chemical  action,  they  have  considerable  specific  resistance, 
and  that  resistance,  in  the  case  of  the  three  alloys,  changes  little  with  a change 
of  temperature. 

“ It  is  of  course  impossible  to  say  with  certainty  that  their  resistance  will 
not  vary  with  time,  but  it  is  most  unlikely  that  the  resistance  of  all  will  vary  in 
the  same  ratio 

“ Dr.  Siemens  was  the  first  person  who  produced  numerous  sets  of  coils 
accurately  adjusted ; and  although  unable  to  recommend  the  adoption  of  his  unit 
of  resistance,  the  committee  once  more  take  an  opportunity  of  expressing  their 
sense  of  the  high,  value  of  Dr.  Siemens’s  researches  on  the  reproduction  of  units 
by  means  of  mercury.  Dr.  Siemens  is  confident  that  a unit  can  be  and  has 
been  reproduced  by  means  of  mercury  with  an  accuracy  of  o‘o 5 per  cent. ; but 
meanwhile,  the  chief  security  for  the  permanency  of  the  unit  consists  in  the 
preservation  of  standards  constructed  in  various  ways  and  of  various  materials. 

“ The  mercury  tubes  furnish  an  additional  security.  A molecular  change 
may  occur  in  the  wires,  that  is  to  say,  they  may  become  of  harder  or  softer 
temper,  they  may  be  injured  chemically  in  course  of  time  by  some  action  on 
their  surface;  it  is  just  possible  that  the  repeated  passage  of  currents  may 
alter  them  in  some  way,  although  we  have  no  reason  as  yet  to  expect  such  an 
alteration. 

“ Mercury  is  free  from  all  these  objections.  Its  temper  cannot  vary,  and  as 
it  would  be  purified  afresh  on  each  occasion,  it  will  be  chemically  uninjured. 

“ On  the  other  hand,  some  fresh  dangers  may  occur  in  its  use.  The  tubes 
themselves  may  alter  in  time,  or  the  mercury  may  not  always  be  absolutely  pure. 
Absolute  security  cannot  he  had,  but  the  choice  of  a variety  of  materials  will 
probably  prevent  any  serious  alteration  from  occurring  without  detection. 

“ The  copies  which  have  been  issued  are  similar  in  form  to  the  standard 
coils,  but  the  terminals  are  simple  thick  copper  rods,  intended  to  be  dipped  in 
mercury  cups.  The  security  given  by  this  mode  of  connexion  is  sufficient  for  all 
ordinary  purposes,  and  it  was  feared  that  the  use  of  the  double  terminals  might 
not  be  everywhere  understood.  The  platinum-silver  alloy  has  been  used  in  all 
the  copies.  Wire  made  of  this  alloy  is  very  strong  and  ductile.  It  can,  for 
instance,  be  drawn  down  to  a diameter  of  o-ooo2  inch.  Its  resistance  is  not 
permanently  altered  even  by  a great  change  of  temperature,  and  even  annealing 
hardly  affects  it.  Moreover,  the  change  in  its  resistance  due  to  a variation  of 
i°  C.  is  at  ordinary  temperature  only  0 03  2 per  cent.,  being  les3  than  that  of 
any  other  alloy  tested.  It  is  also  a commercial  alloy,  which  has  been  long  used 
by  dentists.” 
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feet  long.  The  ends  of  each  coil  are  attached  to  short  thick 
wires,  fixed  to  the  upper  faces  of  the  cylinders,  which  serve  to 
comhine  all  the  coils  into  one  continued  length  of  1600  feet 
(487-6  metres)  of  wire.  Two  wires  proceed  from  the  extremities 
of  the  coils,  by  which  they  are  united  to  the  circuit.  On  the 
upper  face  of  each  cylinder  is  a double  brass  spring,  moveable 
round  the  centre,  so  that  its  ends  can  be  made  to  rest  upon  the 
thick  brass  wires,  or  can  be  removed  from  them  at  pleasure. 
When  the  spring  rests  upon  the  wires,  the  current  passes  through 
the  spring  instead  of  through  the  coil ; but  when  the  spring  rests 
upon  the  wood,  the  current  must  pass  through  the  coil.  In  the 
figure,  all  the  springs  are  shown  as  resting  upon  the  wires ; in 
this  case  none  of  the  coils  are  included  in  the  circuit,  but  by 
turning  the  spring  of  auy  particular  coil,  50,  100,  200,  or  400 
feet  of  wire  can,  in  a moment,  be  introduced  into  the  circuit. 

The  following  is  Wheatstone's  description  of  his  method  of 
ascertaining  the  sum  of  the  electro-motive  forces  in  any  voltaic 
circuit  or  circuits  : — 

‘ In  two  circuits  producing  equal  electro-motive  (or  voltaic) 
effects,  the  sum  of  the  electro- motive  forces,  divided  by  the  sum  of 
the  resistance,  is  a constant  quantity  ; i.e.,  ? = ^ : if  E and  R be 
proportionately  increased  or  diminished,  A will  obviously  remain 
unchanged.  Knowing,  therefore,  the  proportion  of  resistances  in 
two  circuits  producing  the  same  effect,  we  are  able  immediately  to 
infer  that  of  the  electro-motive  forces.  But,  as  it  is  difficult  in 
many  cases  to  determine  the  total  resistance,  consisting  of  the 
partial  resistances  of  the  rheomotor  [or  voltaic  combination]  itself, 
the  galvanometer,  the  rheostat,  &c.,  I have  recourse  to  the  fol- 
lowing simple  process  : — Increasing  the  resistance  of  the  first 
circuit  by  a known  quantity,  r,  the  expression  becomes  j In. 
order  that  the  effect  in  the  second  circuit  shall  be  rendered  equal 
to  this,  it  is  evident  that  the  added  resistance  must  be  multiplied 
by  the  same  factor  as  that  by  which  the  electro-motive  forces  and 
the  original  resistances  are  multiplied ; for  -^~-r  — The 

relations  of  the  length  of  the  added  resistances  r,  and  n r,  which 
are  known  immediately,  give  therefore  those  of  the  electro-motive 
forces.' — {Phil.  Trans.  1843,  313.) 

Suppose,  for  example,  it  be  desired  to  compai'e  the  electro- 
motive force  obtained  from  a single  pair  of  zinc  and  copper  plates 
in  one  of  Daniell's  cells,  with  that  of  two  pairs  of  the  same  com- 
bination, the  following  will  be  the  mode  of  conducting  the  experi- 
ment : — Interpose  the  rheostat  (fig.  228)  and  the  galvanometer,  b, 
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in  the  circuit  obtained  from  the  single  cell,  c ; then,  by  coiling  or 
uncoiling  the  wire  of  the  rheostat,  bring  the  needle  exactly  to  450. 
Next  uncoil  the  wire  of  the  rheostat,  and  count  the  number  of 
tarns  required  to  bring  tbe  needle  to  40°.  Suppose  35  turns  are 
required : this  number  of  turns  may  be  taken  to  represent  the 
electro-motive  force  of  the  combination.  Now  introduce  the  two 
cells,  arranged  as  a compound  circuit,  instead  of  the  single  cell 
at  c.  Bring  the  needle  as  before  to  450,  interposing  one  or  more 
of  the  resistance  coils  at  d,  if  needed,  by  turning  the  spring  upon 
the  wood  of  the  reels,  and  complete  the  adjustment  by  coiling  or 
uncoiling  the  wire  of  the  rheostat.  Again  uncoil  the  wire  of  the 
rheostat  until  the  galvanometer  needle  stands  at  40°.  Seventy 
turns,  or  twice  the  number  previously  required  to  produce  this 
effect,  will  now  be  needed.  The  electro-motive  forces  in  tbe  two 
cases  are  therefore  as  35  to  70,  or  as  1 : 2.  If  instead  of  arranging 
the  two  cells  as  a compound  circuit  tbe  zinc  plate  be  connected 
with  the  other  zinc  plate  and  the  copper  with  the  copper,  so  as  to 
form  a single  circuit,  it  would  have  required  the  interposition  of 
a greater  resistance  to  reduce  the  needle  to  450  to  start  with  than 
when  one  cell  only  was  used ; but  only  35  turns  of  the  rheostat 
would  be  needed  to  bring  the  needle  down  to  40°.  This  last  ex- 
periment shows  that  the  electro-motive  force  is  not  altered  by 
increasing  or  diminishing  the  size  of  tbe  plates. 

The  electro-motive  power  of  any  combination  may  by  means  of 
this  arrangement  be  compared  with  any  one  selected  as  a standard  : 
it  was  in  this  way  that  the  results  on  the  comparison  of  the  electro- 
motive effects  of  platinum,  zinc,  and  potassium  (260)  were  obtained. 

Processes  of  Voltaic  Discharge. 

(275)  Having  now  reviewed  the  principal  circumstances  which 
influence  or  exalt  the  activity  of  the  voltaic  battery,  we  may  pro- 
ceed to  examine  the  phenomena  which  are  manifested  when  a 
powerful  combination  is  brought  into  action  by  connecting  its 
opposite  extremities.  Voltaic  action  is  exhibited  only  during  the 
process  of  discharge,  for  the  current  is  a continuous  succession  of 
discharges  of  the  electricity  developed  and  maintained  by  the  con- 
tact and  chemical  action  of  the  materials  employed  in  the  con- 
struction of  the  battery.  The  discharge  of  the  voltaic  battery 
may,  like  that  of  tbe  ordinary  machine,  be  considered  under  three 
heads — viz.,  the  discharge  by  conduction,  as  when  the  circuit  is 
completed  by  a wire  or  other  good  solid  conductor;  the  discharge 
by  disruption,  in  which  case  a luminous  appearance  is  exhibited 
through  a short  interval  of  non-conducting  matter ; and  the  dis- 
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charge  by  convection,  -which  takes  place  in  liquids,  and  is  accom- 
panied by  chemical  action  and  transference  of  the  particles  of  the 
conductor. 

(276)  Conduction. — In  all  cases  where  electricity  is  in  motion, 
whether  it  be  excited  by  chemical  action,  as  in  the  voltaic  pile,  or 
by  friction,  as  in  the  common  electrical  machine,  the  force  is  con- 
veyed by  the  entire  thickness  of  the  conductor ; the  charge  is  not 
confined  to  the  surface,  as  occurs  when  the  power  is  stationary 
and  produces  effects  by  induction  only.  In  the  case  of  the  voltaic 
current  as  well  as  in  the  momentary  discharge  of  the  Leyden 
battery,  by  far  the  greater  portion  of  the  induction  occurs  between 
one  transverse  section  of  the  conductor  and  the  adjacent  sections 
immediately  before  and  behind  it ; and  but  a small  proportion  of 
the  induction,  sufficient  however  to  be  distinctly  manifest,  is 
diverted  to  surrounding  objects.  By  reducing  the  thickness  or 
diameter  of  the  conducting  material,  a large  quantity  of  the  force 
is  compelled  to  traverse  a given  number  of  conducting  particles  in 
the  same  time,  and  a great  elevation  of  temperature  is  thus  pro- 
duced. The  heat  may  rise  sufficiently  high  to  cause  ignition  of 
the  wire,  and  this  ignition  may  be  produced  at  any  point  of  the 
circuit,  so  as  to  produce  the  explosion  of  a charge  of  gunpowder 
sunk  in  the  depths  of  the  ocean  or  buried  within  the  recesses  of 
a mine ; the  operations  of  blasting  may  thus  be  made  to  assume 
a degree  of  certainty  and  of  safety  hitherto  unattained  by  other 
means,  since  the  moment  at  which  the  discharge  shall  take  place 
is  absolutely  under  control. 

Elevation  of  temperature  diminishes  the  conducting  power  of 
the  metals : a good  experimental  proof  of  this  fact  is  afforded  by 
transmitting  through  a platinum  wire  a voltaic  current  of  sufficient 
power  to  raise  the  wire  to  a dull  red  heat ; and  whilst  the  current 
is  still  passing,  igniting  a loop  of  the  wire  in  the  flame  of  a spirit 
lamp  ; the  temperature  of  the  other  part  immediately  falls,  owing 
to  the  diminished  amount  of  electricity  which  traverses  it,  in  con- 
sequence of  the  increased  resistance  offered  to  the  passage  of  the 
current  by  the  strongly  ignited  part  of  the  wire.  If  a loop  of  the 
wire  be  cooled  by  immersion  in  water,  the  opposite  effect  is  pro- 
duced ; for  in  this  case  the  reduction  of  temperature  at  one  point 
enables  a larger  quantity  of  electricity  to  pass  through  the  wire, 
which  may  thus  be  raised  to  a heat  approaching  its  point  of  fusion. 
The  power  of  a voltaic  combination  may  be  roughly  estimated  by 
the  number  of  centimetres  of  platinum  wire  of  uniform  diameter, 
which  it  will  heat  to  redness  : the  same  quantity  of  electricity  is 
transmitted  in  equal  intervals  of  time  through  wire  of  the 
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same  temperature,  whether  it  be  a centimetre  only  or  a metre  or 
more  in  length : but  the  increased  length  which  the  stronger 
current  will  ignite  measures  the  increase  in  tension  of  the 
electric  discharge. 

The  conducting  power  of  the  different  metals  for  electricity 
varies  nearly  in  the  same  order  as  their  power  of  conducting  heat ; 
but  it  is  remarkable  that  charcoal,  though  so  bad  a conductor  of 
heat,  transmits  electricity  with  great  facility.  The  measurement 
of  the  conducting  power  of  solids  and  of  liquids  for  electricity 
has  occupied  the  attention  of  many  distinguished  philosophers. 
An  ingenious  method  was  proposed  many  years  ago  by  Becquerel, 
who  constructed  a differential  galvanometer,  in  which  the  needles 
were  surrounded  by  two  insulated  copper  wires  of  equal  length 
and  diameter ; they  were  coiled  in  the  usual  way,  and  formed  two 
independent  circuits,  so  that  the  galvanometer  had  four  termina- 
tions instead  of  two.  When  two  perfectly  equal  currents  were 
transmitted,  one  through  each  wire  in  opposite  directions,  they 
exactly  neutralized  each  other  in  their  effect  upon  the  needle, 
which  therefore  remained  stationai’y ; but  if  either  current  pre- 
ponderated, a corresponding  deviation  of  the  needle  was  occa- 
sioned. To  use  the  instrument,  a small  voltaic  combination  was 
connected  with  the  galvanometer,  two  wires  passing  from  each 
pole,  so  as  to  divide  the  current  into  two  exactly  equal  portions, 
one  being  transmitted  through  one  of  the  coils,  the  other  through 
the  second  coil  in  the  opposite  direction.  Wires  of  the  different 
metals  were  then  introduced  into  the  two  circuits.  If  into  either 
circuit  a conductor  of  inferior  power  were  introduced,  the  current 
in  that  circuit  was  proportionately  diminished,  and  the  needle  was 
disturbed ; but  the  equilibrium  could  be  restored  by  increasing 
the  length  of  the  wire  in  the  other  circuit  .;  then  by  comparing 
the  lengths  of  the  two  wires  thus  introduced,  their  relative  con- 
ducting power  could  be  inferred.  By  means  of  this  instrument, 
conjoined  with  the  use  of  Wheatstone’s  rheostat,  Ed.  Becquerel 
was  enabled  to  measure  the  conducting  power  of  a number  of 
wires  of  different  metals  with  precision  (Ann.  de  Chimie,  III.  xvii. 
26 6).  The  relative  conducting  powers  of  the  wires  were  obtained 
by  ascertaining  the  lengths  of  the  rheostat  wire,  which  was  re- 
quired to  restore  the  equilibrium,  when  wires  of  different  metals 
were  employed.  In  fig.  229  is  exhibited  the  arrangement  adopted 
in  these  experiments,  g is  the  differential  galvanometer  with  its 
four  wires,  1 and  3 being  the  terminations  of  one  coil,  2 and  4 
those  of  the  other  coil;  h,  a voltaic  pair;  r,  the  rheostat;  and  iv, 
the  metallic  wire  the  resistance  of  which  is  to  be  measured.  This 
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wire  is  stretched  and  insulated  between  two  binding  clamps,  a and 
b ; s s,  is  a copper  scale,  with  linear  subdivisions  for  measuring  the 
length  of  the  wire  which  is  included  in  the  circuit ; d is  a sliding 
clamp  of  copper,  which  can  he  made  to  move  in  either  direction 

Fig.  229. 


along  the  scale  s,  and  can  be  connected  with  w,  at  any  desired  point, 
by  the  clamp  at  d.  Suppose  the  resistance  of  a certain  length  of 
the  wire  w is  to  be  measured.  The  current  from  h is  divided 
into  two  portions  so  as  to  send  each  in  opposite  directions  through 
the  galvanometer.  One  half  of  the  battery  current  is  made  to 
pass  along  the  wire  f f f,  up  the  clamp  d,  and  through  part  of  the 
wire  w ; the  other  half  is  transmitted  through  the  rheostat,  in 
the  direction  shown  by  the  arrows.  By  coiling  or  uncoiling  the 
wire  of  the  rheostat,  the  two  circuits  are  rendered  exactly  equal, 
so  that  the  needle  of  the  galvanometer  shall  stand  at  o°.  Now, 
if  d be  unclamped,  and  it  be  caused  to  slide  through  a definite 
distance,  say  3oomm-  towards  b,  the  equilibrium  of  the  galvano- 
meter will  be  destroyed ; since  the  resistance  in  w is  increased, 
whilst  that  in  the  rheostat  remains  unaltered  : but  bv  uncoiling 
the  wdre  of  the  rheostat,  additional  resistance  can  be  introduced 
into  the  circuit  of  which  it  forms  a part;  the  equilibrium  may 
thus  be  again  restored,  and  the  resistance  of  300“”'  of  w will  be 
given  by  counting  the  number  of  coils  of  the  rheostat  required. 
The  compai-ative  resistances  of  any  number  of  different  wires  in- 
troduced at  w may  thus  be  readily  ascertained. 

The  following  table  exhibits  the  conducting  power  of  wires  of 
equal  length  and  diameter  of  various  metals  as  determined  by  this 
process.  The  mercury  was  placed  in  a glass  tube  of  uniform 
diameter. 

These  metals  were  carefully  purified  and  well  annealed.  It 
was  found  that  annealed  metals  conducted  better  than  those  which 
had  not  undergone  this  process.  If  hard  drawn  silver,  for  instance, 
iiavc  a conductivity  of  100,  the  same  wire  when  annealed  will 
have  a conductivity  of  io8-57  (Matthicssen).  The  effect  even  of  a 
moderate  elevation  of  temperature  in  reducing  the  conducting 
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power  for  the  time  being  is  very  considerable,  as  will  be  evident 
by  comparing  the  second  column  of  figures  in  the  table  with  the 
first. 

Electric  Conductivity  of  Metals.  ( E . Becquerel.) 


Metals  employed. 

At  o°  C. 

Conductivity  at  ioo°  C. 

Loss  per  cent, 
each  metal 
being;  ioo  at 
o°  C. 

Silver  at  o° 
= 100. 

Silver  at  o°  C. 
= 100. 

Silver  at  ioo° 
= 100. 

Silver  

100 

7 1 ’3 1 6 

100 

28-7 

Copper  

9 1 '5 1 7 

64919 

9 1 ‘°3° 

29-1 

Gold 

64:960 

48-489 

6 7*992 

25‘4 

Cadmium 

24579 

17-506 

24‘547 

28-8 

Zinc 

24-063 

i7'596 

24-673 

26-9 

Tin 

14  014 

8657 

12-139 

38-3 

Iron 

12-350 

8387 

11-760 

32-2 

Lead 

8277 

576t 

8078 

3°7 

Platinum 

7'933 

6-688 

9378 

157 

Mercury 

*-738 

1 ’575 

2’2o8 

9’4 

The  measurement  of  electric  conductivity  may  be  attained 
more  simply  by  the  use  of  the  instrument  known  as  Wheatstone’s 
bridge,  combined  with  a single  galvanometer  of  ordinary  con- 
struction. This  method  is  now  extensively  employed  for  the 
measurement  of  the  conducting  power  of  wires  for  telegraphic 
purposes  [Phil.  Trans.  1843,  323).  The  principle  of  the  instrument 
will  be  understood  with  the  aid  of  the  following  diagram : — 

Fig.  230. 


v 


Upon  a slab  of  mahogany,  m m,  are  fastened  four  stout  copper 
wires,  c a,  c b,  z a,  z b,  the  extremities  of  which  are  attached  to 
binding-screws.  The  binding-screws  z and  c are  to  be  connected 
>irith  the  electrodes  of  a voltaic  combination,  v ; the  screws  a and  b 
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are  to  be  attached  to  the  terminal  wires  of  the  galvanometer,  g. 
Suppose,  first,  the  four  wires  to  be  of  equal  length  and  thickness, 
and  to  he  continuous  ; perfect  equilibrium  would  in  this  case  he  es- 
tablished in  the  galvanometer,  how  powerful  soever  the  current  from 
the  battery,  and  the  needle  would  remain  at  zero  : for  the  two 
currents,  z b g a c and  z a g b c,  are  exactly  equal,  and  both  tend  to 
pass  in  opposite  directions  through  the  galvanometer ; the  tensions 
at  a and  b are  equal,  and  the  needle  is  consequently  unaffected.  But 
if  a resistance  be  interposed  in  either  of  the  four  wires,  the  equi- 
librium of  the  needle  is  disturbed.  Suppose,  then,  that  the  copper 
wire  c b be  divided  at  e f ; the  current  from  c will  now  pass  entirely 
through  the  continuous  wire  c a;  at  a it  will  become  divided, 
part  passing  through  the  wire  a z,  and  a smaller  portion  through 
the  galvanometer  and  the  wire  b z , which  offers  a greater  resis- 
tance than  the  wire  a z alone.  If  the  interval  at  e f be  completed 
by  a conductor,  such  as  a mile  of  copper  wire  of  which  the  resis- 
tance is  to  be  measured,  a smaller  amount  of  the  current  will  tra- 
verse the  wire  c e f b than  will  pass  along  c a,  and  a proportionate 
amount  of  the  force  will  pass  through  the  galvanometer ; but  if  now 
a resistance  equal  to  that  of  the  wire  at  e f be  introduced  at  h i, 
the  amount  of  electric  tension  at  a and  b will  again  become 
equalized,  and  the  needle  will  remain  stationary.  By  means  of 
the  resistance  coils  and  rheostat,  a known  amount  of  resistance, 
expressed  in  terms  of  the  standard  agreed  upon,  can  be  introduced 
at  h i,  and  so  the  resistance  of  the  wire  at  e f may  be  exactly  deter- 
mined in  terms  of  this  interposed  resistance.  Various  modifications 
of  the  form  of  this  apparatus  may  be  used,  and  many  precautions 
are  needed  to  ensure  the  greatest  attainable  accuracy. 

A modification  of  this  method  was  applied  by  Matthiessen 
(Phil.  Mag.  February,  1857)  in  his  researches  upon  the  conducting 
powers  of  wires  of  various  metals  (Phil.  Tratis.  1858,  p.  383  ; 1862, 
p.  1 ; 1863,  p.  369).  He  considers  the  metals  in  the  first  of  the 
two  following  tables  to  have  been  chemically  pure.  The  wires  of 
the  oxidizable  metals  were  obtained  by  forcing  them  through  au 
opening  in  a steel  plate,  by  strong  pressure,  the  wire  as  it  was 
formed  being  received  into  a vessel  filled  with  naphtha. 

Matthiessen  and  Von  Bose  conclude  from  these  experiments 
that  the  law  of  decrease  of  electric  conductivity  is  the  same  for 
all  metals,  and  it  will  be  at  once  apparent  that  the  relative  con- 
ducting powers  of  the  metals  continue  to  be  the  same  with  trifling 
variation,  whether  they  be  compared  at  o°  or  at  ioo°  C.,  as  will 
be  evident  by  comparing  the  first  and  third  columns  of  figures 
with  each  other.  The  numbers  given  for  palladium,  platinum^ 
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Electric  Conductivity  of  Metals.  ( Matthiessen .) 


Conductivity. 

Conductivity  at  100°  C. 

Metal  (pure). 

Silver  at  o°  C.  = ioo. 

Silver  at 
1 00°  =100. 

Each  metal  compared 
with  itself*  at  o°  C.  = ioo. 

Silver  (hard-drawn) 

At  320. 
IOO'OO 

At  212°, 

7 1 *56 

IOO'OO 

71*56 

Loss  per  ot. 
28-44 

Copper  (hard-drawn) 

99*95 

70-27 

98-20 

70-31 

29-69 

Gold  (hard-drawn)  ... 

77-96 

5590 

78-11 

7I‘7° 

28-30 

Zinc  (pressed) 

29-02 

20-67 

28-89 

71-23 

28-77 

Cadmium  (pressed)... 

23-72 

16-77 

2344 

70-70 

29-3° 

Palladium  (annealed) 
Platinum  (annealed) 

Cobalt  

Iron 

18-44 

18-03 

17-22 

i6'8i 

10-38 

14-50 

61-74 

38-26 

Nickel  

Tin 

13-11 

12-36 

8-67 

12-12 

70-11 

29-89 

Thallium 

9'i6 

641 

8'93 

68-58 

3T*42 

Lead  

8-32 

5-86 

8-18 

70*39 

29-61 

Arsenicum  

4-76 

3‘33 

4*65 

69-88 

30-12 

Antimony  

4-62 

3-26 

4'55 

7°*54 

2946 

Bismuth 

1-245 

C878 

1-227 

7o*5i 

29-49 

cobalt,  iron,  and  nickel  are  calculated  as  on  pure  specimens  from 
experiments  upon  specimens  of  these  metals  known  to  be  slightly 
impure.  In  the  table  which  follows,  the  metals  were  commercially 
pure,  but  the  conductivity,  when  not  absolutely  accurate,  is  pro- 
bably below  the  truth,  as  the  addition  of  a second  metal  always 
diminishes  the  conductivity. 


Metal. 

Conduc- 

tivity. 

Temp. 

°C. 

Temp. 

°F. 

Metal. 

Conductivity. 

Temp. 

°C. 

Temp. 
0 F. 

Silver  (pure).. 

100  *co 

0*0 

32*° 

Iron 

1444 

20'3 

68-7 

Copper 

77*43 

187 

65  -8 

Palladium 

12-64 

17-2 

63-0 

Sodium 

37  43 

68-o 

71  *o 

Platinum 

10-53 

20-6 

69-2 

Aluminum  ... 

33*76 

10*2 

67-2 

| Strontium 

6-71 

20*5 

68-9 

Magnesium... 

25*47 

i7-o 

626 

Mercury 

I 63 

22  ’8 

730 

Calcium 

22*14 

16-7 

62-2 

Tellurium 

•00077 

'9*7 

67-3 

Potassium  ... 
Lithium 

20-85 

19-00 

20*4 

20*0 

68-7 

68-o 

Red  Phosphorus 

•OOOOOI23 

24  O 

75*2 

Matthiessen  finds  that  scrupulous  attention  to  the  purity  of  the 
metals  is  essential.  The  presence  of  2-5  per  cent,  of  phosphorus 
in  copper  reduced  the  conducting  power  of  a specimen  of  the  pure 
metal  from  100  to  7 ‘5 2.  A mere  trace  of  arsenicum  in  the  copper 
reduced  it  from  100  to  60,  and  the  presence  of  a little  sub-oxide 
in  the  metal  had  a very  marked  effect  in  reducing  the  conducting 
power.  Indeed,  there  are  few  metals  more  easily  affected  in  con- 
ducting power  by  slight  traces  of  impurity  than  copper,  so  that 
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very  great  differences  in  conducting  power  are  observed  in  wires 
drawn  from  different  samples  of  what  would  be  regarded  as  good 
commercial  copper. 

The  conducting  power  of  an  alloy  is  generally  below  that  of 
the  mean  of  its  component  metals.  This  is  seen  in  the  alloy  of 
antimony  and  tin ; but  the  alloys  of  tin  and  lead,  tin  and  zinc, 
zinc  and  cadmium,  give  a conductivity  almost  exactly  the  mean  of 
that  of  the  component  metals,  allowing  for  the  proportion  of  each 
that  is  present.  A similar  fact  was  observed  by  Calvert  and 
Johnson  (149)  in  the  conducting  power  for  heat  of  some  of  these 
very  alloys.  An  elaborate  paper  on  the  influence  of  temperature 
on  the  conducting  power  of  alloys,  by  Matthiessen  and  Vogt, 
will  be  found  in  the  Phil.  Trans,  for  1864,  167. 


Alloy. 

Silver =100. 

Temperature. 

Calculated 

Conductivity. 

Observrd 

Conductivity. 

= C. 

0 r. 

ZnCd  

24-04 

2378 

20-7 

69.4 

ZnSn  

I7’I3 

I7'43 

22*0 

716 

Sn4Pb  

10-31 

IO'55 

22*0 

716 

SnPb  

9-09 

9-20 

214 

7°  5 

SnPb4 

822 

8-26 

226 

72-7 

2 Antimony,  1 part  tin  

11-99 

°‘4i3 

25-0 

77-0 

Lenz  found  that  all  the  metals  continued  to  decrease  in  con- 
ductivity as  the  temperature  rose  to  200°  C.,  and  Dr.  Robinson 
proved  that  this  diminution  continued  as  they  were  raised  pro- 
gressively to  a red  and  even  to  a white  heat. 

The  non-metallie  bodies  appear  to  increase  in  conductivity 
as  the  temperature  rises,  for  Matthiessen  found  that  the  con- 
ducting power  of  graphite  and  of  coke  was  increased  by  heating 
them,  the  electric  conductivity  of  gas  coke  rising  about  12  per 
cent,  between  the  ordinary  atmospheric  temperature  and  a ‘ light' 
red  heat.  Hittorf  obtained  an  analogous  result  with  selenium. 
Comparing  the  conducting  power  at  ordinary  temperatures  of 
different  forms  of  carbon  with  that  of  silver  at  o°  C.  as  100, 
Matthiessen  obtained  the  following  values  : — 


°F. 

Brodie's  purified  Ceylon  graphite  o' 0693  at  7 1 °6 

Gas  coke 0-0386  at  770 

Bunsen's  battery  coke  . . . 0-0246  at  79*2 


°C. 

22 

25 

26-2 


(277)  If  equal  amounts  of  electricity,  whether  obtained  from  the 
voltaic  battery  or  from  the  electrical  machine,  be  made  to  traverse 
wires  of  different  metals  of  equal  length  and  diameter  in  the  same 
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interval  of  time,  the  rise  of  temperature  in  the  wire  is  inversely- 
proportioned  to  its  conducting  power,  and  therefore  the  better  the 
conductor  the  less  heat  does  it  emit.  The  general  truth  of  the 
fact  may  in  the  case  of  voltaic  electricity  be  rudely  but  strikingly 
demonstrated  by  taking  a wire  of  silver  and  one  of  platinum,  each 
of  exactly  the  same  diameter,  and  forming  them  into  a compound 
wire  consisting  of  alternate  links  of  the  two  metals.  A current 
of  electricity  may  be  transmitted  through  this  compound  wire,  of 
such  a strength  as  to  heat  the  platinum  to  visible  redness,  whilst 
the  silver  links  will  exhibit  no  such  intense  heat,  though  each  link 
of  the  wire,  from  the  form  of  the  experiment,  must  transmit  equal 
quantities  of  electricity  in  equal  times.  It  has  been  ascertained 
that  the  heat  developed  at  any  part  of  the  circuit  is  proportional 
to  the  square  of  the  force  of  the  current  multiplied  into  the  re- 
sistance at  that  particular  point.  For  the  same  wire  the  rise  of 
temperature  is  proportioned  to  the  square  of  the  quantity  of  elec- 
tricity, and  this  is  true  also  for  liquid  conductors. 

Andrews  ( Proceed . Roy.  Irish  Acad.,  p.  465,  June,  1840,)  found 
that  when  a fine  platinum  wire  was  traversed  by  a current  from 
one  of  DanielFs  constant  batteries,  the  ignition  of  the  wire  varied  in 
intensity  by  varying  the  gas  with  which  he  surrounded  the  wire. 
This  wire  was  enclosed  in  a glass  tube,  which  could  be  filled  at 
pleasure  with  the  different  gases  in  succession.  It  was  found  that 
gaseous  sulphurous  anhydride  and  hydrochloric  acid  had  a smaller 
cooling  power  than  atmospheric  air.  Nitrogen,  carbonic  oxide, 
cyanogen,  carbonic  anhydride,  nitric  oxide,  nitrous  oxide,  oxygen, 
and  aqueous  vapour,  had  nearly  the  same  effect  as  atmospheric  air. 
Olefiant  gas,  ammonia,  the  vapour  of  alcohol  and  of  ether  had  a 
greater  cooling  power  ; and  hydrogen  a far  greater  cooling  power 
than  any  of  the  others.  The  same  subject  has  also  been  investi- 
gated by  Grove  {Phil.  Trans.  1849,  49.) 

The  following  experiment  illustrates  the  cooling  effect  of  hy- 
drogen very  clearly.  Take  three  pieces  of  stout  copper  wire,  bend 
them  into  the  form  shown  at  w w 
w,  fig.  231,  and  attach  them  to  a 
weighted  board, by  which  the  lower 
part  of  the  bend  can  be  sunk  be- 
neath the  surface  of  water  con- 
tained in  a shallow  vessel.  At  a and 
b,  where  the  wires  project  above 
the  surface  of  the  water,  complete 
the  connexion  by  means  of  spirals  of  fine  platinum  wire,  both 
spirals  being  equal  in  length,  and  each  cut  from  the  same  wire. 


Fig.  231. 
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Each  spiral  will  thus  oppose  an  equal  resistance  to  the  passage  of 
the  current.  When  a voltaic  current  of  a certain  intensity  is 
transmitted  through  the  wire,  w wT  w,  each  spiral,  consequently, 
becomes  heated  to  the  same  degree  of  visible  ignition.  But  if 
two  similar  jars,  one,  a,  filled  with  air,  the  other,  h,  filled  with 
hydrogen,  he  inverted  over  them,  the  wire  in  the  jar  h imme- 
diately ceases  to  be  luminous,  while  that  in  a becomes  more 
intensely  ignited.  This  superior  cooling  action  of  the  hydrogen 
is  no  doubt  mainly  due  to  the  superior  mobility  of  the  particles  of 
the  gas  over  those  of  air.  (152,  160.) 

The  experiment  was  varied  by  enclosing  the  wires  a and  b in 
separate  glass  tubes,  and  sealing  them  up,  one  in  an  atmosphere 
of  air,  the  other  in  an  atmosphere  of  hydrogen.  Both  were  then 
included  in  the  same  circuit,  so  that  they  should  transmit  equal 
amounts  of  electricity.  Before  transmitting  the  current,  however, 
each  tube  was  immersed  in  a separate  vessel  which  contained  a 
weighed  quantity  of  water,  the  temperature  of  which  was  accurately 
observed.  After  the  current  had  been  allowed  to  pass  for  a 
certain  time,  the  temperature  of  the  water  which  surrounded  each 
wire  was  again  observed,  and  it  was  found  that  the  water  around 
the  tube  which  contained  air  was  considerably  hotter  than  that 
surrounding  the  tube  filled  with  hydrogen. 

This  result,  paradoxical  as  it  appears,  and  as  it  seems  to  have 
been  regarded  by  Grove,  must  necessarily  follow  from  the  ope- 
ration of  two  principles  which  have  already  been  explained : the 
first  of  these  is,  that  the  resistance  offered  by  a metal  to  the  pas- 
sage of  electricity  is  diminished  by  reducing  the  temperature  ; 
and  the  second  is  that  the  heat  evolved  by  a current  in  passing 
through  a conductor  is  inversely  as  the  resistance  which  it  expe- 
riences. Now,  in  this  experiment,  the  primary  effect  of  the  hy- 
drogen is  the  cooling  of  the  conducting  wire  ; and  the  conse- 
quence is  that  this  cooled  wire,  in  transmitting  the  same  current 
as  a similar  wire  in  air,  offers  less  resistance,  and  less  heat  is 
therefore  evolved  by  the  wire  surrounded  by  the  hydrogen  than  by 
the  wire  which  is  surrounded  by  air. 

(278)  Electric  Conductivity  of  Liquids. — Liquids  are  very 
inferior  to  solids  in  conducting  power ; indeed,  the  difference 
between  the  two  classes  of  bodies  is  so  extreme  that  it  is  difficult 
to  institute  an  accurate  comparison  between  them.  The  attempt, 
however,  has  been  made  by  Pouillet : assuming  as  the  unit  of  com- 
parison the  conducting  power  of  a solution  of  cupric  sulphate, 
saturated  at  1 50  C.  lie  gives  the  following  as  the  relative  conduct- 
uig  power  of  the  undermentioned  solutions : — 
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Saturated  solution  of  cupric  sulphate  . . . i 

Ditto,  diluted  with  an  equal  bulk  of  water  . 0-64 

Ditto,  diluted  with  twice  its  bulk  of  water  . 0-44 

Ditto,  diluted  with  four  times  its  bulk  . . 0-31 


Distilled  wTater 0*0025 

Ditto,  with  -aoycro-o  of  nitric  acid  ....  0-015 

Platinum  wire 2,500,000-00 


The  conducting  power  of  a platinum  wire,  of  a diameter  and  length 
equal  to  that  of  the  interposed  columns  of  liquid,  is  probably 
estimated  too  high. 

Since  these  results  of  Pouillefs  were  published,  the  subject  of 
the  conducting  power  of  liquids  has  been  resumed  by  E.  Beequerel, 
(Ann.  de  Chimie,  III.  xvii.  263.)  He  states  that  saline  solutions 
may  be  divided  into  two  classes;  in  the  first,  the  conducting  power  in- 
creases progressively  in  proportion  to  the  strength  of  the  solution, 
until  it  becomes  saturated ; cupric  sulphate  and  sodic  chloride 
affording  instances  of  this  kind : whilst  in  the  second  class, 
of  which  cupric  nitrate  and  zincic  sulphate  may  be  taken  as 
examples,  the  conducting  power  increases  with  the  degree  of  con- 
centration up  to  a certain  point,  beyond  which  it  diminishes  as 
the  solution  becomes  more  nearly  saturated.  The  salts  which  exhibit 
this  peculiarity  are  either  deliquescent  or  extremely  soluble.  The  fol- 
lowing table  contains  a few  of  BecquerePs  results.  The  saline  liquids 
are  to  be  considered  as  saturated  unless  otherwise  specified  : — 
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Sabstances  used. 

Density. 

Temp.  °C. 

Temp.  °F. 

Conducting  power. 

Pure  Silver 

O 

32 

100,000, OOO'OO 

( Solution  of  Cupric  Sulphate  . . 

I-I707 

IO 

50 

5-42 

< Do.  half  the  strength 

99 

9 9 

3'47 

( Do.  one  fourth  the  strength 

99 

99 

56 

2-08 

( Solution  of  Sodic  chloride . . . 

I3-3 

31-52 

< Do.  half  the  strength 

99 

99 

23-08 

( Do.  one  fourth  the  strength 

99 

99 

13-58 

i Solution  of  Cupric  Nitrate 

r6oo8 

I2‘7 

55 

8-995 

1 Do.  half  the  strength 

99 

99 

17703 

1 Do.  one  fourth  the  strength 

99 

99 

58 

13-442 

( Solution  of  Zincic  Sulphate 

1-4410 

I4H 

5-77 

< Do.  half  the  strength 

99 

99 

7'13 

( Do.  one  fourth  the  strength 

99 

99 

5'43 

Oil  of  Vitriol  1 measure  1 

Distilled  Water  1 1 measures  j 

1 90 

66 

88-68 

Nitric  Acid  (Commercial) 

1-31 

133 

56 

93-77 

Platinum 

o*o 

32 

7,933,ooooo 

It  is  not  surprising  that  differences  so  considerable  should  be 
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observed  between  the  conducting  powers  of  liquids  and  those  of 
solids  ; for  the  processes  of  conduction  in  the  two  cases  are  essen- 
tially different.  In  liquids  chemical  decomposition  and  free  move- 
ment of  the  component  particles  are  indispensable,  whilst  nothing 
of  the  kind  takes  place  in  solids.  The  effects  of  heat  are  even 
inverted  in  the  two  cases ; for  experiment  shows  that  as  the  tem- 
perature rises,  the  conducting  power  of  the  liquid  increases 
rapidly ; according  to  Becquerel,  the  conducting  power  of  many 
solutions  at  joo°  C.  is  three  or  four  times  as  great  as  that  of  the 
same  solution  at  o°.  These  phenomena,  therefore,  are  the 
reverse  of  those  presented  by  most  solids.  Exceptions,  however, 
occur  : Faraday  has  shown  that  argentic  sulphide,  when  cold,  is 
an  insulator,  but  on  warming  it  gently  it  begins  to  conduct,  and 
when  hot  it  affords  a spark  like  a metal ; at  a point  a little  below 
redness  it  conducts  sufficiently  to  maintain  its  conducting  power 
by  the  heat  of  the  current  which  it  transmits.  Plumbic  sul- 
phide and  fluoride,  as  well  as  mercuric  iodide,  also  exhibit  the 
same  peculiarity.  Glass,  when  cold,  is  an  excellent  insulator 
of  the  electricity  developed  by  friction,  but  when  heated  it  con- 
ducts, and  when  red  hot  it  possesses  scarcely  any  insulating  power  ; 
the  same  thing  is  also  true  of  the  tourmaline.  Gutta  percha  is 
a much  better  insulator  at  o°  C.  than  at  40°,  and  the  same  thing 
is  observed,  though  to  a much  less  extent,  in  the  case  of  caoutchouc. 
Most  of  these  cases  have  been  traced  to  a partial  chemical  decom- 
position of  the  compound  under  the  influence  of  softening  by  heat 
(Beetz,  Phil.  Mag.,  Sept.  1854,  p.  191).  When  liquefied  by  heat, 
these  compounds  nearly  all  undergo  chemical  decomposition,  and 
allow  the  current  to  pass  freely. 

(279)  Electric  Conducting  Power  of  Gases. — Gases  are  almost 
perfect  insulators  of  the  voltaic  current ; although  some  feeble 
indications  of  conducting  power  have  been  discovered  by  Andrews, 
as  well  as  by  Ilankel,  by  E.  Becquerel,  and  by  Buff,  in  a highly 
rarefied  atmosphere,  between  metallic  surfaces  strongly  ignited 
and  in  close  approximation ; and  Magnus  finds  that  small  as  is 
the  conducting  power  of  gases,  they  differ  in  degree  in  this  respect, 
hydrogen  surpassing  other  gases  and  vapours. 

Grove  has  further  shown,  that  in  flame  a current  of  electricity 
is  not  only  transmitted,  but  that  there  is  evidence  of  its  produc- 
tion within  the  flame,  and  he  attributes  its  origin  to  chemical 
action.  Becquerel  regards  this  as  a thermo-electric  phenomenon 
[Ann.  de  Chimie , 111.  xliii.  411).  BecqucrePs  experiments,  1 
however,  are  not  conclusive  ; and  the  feebleness  of  thermo-electric 
currents,  coupled  with  the  slight  conductivity  of  flame,  render  such 
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a view  inadmissible.  If  two  platinum  wires  be  connected  with 
the  extremities  of  a galvanometer,  the  free  ends  of  the  platinum 
being  twisted  into  a small  coil,  and  one  of  the  platinum  wires  be 
inserted  into  the  root  of  the  blowpipe  flame,  whilst  the  other  is 
introduced  just  in  front  of  the  apex  of  the  blue  cone,  a current 
will  be  indicated,  passing  from  the  root  to  the  apex  of  the  flame. 
By  forming  several  jets  of  flame  together  into  a compound  circuit. 
Grove  succeeded  in  decomposing  a solution  of  potassic  iodide  by 
means  of  the  currents  obtained  from  flame.  Under  certain  cir- 
cumstances, however,  which  we  now  proceed  to  notice,  highly 
heated  gaseous  matter  appears  to  transmit  voltaic  power  of  high 
intensity,  and  the  phenomena  thus  displayed  are  of  a most  brilliant 
and  remarkable  kind. 

(280)  Disruptive  Discharge — Electric  Light. — When  the  cur- 
rent is  greater  than  the  conductor  is  able  to  convey,  the  wire 
melts,  and  is  dispersed  in  vapour ; disruptive  discharge,  in  fact, 
occurs.  From  a powerful  voltaic  battery  this  disruptive  discharge 
may  be  maintained  continuously,  owing  to  the  enormous  quantity 
of  electricity  in  circulation. 

If  the  air  be  rarefied  between  the  interrupted  conductors,  the 
interval  through  which  the  discharge  can  be  effected  may  be  con- 
siderably increased.  The  heat  developed  by  the  passage  of  the 
current  between  two  pieces  of  charcoal  when  they  are  in  contact, 
will  enable  them  to  be  separated  for  a considerable  distance  with- 
out interrupting  the  passage  of  the  current ; this  distance  ranges 
from  4 inch  to  1 inch  (j8ram-  to  25““')  when  a series  of  seventy  of 
DanielFs  cells  20  inches  (50  centim.)  in  height  are  employed. 
Davy,  with  the  great  battery  of  the  Royal  Institution,  consisting 
of  2000  pairs  of  plates  on  Wollaston's  construction,  obtained  an 
arc  of  flame,  between  charcoal  points,  4 inches  (10  centim.)  in 
length,  and  of  dazzling  brilliancy. 

Dcspretz,  by  using  600  cells  of  Bunsen’s  construction  arranged 
consecutively,  succeeded  when  the  points  were  placed  in  a vertical 
line  with  the  negative  pole  below,  in  obtaining  an  arc  j'8  inches 
(198““  ) in  length.  With  100  pairs  the  arc  was  only  1 inch  (2^mm  ) 
long.  The  most  intense  light,  however,  is  obtained  when  the 
points  are  separated  but  to  a small  distance,  because  the  resistance 
then  being  less,  a much  larger  quantity  of  electricity  passes  in  a 
given  time,  and  the  temperature  is  proportionately  higher.  Des- 
pretz  found  he  obtained  a much  more  intense  light  by  employing 
his  600  cells  in  six  parallel  series,  so  as  to  form  100  cells  of  six 
times  the  ordinary  size,  than  when  they  were  connected  into  one 
continuous  series.  He  estimated  the  light  with  the  arrangement 
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of  600  in  six  parallel  series  to  be  nearly  six  times  as  great  as 
when  too  cells  only  were  employed, — a result  in  conformity  with 
the  anticipations  of  theory.  The  same  observer  found  that  when 
the  charcoal  points  were  disposed  in  a horizontal  direction  at 
right  angles  to  the  magnetic  meridian,  the  length  of  the  arc  when 
200  pairs  of  Bunsen  in  two  parallel  series  were  employed,  was 
greater  in  the  proportion  of  ao-8  to  i6'5,  when  the  positive  pole 
was  to  the  east  than  when  it  was  to  the  west  ( Comptes  Readies, 
xxx.  370). 

During  the  production  of  this  dazzling  light  a considerable 
mechanical  transport  of  the  materials  composing  the  terminals  of 
the  pile  takes  place,  and  there  can  be  no  doubt  that  the  ignition 
of  the  solid  particles  contributes  mainly  to  the  production  of  the 
intense  light  thus  procured.  A cavity  is  always  produced  in  the 
piece  of  charcoal  attached  to  the  positive  wire  which  is  connected 
with  the  last  platinum  or  copper  plate  of  the  battery ; and  at  the 
same  time  a mammillated  deposit,  which  continually  increases  in 
length,  is  formed  upon  the  charcoal  on  the  negative  wire  in  con- 
nexion with  the  zinc  plate ; and  usually  portions  of  the  charcoal 
become  converted  into  glistening  plates  of  true  graphite.  Attempts 
have  been  made  to  apply  the  electric  light  to  the  purposes  of 
illumination,  and  in  particular  cases,  as  for  temporary  application 
to  illuminating  works  in  process  of  construction  at  night,  or  for 
the  display  of  optical  phenomena  in  the  class-room,  it  is  often  of 
high  value.  Its  application  is,  however,  attended  with  great 
practical  difficulties,  of  which  the  transfer  of  conducting  material 
from  one  pole  to  the  other  is  one  of  the  most  serious  ; and  it  is 
very  doubtful  if,  even  when  the  mechanical  obstacles  are  removed, 
such  a light  can  be  economically  or  advantageously  used  for  the 
general  purposes  of  illumination.  The  light  is  too  intense  for 
the  unprotected  eye  to  endure  for  any  length  of  time  in  its  im- 
mediate vicinity,  and  the  expense  is  so  great,  that  unless  the 
electricity  can  be  obtained  in  the  process  of  preparing  some  che- 
mical compound'in  the  battery  itself  which  will  defray  the  cost 
of  production,  its  success  as  a mercantile  speculation  is  very  pro- 
blematical.* According  to  E.  Becquerel,  the  cost  of  the  electric 
light  is  nearly  four  times  as  great  as  that  of  an  equal  light  pro- 
duced by  burning  coal  gas. 

This  transfer  of  solid  particles  is  not  confined  to  cases  in 


* The  general  appearance  of  the  electric  lamp  of  Duboseq  is  shown  in 
fig.  232,  in  which  T,  T represent  the  charcoal  points  between  which  the  voltaic 
arc  is  maintained.  The  object  to  be  effected  is  to  preserve  these  points  at  a, 
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■which  a porous  conductor  like  charcoal  is  used.  The  densest 
metals,  such  as  platinum  and  iridium,  are  transferred  from  the 
positive  towards  the  negative  terminal,  but  the  arc  in  these  cases 
is  not  so  long  as  when  more  friable  materials  are  used.  When 
a positive  coke  point  was  opposed  to  a negative  electrode  of  pla- 
tinum, the  arc  was  not  more  than  half  the  length  of  that  obtained 


uniform  distance  from  each  other,  and  at  the  same  height  in  the  lantern,  so 
that  the  source  of  light  shall  always  be  kept  in  the  same  position  with  respect  to 
the  lens. 

The  regulator  by  which  this  result  is  attained  is  shown  at  s.  Within  this 
is  an  electro-magnet,  and  a clock  movement,  the  principal  parts  of  which  are 
represented  upon  a larger  scale  in  fig.  233.  The  clock  movement  is  designed  to 


Fig.  233. 


bring  the  two  points  towards  each  other  so  as  to  compensate  for  the  waste  they 
experience  in  burning,  and  the  electro-magnet  is  employed  to  check  the  clock 
action  when  no  longer  needed.  When  the  battery  is  in  use  the  negative  point 
is  always  consumed  in  air  more  slowly  than  the  positive  one;  and  it  becomes 
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by  making  tlie  coke  negative  and  the  platinum  positive  (De  la  Rive). 
Grove  found  it  to  be  true  generally  that  in  an  oxidising  medium 
the  brilliancy  and  length  of  the  arc  was  greatest  with  the  most 
oxidizable  metals.  Van  Breda  states  that  portions  of  the  nega- 
tive terminal  are  always  transferred  towards  the  positive  wire. 
This  was  particularly  evident  when  iron  balls  were  made  the  ter- 
minals of  the  wires,  although  this  transfer  is  much  less  in  amount 
from  the  negative  to  the  positive,  than  the  simultaneous  transfer 
from  the  positive  to  the  negative  wire.  The  light  that  attends 
the  voltaic  arc  does  not  necessarily  proceed  from  the  combustion 
of  the  conducting  material,  for  it  occurs  in  a vessel  from  which  air 
is  exhausted,  with  a brilliancy  not  much  inferior  to  that  exhibited 
by  it  in  the  air.  It  may  even  be  produced  between  two  charcoal 
points  which  are  immersed  under  water.  In  every  case,  however, 
the  transference  of  some  material  particles  is  essential  to  the  pro- 
duction of  the  luminous  arc.  Gassiot  found  that  even  when  a 
combination  of  320  cells  on  Daniell’s  construction  was  employed, 
no  spark  could  be  obtained  between  two  platinum  surfaces,  con- 

necessary  to  provide  means  for  moving  each  point,  at  a rate  proportioned  to  the 
rapidity  of  its  consumption.  This  is  effected  by  making  the  drums  n and  p of 
unequal  dimensions  ; the  chains  c and  d are  employed  to  transmit  the  move- 
ments of  the  clockwork  to  the  points  T,  t\  The  chain  c attached  to  the  upper 
or  negative  point  t',  is  coiled  upon  the  smaller  drum  n,  and  passes  up  the 
tubular  support  s.  This  chain  is  wound  in  the  opposite  direction  to  that  of  the 
chain  d,  which  after  passing  over  the  pulley  d',  is  attached  to  the  tube  containing 
the  lower  or  positive  charcoal  point  T.  Both  drums  are  placed  upon  a common 
axis,  and  therefore  both  are  moved  by  the  clock  in  the  same  direction,  so  that 
whilst  the  chain  d attached  to  the  lower  point  is  being  wound  up,  the  chain  c 
connected  with  the  negative  point  is  being  unwound,  though  less  rapidly  than 
d,  and  the  negative  point  is  allowed  to  descend.  The  wires  from  the  battery 
(about  40  pairs  of  Grove)  are  made  fast  to  the  binding-screws  b,  b',  the  positive 
wire  b being  connected  with  one  end  of  the  coil  a a of  the  electro-magnet  m, 
while  the  other  end  of  this  coil  is  in  electrical  contact  with  the  lower  point  T. 
The  current  is  thus  made  to  pass  through  the  electro-magnet  on  its  way  to  the 
charcoal  points.  When  the  electro-magnet  is  in  full  action  it  attracts  the 
keeper  k attached  to  the  lower  end  of  the  bent  lever  working  on  the  fulcrum  F. 
The  upper  extremity  of  this  lever,  when  the  keeper  is  drawn  home,  locks  into 
the  ratchet  wheel  seen  edgewise  at  r ; thus  arresting  the  clock  movement, 
and  rendering  the  charcoal  points  stationary.  As  soon  as  the  distance  between 
the  points  becomes  too  great,  the  current  through  the  electro-magnet  becomes 
reduced  in  power,  and  lets  go  the  keeper  k,  which  is  forced  away  from  the 
magnet  by  the  releasing  spring  q.  By  this  means  the  clockwork  is  imme- 
diately set  free,  and  the  points  are  thus  made  to  approach  each  other,  until  the 
current  recovers  sufficient  force  again  to  attract  the  keeper,  which  once  more 
locks  into  the  ratchet  wheel  r.  When  the  battery  is  in  good  action,  these 
alternate  motions  of  the  keeper  and  of  the  clockwork  recur  with  frequency  and 
regularity ; so  that  the  points  are  maintained  at  a distance  sufficiently  uniform 
to  prevent  any  sudden  or  material  fluctuation  in  the  amount  of  light. 
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nected  one  witla  one  wire,  the  other  with  the  opposite  wire  of  the 
battery,  in  a high  state  of  efficiency,  although  the  two  platinum 
surfaces  were  brought  within  3 0\0  of  an  inch  (o'ooSq™1')  of  each 
other.  If,  however,  the  transfer  of  some  material  particles  be 
effected  between  the  two  surfaces,  either  by  a momentary  contact, 
or  even  by  the  discharge  of  a Leyden  jar  across  the  interval,  the 
current  may  be  established  and  the  luminous  arc  maintained  with 
a small  number  of  pairs  of  plates. 

The  heat  pi-oduced  in  the  voltaic  arc  is  of  the  most  intense 
kind.  Metals  like  platinum,  iridium,  and  titanium,  which  resist 
the  greatest  heat  that  can  be  obtained  by  the  direct  chemical 
action  attendant  upon  combustion  in  the  furnace,  melt  readily, 
and  are  transferred  from  the  positive  to  the  negative  terminal  by 
a voltaic  current  of  high  intensity.  The  fusion  is  easily  accom- 
plished by  excavating  a circular  piece  of  gas  coke,  about  an  inch 
(25mm-)  in  diameter  and  half  an  inch  (i2mra‘)  thick,  into  the  form 
of  a crucible,  which  is  attached  by  stout  copper  bell- wire  to  the 
wire  which  is  in  connexion  with  the  last  platinum  plate  of  the 
battery ; a piece  of  boxwood  charcoal  or  of  gas  coke  about  the 
thickness  of  a cedar  pencil  is  attached  to  the  wire  connected  with 
the  zinc  plate  of  the  battery;  the  metal  for  trial  is  then  placed 
in  the  little  coke  crucible,  and  the  current  from  20  or  30  pairs  of 
Grove's  battery  is  transmitted  through  it  by  means  of  the  charcoal 
point  with  which  the  negative  wire  of  the  battery  is  armed. 
Alumina,  rutile,  oxide  of  iron,  and  other  refractory  bodies,  may 
be  fused  in  the  voltaic  arc,  and  subsequently  volatilized.  Despretz, 
with  his  powerful  battery  of  600  cells,  in  six  parallel  series  of  1 00 
each,  saw  charcoal  obtained  from  anthracite,  from  graphite,  from 
sugar,  and  from  oil  of  turpentine,  when  moulded  into  the  form  of 
rods,  and  heated  in  an  atmosphere  of  nitrogen  under  a pressure 
of  between  2 and  3 atmospheres,  soften,  bend,  and  swell  up  : in 
some  cases  he  cemented  together  the  softened  fragments  into  one 
mass,  and  the  interior  of  the  vessel  was  lined  with  a black  deposit 
of  what  he  supposed  to  have  been  volatilized  carbon.  Gassiot 
has  pointed  out  the  remarkable  fact,  of  which  no  explanation  has 
as  yet  been  given,  that  the  positive  wire,  or  the  wire  connected 
with  the  terminal  platinum  plate  of  the  battery,  becomes  much 
the  hotter  of  the  two  in  this  action.  This  effect  is  reversed  in 
the  case  of  the  secondary  current  obtained  from  the  Ruhmkorff 
Coil  (312),  in  which  the  negative  terminal  becomes  the  hottest, 
and  from  which  the  dispersion  of  solid  particles  almost  exclusively 
occurs. 

Favre  ( Ann.de  Chimie,  III. xl.  293)  has  arrived  at  the  interesting 
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conclusion  that  the  quantity  of  heat  evolved  by  the  solution  of  a 
definite  quantity  of  zinc  in  *any  given  circuit,  is  lessened  in  the 
battery  itself,  in  proportion  as  heat  is  evolved  at  any  given  point 
of  the  circuit,  and  that  heat  is  lost  when  motion  is  produced  by  the 
development  and  exertion  of  electro-magnetic  power.  The  quantity 
of  heat  thus  lost  agrees  very  closely  with  the  quantity  required 
by  theory  if  Joule^s  mechanical  equivalent  of  heat  (129)  be 
adopted.  A part  of  the  heat  is  thus  converted  into  mechanical 
effect  or  motion,  as  must  be  the  case  if  the  mechanical  theory  of 
heat  (130)  be  true.  The  simple  solution  of  a given  quantity  of 
zinc  in  sulphuric  acid,  equal  in  amount  to  that  dissolved  in  the 
battery  during  each  experiment,  had  been  found  by  previous  re- 
searches to  be  represented  by  the  number  18682.  In  these  experi- 
ments Favre  arranged  the  battery  itself  in  a calorimeter;  and  in  a 
second  calorimeter  he  placed  the  conducting  wire,  which  was  coiled 
in  such  a manner  as  to  be  applicable  to  the  production  of  electro- 
magnetic action,  the  amount  of  which  could  be  measured  by  its 
power  of  raising  a weight.  He  then  made  five  series  of  experi- 
ments. In  the  first  of  these  the  current  traversed  the  battery 
only  and  a short  copper  wire ; in  the  second  series,  it  traversed 
the  battery  and  the  conducting  wire  of  the  coil,  the  iron  not 
being  included  in  the  coil ; in  the  third  series,  the  metallic  core 
was  previously  placed  in  the  axis  of  the  coil ; in  the  fourth  series, 
the  apparatus  for  rotation  was  set  in  motion  by  the  electro- 
magnetism developed,  but  no  weight  was  raised ; and  in  the  fifth 
series  a known  weight  was  lifted  to  a definite  height  by  the  action 
of  the  electro-magnet.  The  results  were  as  follows  : — 


No.  of 

Experiments. 

1st  Calorimeter. 
(Battery.) 

2nd  Calorimeter. 
(Conducting  coil.) 

Heat  lost  for 
Weight  raised. 

Heat  U nits. 
Total. 

I 

18682 

18682 

2 

18674 

18674 

3 

16448 

2219 

18667 

4 

13888 

4769 

186^7 

5 

15427 

2947 

3°8 

18682 

The  fifth  column  gives  the  total  amount  of  heat  measured  in 
‘ units  of  heat  ’ (see  p.  242),  from  which  it  will  be  seen  to  be 
sensibly  equal  in  each  case. 

The  colour  of  the  light  emitted  by  the  different  metals  when 
deflagrated  between  the  wires  of  the  battery,  is  peculiar  for  each  : 
gold  burns  with  a bluish-white  light,  silver  with  a beautiful  green 
light,  copper  with  a reddish  white,  zinc  with  a powerful  white 
light  tinged  with  blue,  and  lead  with  a purple  light ; steel  burns 
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with  brilliant  yellow  scintillations,  mercury  with  a brilliant  white 
light  tinged  with  blue.  If  these  lights  be  viewed  separately 
through  a glass  prism,  large  dark  intervals  will  be  seen  between 
a few  brilliant  streaks  of  light  of  different  colours  and  of  definite 
degrees  of  refrangibility,  so  that  each  metal  may  be  recognized 
by  the  spectrum  that  it  gives  in  the  voltaic  arc  (107,  108). 

Chemical  Actions  of  the  Voltaic  Battery. 

(281)  Discharge  by  Convection. — To  the  chemist,  however,  the 
discharge  of  the  voltaic  current  by  tlie  process  of  convection,  is 
even  more  interesting  than  the  brilliant  phenomena  exhibited  by 
the  disruptive  discharge,  since  it  is  in  the  discharge  by  convection 
that  the  important  chemical  actions  of  electricity  are  displayed. 

It  has  already  been  explained  when  describing  the  voltameter 
(272),  that  if  the  connecting  wires  of  a voltaic  battery  terminate 
in  platinum  plates  or  wires  which  are  made  to  dip  into  acidulated 
water,  decomposition  of  the  liquid  takes  place,  oxygen  being 
evolved  at  the  surface  of  one  of  the  platinum  plates,  while 
hydrogen  escapes  at  the  surface  of  the  other.  This  important 
discovery  was  made  in  the  year  1800,  by  Nicholson  and  Carlisle, 
and  the  chemical  action  of  the  voltaic  pile  thus  revealed,  enabled 
Davy  a few  years  later  to  decompose  the  alkalies  and  earths, 
which  up  to  that  time  had  been  regarded  as  elements ; but  by 
showing  their  compound  nature,  he  at  once  modified,  in  an  im- 
portant manner,  the  views  of  chemical  philosophy  which  had  pre- 
vailed up  to  that  period. 

In  pursuing  these  experiments  on  the  voltaic  decomposition 
of  water,  it  was  soon  observed  that  when  copper  wires,  or  the  wires 
of  metals  which  are  easily  susceptible  of  oxidization,  are  employed, 
gas  escapes  from  one  w ire  only ; whilst  if  platinum  or  gold  wires 
be  used,  gas  is  evolved  from  both.  In  the  first  case,  the  oxygen 
combines  w ith  the  copper  or  oxidizable  metal,  and  forms  an  oxide 
which  is  dissolved  by  the  acid  liquid,  and  therefore  hydrogen 
alone  escapes ; in  the  second  case,  both  gases  are  evolved,  one 
from  either  plate ; since  neither  platinum  nor  gold  has  sufficient 
chemical  attraction  for  oxygen  to  combine  with  it  at  the  moment 
of  its  liberation. 

Tbe  process  of  resolving  eompoimds  into  their  constituents  by 
i electricity,  is  termed  electrolysis  (from  ' electricity  ’ and  \vcnq  re- 
! leasing);  a body  susceptible  of  such  decomposition  is  called  an 
[•  electrolyte ; and  the  terminating  wires  or  plates  of  the  battery  are 
I called  the  poles  of  the  battery.  The  word  electrode  is  also  used 
as  synonymous  with  the  pole  of  the  battery,  and  it  implies  the 
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door  or  path  (from  oSog  a way)  to  the  current  by  which  it  enters 
or  leaves  the  compound  through  which  it  is  transmitted. 

(282)  Laws  of  Electrolysis. — A great  variety  of  bodies  admit 
of  being  decomposed  by  electrolysis,  hut  the  process  is  not  appli- 
cable to  all  indiscriminately.  It  occurs  under  certain  definite 
laws,  which  may  he  stated  as  follows : — 

i.  No  elementary  substance  can  be  an  electrolyte:  for  from  the  na- 
ture of  the  operation, compounds  alone  are  susceptibleof  electrolysis. 

ii.  Electrolysis  occurs  only  whilst  the  body  is  in  the  liquid  state. 
The  free  mobility  of  the  particles  which  form  the  body  undergoing 
decomposition  is  a necessary  condition  of  electrolysis,  since  the 
operation  is  alw'ays  attended  by  a transfer  of  the  component  par- 
ticles of  the  electrolyte  in  opposite  directions.  Electrolysis  is 
necessarily  a process  of  electrical  conduction,  but  it  is  conduc- 
tion of  a peculiar  kind ; it  is  totally  different  from  that  of  ordinaiy 
conduction  in  solids.  If  an  electrolyte  be  solidified,  it  instantly 
arrests  the  passage  of  the  force ; for  it  cannot  transmit  the  electric 
current  like  a wire  or  a solid  conductor  : the  thinnest  film  of  any 
solidified  electrolyte  between  the  two  electrodes  suspends  all  de- 
composition. Many  saline  bodies  are  good  conductors  when  in  a 
fused  condition ; for  example,  nitre,  whilst  in  a fused  state  conducts 
admirably ; but  if  a cold  electrode  be  plunged  into  the  melted  salt, 
it  becomes  covered  with  a film  of  solid  nitre,  and  no  current  is 
transmitted  until  a continuous  chain  of  liquid  particles  is  restored 
between  the  plates  by  the  melting  of  the  film ; these  effects  are 
readily  exhibited  by  including  a galvanometer  in  the  circuit.  A 
few  partial  exceptions  to  this  rule  have  been  observed,  and  have 
already  been  alluded  to  (278);  but  in  such  cases  the  decomposi- 
tion is  always  extremely  limited. 

iii.  During  electrolysis,  the  components  of  the  electrolyte  are 
resolved  into  two  groups : one  group  takes  a definite  direction 
towards  one  of  the  electrodes;  the  other  group  takes  a course 
towards  the  other  electrode.  This  direction  of  the  ions  (as  the  two 
groups  which  compose  the  electrolyte  have  been  termed,  from  iu>v 
going)  depends  upon  the  direction  in  which  the  chemical  actions 
arc  going  on  in  the  battery  itself.  The  two  platinum  plates  in 
the  decomposing  cell  may  be  distinguished  from  each  other  in  the 
manner  proposed  by  Daniell.  These  plates  occupy  respectively 
the  position  of  a zinc  and  of  a platinum  plate  in  an  ordinary  cell 
of  the  battery : that  is  to  say,  if  for  this  decomposing  cell  an 
ordinary  battery  cell  were  substituted,  a rod  of  zinc  would  occupy 
the  place  of  one  of  the  platinum  plates,  and  would  be  attacked  by 
the  oxygen  and  acid  in  the  exciting  liquid  of  the  battery,  whilst 
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a plate  of  platinum  or  some  other  conducting  metal  would  occupy 
the  place  of  the  second  platinum  plate,  and  would  have  the  hydro- 
gen of  the  exciting  liquid  directed  towards  it.  To  the  plate  of 
the  decomposing  cell  which  corresponds  to  the  zinc  rod,  Daniell 
gave  the  name  of  the  zincode,  which  is  synonymous  with  the 
anode  of  Faraday  and  the  positive  pole  of  other  writers.  To  the 
plate  which  corresponds  to  the  platinum  or  conducting  metal, 
Daniell  gave  the  name  of  the  platinode,  which  is  synonymous 
with  Faraday's  term  of  cathode,  and  with  the  negative  pole  of 
other  writers.  Oxygen,  chlorine,  and  the  acids  generally,  make 
their  appearance  at  the  zincode  in  the  decomposing  cell  during 
electrolysis ; whilst  hydrogen,  alkalies,  and  the  metals  are  evolved 
upon  the  platinode. 

This  definite  direction  which  the  elements  assume  during 
electrolysis  may  be  shown  by  collecting  the  gas  which  is  evolved 
over  two  platinum  plates,  connected,  one  with  the  last  platinum, 
the  other  with  the  last  zinc  plate,  of  a combination  consisting  of 
three  or  four  pairs  of  Grove's  battery.  Hydrogen  will  he  collected 
over  the  platinode,  or  the  plate  in  connexion  with  the  zinc  end  of 
the  arrangement ; whilst  from  the  zincode,  or  plate  in  connexion 
with  the  terminal  platinum  plate  of  the  battery,  oxygen  is  evolved. 

The  following  experiment  further  illustrates  the  definite  direc- 
tion which  the  components  of  the  electrolyte  assume.  Let  four 
glasses  be  placed  side  by  side,  as  represented  in  fig.  234,  each 


Fig.  234. 


divided  into  two  compartments  by  a partition  of  card,  or  three  or 
four  folds  of  blotting-paper,  and  let  the  glasses  be  in  electrical  com- 
munication with  each  other  by  means  of  platinum  wires  which 
terminate  in  strips  of  platinum  foil.  Place  in  the  glass  No.  1,  a 
solution  of  potassic  iodide  mixed  with  starch ; in  2,  a strong 
solution  of  common  salt,  coloured  blue  with  sulphate  of  indigo  ; 
in  3,  a solution  of  ammonium  sulphate,  coloured  blue  with  a 
neutral  infusion  of  the  red  cabbage ; and  in  4,  a solution  of  cupric 
sulphate.  Let  the  plate,  h,  be  connected  with  the  positive 
wire,  and  let  a complete  the  circuit  through  the  negative  wire. 
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Under  these  circumstances  iodine  will  speedily  be  set  free  in  b, 
and  will  form  the  blue  iodide  of  starch;  chlorine  will  show'  itself 
in  d,  and  will  bleach  the  blue  liquid ; sulphuric  acid  will  be  seen, 
in  /,  and  will  redden  the  infusion  of  cabbage ; sulphuric  acid  will 
also  be- liberated  in  h,  as  may  be  seen  by  introducing  a piece  of 
blue  litmus-paper,  which  will  immediately  be  reddened ; whilst  a 
piece  of  turmeric  paper  will  be  turned  brown  in  a , from  liberated 
potash ; in  c it  will  also  be  turned  brown  by  the  soda  set  free ; in 
e the  blue  infusion  of  cabbage  will  become  green  from  the  am- 
monia which  is  disengaged ; and  in  g metallic  copper  will  be 
deposited  on  the  platinum  foil. 

iv.  The  amount  as  well  as  the  direction  of  electrolysis  is  defi- 
nite, and  it  is  dependent  upon  the  degree  of  action  in  the  battery ; 
being  directly  proportionate  to  the  quantity  of  electricity  in  circu- 
lation. It  has  been  amply  proved  by  experiment  that  for  every 
65  milligrammes  of  zinc  which  is  dissolved  in  any  one  cell  of  the 
battery,  provided  local  action  be  prevented,  18  milligrammes  of 
water  are  decomposed  in  the  voltameter  ; or  if,  as  in  the  preceding 
experiment,  several  electrolytes  be  arranged  in  succession,  each 
compound  will  experience  a decomposition  proportioned  to  its 
chemical  equivalent.  For  instance — if  the  current  be  made  to  pass 
first  through  fused  plumbic  iodide  (Pbl2),  and  then  through  fused 
stannous  chloride  (SnCl2) — for  each  65  milligrammes  of  zinc 
dissolved  in  any  one  cell  of  the  battery,  207  milligrammes  of 
lead,  and  118  milligrammes  of  tin  will  be  separated  on  the  re- 
spective platinodes,  whilst  254  (or  2 x 127)  milligrammes  of  iodine, 
and  71  milligrammes  or  2 x 35 ‘5  grains  of  chlorine  will  be  evolved 
on  the  respective  ziucodes.  These  numbers  correspond  with  the 
chemical  equivalents  (not  the  atomic  weights)  of  the  several 
elements  named. 

Variations  in  the  intensity  of  the  current  ( i . e.,  variations  in 
the  quantity  of  electricity  which  passes  through  a given  transverse 
section  of  the  conductor  in  equal  times)  produce  no  variation  in 
the  amount  of  chemical  decomposition  which  is  effected  by  the 

arrangement.  For 
example  : if  three 
similar  voltameters, 
provided  with  plates 
of  equal  area,  be  ar- 
ranged as  at  a,  b,  c, 
fig.  235,  the  first  will 
transmit  twice  as 
much  electricity  in 
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a given  time  as  either  of  the  others.  The  current  will  therefore  have 
twice  the  intensity  in  a ; but  the  total  quantity  of  gas  collected  from 
b and  c together  will  be  exactly  equal  to  the  total  amount  yielded  by  a 
in  the  course  of  the  experiment.  Hence  it  follows  that  the  quantity 
of  electricity  which  is  separated  from  a given  weight  of  matter  in 
the  act  of  combination  is  able,  irrespective  of  its  intensity,  when 
thrown  into  the  current  form,  to  produce  the  decomposition  of  an 
equivalent  quantity  of  any  compound  body  which  is  susceptible  of 
electrolysis ; and  hence  it  has  been  concluded  that  the  equivalent 
weights  of  the  simple  bodies  are  those  weights  of  each  substance 
which  are  associated  with  equal  quantities  of  electricity,  and  have 
naturally  equal  electric  powers. 

To  these  laws  may  be  added  a fifth — viz. : — 

v.  Those  bodies  only  are  electrolytes  which  are  composed  of  a 
conductor  and  a non-conductor.  The  conductors  accumulate  on  the 
platinode,  the  non-conductors  on  the  zincode.  For  example, 
plumbic  iodide  when  melted  conducts  the  current ; metallic  lead, 
which  is  a conductor,  accumulates  at  the  platinode ; whilst  iodine, 
which  is  a non-conductor  even  when  melted,  collects  at  the  zincode. 
On  the  other  hand,  red  chloride  of  sulphur  (S"C13)  is  not  an  electro- 
lyte, although  composed  of  single  equivalents  of  its  components  ; 
and  melted  sulphur,  and  chlorine,  when  the  latter  is  liquefied  by 
pressure,  are  both  insulators  of  electricity.  A compound  composed 
of  two  conductors  is  equally  unfit  for  electrolysis.  For  instance, 
a metallic  alloy,  such  as  plumber's  solder,  composed  of  two  parts, 
or  one  equivalent,  of  lead,  and  one  part,  or  one  equivalent,  of  tin, 
when  melted,  conducts  the  current  perfectly,  but  no  separation  of 
its  constituents  is  effected. 

(283)  Relative  Decomposability  of  Electrolytes. — Every  elec- 
trolyte, since  it  can  transmit  a current,  is  also  capable  of  gene- 
rating a current  if  it  be  employed  to  excite  action  in  the  battery 
itself.  Comparatively  few  electrolytes,  however,  are  practically 
available  for  this  purpose.  It  is  necessary  that  the  deposited 
compounds  be  dissolved  as  fast  as  they  are  produced ; otherwise 
the  crust  of  insoluble  matter  which  is  formed  upon  the  plates  of 
the  battery  introduces  a mechanical  obstacle  by  which  the  action 
is  speedily  checked. 

Great  differences  occur  in  the  facility  with  which  different  elec- 
trolytes yield  to  the  decomposing  action  of  the  voltaic  current. 
Generally  speaking,  the  greater  the  chemical  opposition  between 
the  elements  of  a compound,  the  more  readily  it  yields  to  electro- 
lysis. The  following  table  exhibits  the  order  in  which,  according 
to  Faraday,  the  different  compounds  which  are  enumerated  yield 
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to  electrolysis ; those  which  are  most  readily  decomposed  standing 
first  on  the  list : — 

Solution  of  potassic  iodide 
Fused  argentic  chloride 
Fused  zincic  chloride 
Fused  plumbic  chloride 

(284)  Electro-chemical  Actions. — The  suspension  of  chemical 
action  which  occurs  under  the  influence  of  electrical  induction  is 
one  of  the  most  interesting  illustrations  of  the  correlation  of 
forces.  This  suspension  is  well  shown  in  the  way  in  which  zinc 
when  placed  in  contact  with  copper  beneath  the  surface  of  sea- 
water, acts  in  preventing  the  corrosion  of  copper,  and  transfers  to 
itself  the  chemical  energy  which  would  otherwise  he  manifested 
upon  the  copper  (261).  A similar  suspension  of  chemical  action 
is  produced  in  the  ordinary  case  of  the  decomposition  of  water 
between  two  platinum  electrodes  by  the  voltaic  current : here  the 
electricity  appears  to  act  by  weakening,  or  rather  by  partly  neu- 
tralizing, ordinary  chemical  attraction  in  one  direction,  whilst  it 
strengthens  or  adds  to  it  in  the  opposite,  and  hence  the  particles 
which  were  previously  in  combination  with  each  other  lose  their 
attraction  one  for  the  other,  and  acquire  it  for  those  particles  which 
are  next  adjacent  to  them  in  the  liquid ; if,  for  instance,  the 
brackets  above  the  subjoined  formulae  indicate  the  state  of  com- 
bination of  the  elements  of  hydrochloric  acid  before  the  passage 
of  the  current,  the  brackets  below  would  indicate  the  effect  pro- 
duced after  its  transmission,  thus  : — 

HC1  HC1  HC1  HC1 


z c 

Here  z c is  supposed  to  represent  the  battery,  and  + and  — the 
terminal  wires  of  the  arrangement : the  positive  electricity  seems 
to  detach  the  chlorine  adjacent  to  it  from  the  hydrogen  with  which 
it  was  previously  in  combination,  whilst  the  negative  electricity 
produces  a similar  effect  upon  the  contiguous  particles  of  hydrogen, 
and  the  intermediate  portions  are  polarized  in  the  manner  above 
represented. 

The  following  modification  of  this  experiment  also  shows  in  a 
striking  manner  the  remarkable  influence  of  electric  polarity  upon 
chemical  attraction  : — If  two  separate  glasses  filled  with  diluted 
sulphuric  acid  be  placed  side  by  side,  and  into  one  glass  the  ne- 


Fused  plumbic  iodide 
Hydrochloric  acid 
Diluted  sulphuric  acid. 
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gative  wire  of  the  battery  is  plunged,  whilst  the  positive  wire  dips 
into  the  other  cell,  no  decomposition  will  ensue  ; hut  if  a con- 
nexion he  established  between  the  two  glasses  by  means  of  a slip 
of  platinum  foil,  one  end  of  which  is  made  to  dip  into  each,  the 
current  will  be  immediately  transmitted  : hydrogen  will  be  evolved 
upon  the  platinode  in  one  glass,  and  oxygen  upon  the  zincode 
in  the  other  glass  ; whilst  owing  to  the  polar  condition  into  which 
the  connecting  slip  of  platinum  is  thrown,  hydrogen  will  be  given 
off  from  one  end  of  the  slip,  and  oxygen  will  be  evolved  upon  the 
other  extremity  of  it,  although  the  metal  itself  experiences  no 
sensible  change  beyond  a slight  rise  of  temperature. 

(285)  Electrolysis  of  Salts. — It  has  already  been  stated  (282,  iv.) 
that  when  a binary  compound,  such  as  a fused  chloride,  or  an 
iodide,  is  submitted  to  electrolysis,  the  ions  or  components  of  the 
compound  are  separated  at  the  respective  electrodes  in  equivalent 
proportions : the  metal  appearing  at  the  platinode,  whilst  the 
chlorine,  or  corresponding  element,  is  deposited  at  the  zincode. 
If  the  zincode  of  the  battery  be  formed  of  a substance  capable  of 
combining  with  the  chlorine  or  corresponding  element,  an  equiva- 
lent amount  of  the  chloride  or  other  compound  of  this  metal  will 
be  formed  there ; and  when  the  metal  of  the  zincode  is  the  same 
as  that  contained  in  the  compound  which  is  undergoing  decompo- 
sition, the  original  compound  is  reproduced.  For  instance,  if  a 
quantity  of  fused  argentic  chloride  (AgCl)  be  decomposed  by  a 
current  which  is  conducted  into  it  by  means  of  silver  wires,  the 
quantity  of  the  chloride  will  undergo  no  alteration ; for  in  this 
experiment,  as  fast  as  the  silver  is  deposited  upon  the  negative  wire, 
a corresponding  amount  of  silver  will  be  dissolved  from  the  posi- 
tive wire,  since  the  latter  wire  combines  with  the  equivalent 
quantity  of  chlorine  which  is  liberated  at  this  point.  Let  Ag  + 
represent  the  positive  silver  wire,  or  zincode,  by  which  the  cur- 
rent is  conveyed  into  the  melted  chloride,  and  — Ag  the  negative 
wire : if  the  brackets  in  the  upper  row  of  symbols  which  follow 
indicate  the  combination  before  the  passage  of  the  current,  the 
lower  ones  will  show  the  arrangement  after  the  occurrence  of  the 
decomposition : — 

-Ag  1 AgCl  AgCl  AgCl  | Ag  + 

AgAg  | ClAg  ClAg  ClAg  | 

An  examination  of  the  products  furnished  by  the  electrolytic 
decomposition  of  aqueous  solutions  of  the  oxysalts  (or  salts  formed 
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from  acids  which  contain  oxygen),  exhibits  results  which  appear 
to  be  at  variance  with  the  statement  that  the  components  of  an 
electrolyte  are  separated  in  equivalent  proportions — but  further 
investigation  shows  that  they  are  strictly  in  accordance  with  it; 
these  experiments  also  lead  to  very  interesting  conclusions  which 
have  an  important  bearing  upon  the  theory  of  salts  in  general. 

When  a solution  of  an  oxysalt  such  as  sodic  sulphate  is  sub- 
mitted to  electrolysis,  a quantity  of  acid  accumulates  around  the 
positive  plate,  and  of  alkali  around  the  negative  plate ; whilst  at 
the  same  time  both  oxygen  and  hydrogen  are  set  free.  The  pro- 
portions of  each  may  be  determined  by  means  of  a diaphragm 
apparatus,  in  which  the  products  of  decomposition  can  be  kept 
separate  from  each  other,  and  the  gases  which  are  evolved  can  be 
separately  collected.  Such  an  apparatus  was  contrived  by  Daniell, 
and  is  represented  in  fig.  236.  a and  b are  the  two  halves  of  a 


Fig.  236. 


stout  glass  cylinder,  which  are  fitted  by  grinding  upon  a hollow 
ring  of  glass,  c ; the  two  rims  of  this  'ring  are  ground  down  to  a 
grooved  shoulder,  so  as  to  allow  a thin  piece  of  bladder  to  be  tied 
over  each  end  of  the  ring,  which  is  thereby  converted  into  a kind 
of  drum ; at  k is  a small  hole  through  which  the  canty  thus 
formed  can  be  filled  with  liquid  ; n and  e arc  two  bent  glass  tubes 
for  carrying  off  the  gases  evolved  during  electrolysis  ; g and  h are 
two  large  platinum  electrodes,  which  pass  through  corks  in  the 
necks  of  the  cylinder,  and  can  be  connected  with  the  battery  by 
means  of  the  wires,  /,  i.  The  apparatus  thus  forms  three  com- 
partments, which  may  be  filled  with  the  liquid  for  experiment, 
and  the  whole  may  be  supported  in  a frame  of  wood.  By  the 
employment  of  this  apparatus,  it  is  found  that  while  a quantity 
of  acid  accumulates  at  the  ziucode,  an  equivalent  amount  of 
alkali  is  set  free  at  the  platinode.  At  the  same  time,  a quantity 
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of  gas  is  also  emitted  from  eacli  electrode,  that  from  the  zincode 
being  oxygen,  and  that  from  the  platinode,  hydrogen.  Upon  placing 
a voltameter  in  the  course  of  the  circuit,  it  is  found  that  a quan- 
tity of  gas  is  emitted  from  the  saline  liquid,  exactly  equal  to  that 
obtained  from  the  Aroltameter ; and  upon  neutralizing  the  acid  and 
alkali,  they  likewise  are  in  equivalent  proportions  to  the  gas  which 
is  emitted  (Daniell,  Phil.  Trans.  1839,  p.  97,  and  1840,  p.  209).* 
Suppose  that  the  gas  collected  in  the  voltameter  amount  to  22'$ 
cubic  centimetres  (or  the  quantity  yielded  by  1 8 mgrms.  of  water 
at  o°  C.  and  760“™'  barometric  pressure),  the  united  quantity  of 
oxygen  and  hydrogen  from  the  solution  of  sodic  sulphate  would 
be  the  same, — and,  in  addition,  one  equivalent  in  mgrms,  or  142 
mgrms.  of  sodic  sulphate  would  be  decomposed ; 62  mgrms.  of 
soda  (Na20)  would  apparently  be  liberated  at  the  platinode,  and 
80  mgrms.  of  sulphuric  anhydride  (S03)  at  the  zincode.  Upon 
substituting  a voltameter  of  fused  plumbic  chloride  in  the  circuit 
for  one  containing  diluted  sulphuric  acid,  and  still  continuing  to 
transmit  the  current  through  the  solution  of  sodic  sulphate,  it 
was  found  that  for  every  equivalent  of  plumbic  chloride  which  was 
decomposed,  1 equivalent  of  the  mixed  gases  was  evolved  from  the 
saline  solution,  and  at  the  same  time  1 equivalent  of  the  sulphate 
was  decomposed.  What  is  observed  in  the  case  of  sodic  sulphate 
holds  good  also  with  the  oxysalts  of  the  alkalies  and  earths 
generally. 

(286)  Bearing  of  Electrolysis  on  the  Binary  Theory  of  Salts. — 
It  is  a fundamental  law  of  voltaic  action,  that  the  amount  of  force 
circulating  in  any  circuit  at  the  same  time,  ife  equal  in  every  ver- 
tical section  of  the  circuit,  and  consequently  its  decomposing 
energy  in  each  section  must  also  be  equal  •,  yet  in  the  case  of 
sodic  sulphate,  there  appears  to  be  in  the’  saline  solution  twice 
the  amount  of  decomposition  that  occurs  in  the  adjacent  volta- 
meter, though  both  are  transmitting  the  entire  current  from  the 
battery.  A satisfactory  and  complete  explanation  of  this  anomaly 
is,  however,  afforded  by  the  binary  theory  of  salts  in  the  following 
manner : — 

Upon  the  binary  theory  of  salts,  the  component  ions  of  sodic 


* This  observation  is  strictly  true,  as  I have  found  by  numerous  careful 
repetitions  of  these  experiments,  although,  as  Magnus  (Poyy.  Annul,  cii.  i) 
has  pointed  out,  when  the  quantity  of  acid  and  alkali  becomes  considerable  in 
the  two  cells,  the  liberated  acid  and  alkali  each  transmit  a portion  of  the 
current  as  well  as  the  sodic  sulphate,  so  that  if  the  experiment  be  unduly  pro- 
longed, the  proportion  of  the  acid  and  base  set  free  is  less  than  that  which 
theory  requires. 
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sulphate  are  not  soda  and  sulphuric  anhydride  (Xa20,S03)  but 
sodium  and  sulphion  (a  compound  of  4 atoms  of  oxygen  and  I of 
sulphur),  the  compound  being  sodic  sulphionide  (Na2,S04) ; and 
such  it  proves  to  be  under  the  influence  of  electrolysis,  sodium 
being  liberated  at  the  platinode,  -whilst  sulphion  appears  at  the 
zincode.  Sodium,  however,  cannot  exist  in  the  presence  of  water  ; 
the  metal  immediately  takes  oxygen,  and  becomes  converted  into 
soda ; 2Na„  + 4H„0  yielding  4N aHO  + 2H3 : the  alkali  is  dissolved 
in  the  liquid,  whilst  the  hydrogen  escapes  as  gas.  Sulphion  is 
equally  unable  to  exist  in  the  separate  form ; it  combines  with 
hydrogen,  2 H30  4-  2S04  becoming  02  + 2H2S04,  while  oxygen 
escapes,  and  sulphuric  acid  is  formed : and  since  both  sodium 
and  sulphion  are  liberated  in  equivalent  proportions,  the  quantity 
of  water  decomposed  is  also  equivalent  to  the  quantity  of  salt 
electrolysed. 

On  the  foregoing  view,  therefore,  the  evolution  of  oxygen  and 
hydrogen  during  the  decomposition  of  such  saline  solutions  is  a 
secondary  action.  If  a solution  of  a salt  of  a metal  which,  like 
copper  or  lead,  does  not  decompose  water  at  ordinary  tempera- 
tures, be  substituted  for  one  of  sodic  sulphate  as  the  electrolyte, 
no  hydrogen  should  be  evolved,  but  the  metal  itself  should  appear 
upon  the  platinode ; whilst  if  the  other  constituent  of  the  salt  be 
one  which,  like  chlorine,  is  unable  to  take  hydrogen  from  water 
at  common  temperatures,  no  oxygen  should  be  emitted.  Accord- 
ingly, upon  making  the  experiment  with  a solution  of  cupric  or 
plumbic  chloride,  the  salt  is  resolved  iuto  metallic  copper  or 
metallic  lead,  and  chlorine  gas,  but  no  oxygen  or  hydrogen  is 
liberated.  These  observations  will  explain  the  reason  that  although 
water,  when  pure,  is  scarcely  decomposed  by  the  current  from  1 00 
cells  or  upwards,  yet  it  appears  iustantly  to  become  a good  elec- 
trolyte on  the  addition  of  a few  drops  of  acid,  or  of  solution  of  a 
salt  of  an  earth  or  an  alkali;  for  upon  the  addition  of  the  salt,  it 
is  this  body  which  is  decomposed,  and  the  water  is  then  resolved 
into  oxygen  and  hydrogen  by  a secondary  (tctiOn  in  the  manner 
already  explained.  Sulphuric  acid  in  solution  is  in  like  manner 
resolved  into  hydrogen  and  sulphion,  H2  and  S04.  In  neither 
case  is  the  water  directly  electrolysed.  This  observation  also  ex- 
plains a circumstance  which  much  perplexed  the  earlier  experi- 
menters upon  the  chemical  action  of  the  voltaic  pile.  In  all  ex- 
periments in  which  water  was  decomposed,  both  acid  and  alkali 
were  invariably  found  to  be  liberated  at  the  electrodes,  although 
distilled  water  was  employed;  and  hence  it  was  believed  for  some 
time  that  the  voltaic  current  had  some  mysterious  power  of  gene- 
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rating  acid  and  alkaline  matter.  The  true  source  of  these  com- 
pounds, however,  was  traced  by  Davy  [Phil.  Trans.  1807,  2), 
who  showed  that  they  proceeded  from  impurities  contained  either 
in  the  water  employed,  or  in  the  vessels  made  use  of,  or  in  the 
atmosphere  itself.  Having  proved  that  ordinary  distilled  water 
always  contains  traces  of  saline  matter,  he  redistilled  it  at  a tem- 
perature below  the  boiling-point,  in  order  to  avoid  all  risk  of  car- 
rying over  salts  by  splashing  : he  found  that  when  he  used  marble 
cups  to  contain  the  water  for  decomposition,  the  acid  was  the 
hvdrochloric  and  the  alkali  was  soda,  both  derived  from  sodic 
chloride  present  in  the  marble  itself ; when  agate  cups  were  used 
to  contain  the  water,  he  obtained  silica ; and  when  he  used  gold 
vessels,  he  procured  nitric  acid  and  ammonia,  which  he  traced  to 
atmospheric  air ; by  operating  in  vacuo,  the  quantity  of  acid  and 
alkali  was  reduced  to  a minimum,  but  the  decomposition  then  was 
almost  arrested,  although  he  operated  with  a battery  of  50  pairs 
of  plates  4 inches  (10  centimetres)  square.  Hence  it  is  manifest 
that  water  itself  is  not  an  electrolyte,  but  it  is  enabled  to  convey 
the  current  if  it  contain  only  faint  traces  of  saline  matter. 

The  following  table  will  illustrate  the  manner  in  which  saline 
bodies  may  be  classified  in  relation  to  their  mode  of  electric  de- 
composition ; the  anion  indicating  the  electro-negative,  the  cathicn 
the  electro-positive  component. 


A,  Simple  ...  . 

• 1 

Simple  Anion 

Simple  Cathion  

| Ag.Cl. 

d 

ri.  Simple  Anion  

Compound  Cathion  

J H4N,C1. 

gj 

0 

a 

2.  Compound  Anion  

Simple  Cathion 

} k,no3. 

B,  Complex  ...  - 

3.  Compound  Anion  

' Compound  Cathion  ...  

j H4N,C2H302. 

j6 

* f. 

j 

T.  Compound  Anion  

Simple  Cathions  

} Na3IP04. 

'o  J 

04 

a 

2.  Compound  Anion  ... 

k Simple  and  Compound  Cathions 

j (Na,H,H4N),PO 

TVTien  solutions  of  the  monobasic  salts  arc  the  subjects  of 
electrolysis,  the  proportion  of  acid  and  base  liberated  is  in  single 
equivalents  for  example  a solution  of  potassic  nitrate  yields  one 
atom  of  potash  and  1 of  nitric  acid,  for  each  atom  of  fused  argentic 
chloride,  which  is  decomposed  in  a separate  voltameter  included 
in  the  same  circuit.  2 AgCl,  and  2 KNO3  + 3 H20  become  respec- 
tively separated  into  Ag2  with  Cl2,  and  H„  + 2 KHO  with  2 IiN03 
+ 02. 
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When  an  aqueous  solution  of  a dibasic  salt,  such  as  sodic 
sulphate  (Na2S04),  is  submitted  to  electrolysis,  for  each  atom  of 
the  salt  decomposed,  2 atoms  of  argentic  chloride  would  simul- 
taneously undergo  electrolysis,  if  included  in  the  same  circuit ; 
2 AgCl  becoming  Ag2  and  Gl2,  while  Na2S04  + 3 H50  yield 
2NaHO  + H2  at  the  platinode,  together  with  H2S04  + 0o,  which 
appear  at  the  zincode. 

Again,  1 atom  of  fused  plumbic  iodide  Pbl2  would  undergo 
decomposition,  whilst  2 atoms  of  argentic  chloride  would,  if  in- 
cluded in  the  same  circuit,  be  at  the  same  moment  resolved  into 
its  elements ; 2 AgCl  becoming  Ag2  and  Cl2,  whilst  Pbl2  yield 
Pb  and  I2. 

In  an  analogous  manner  when  a tribasic  salt,  such  as  trisodic 
phosphate  (Na3P04),  is  subjected  to  electrolysis,  the  same  current 
which  would  decompose  2 atoms  of  the  phosphate  would  simul- 
taneously liberate  the  chlorine  and  silver  from  6 atoms  of  argentic 
chloride  in  the  voltameter ; 6 AgCl  becoming  3 Ag.,  and  3 Cl2,  and 
at  the  same  time  2Na3P04  + 9 II20  yield  6 NaHO  and  3 H,  at 
the  platinode,  whilst  2 II3P04  and  3 O appear  at  the  zincode. 

It  will  be  seen  that  the  proportion  of  the  various  elements 
set  free  by  electrolysis  corresponds  in  each  case  to  the  equivalent, 
but  not  to  the  atomic  weight. 

This  principle  may  be  still  further  exemplified  in  other  modifi- 
cations of  the  phosphates.  When  a solution  of  1 atom  of  sodic 
pyrophosphate  (Na4P207)  with  6 atoms  of  water  (6  II00)  is  elec- 
trolysed, 4 atoms  of  argentic  chloride  are  decomposed  in  the  volta- 
meter, whilst  qNallO  and  2 II2  male  their  appearance  at  the 
platinode  of  the  diaphragm  cell,  and  H4P20.  with  02  are  set  free  at 
the  zincode.  When  a solution  of  2 atoms  of  sodic  metaphosphate 
2 (NaPOs)  is  decomposed  with  3 atoms  of  water  (3  H0O),  2 atoms 
of  argentic  chloride  are  electrolysed  in  the  voltameter,  whilst 
2 NallO  and  H2  appear  at  the  platinode  of  the  diaphragm  cell,  and 
2 HP03withO  is  liberated  at  the  zincode.  In  each  case  the  phosphoric 
acid  thus  transferred  preserves  its  tribasic,  tetrabasic,  or  monobasic 
character,  according  to  the  nature  of  the  salt  which  was  electrolysed. 

The  results  of  the  electrolysis  of  the  monobasic  and  polybasic 
oxysalts,  it  will  thus  be  seen,  admit  of  a simple  explanatiou  upon 
the  binary  theory.  The  results  of  the  decomposition  of  the  basic 
salts  arc  not,  however,  so  easily  reconciled  with  this  view.  Ac- 
cording to  E.  Becquerel,  when  basic  salts  arc  decomposed, — for 
each  atom  of  argentic  chloride  in  the  voltameter,  1 atom  of  a mono- 
basic acid  is  liberated  at  the  zincode,  whilst  all  the  atoms  of  base 
which  were  previously  in  combination  with  the  acid  arc  liberated 
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at  the  platinode.  My  own  experiments  upon  this  point  confirm 
this  view,  although  from  a numerous  series  of  trials  on  the  basic 
nitrites,  basic  nitrate,  and  basic  acetates  of  lead,  I always  obtained 
a smaller  quantity  of  plumbic  oxide  and  of  metallic  lead  than  was 
required  by  theory,  if  this  law  held  good  : probably  this  deficiency 
was  due  to  the  secondary  action  of  the  solution  upon  the  liberated 
oxide.  When,  for  example,  the  tribasic  plumbic  acetate  (Pb  2 PbO, 
2 C2H302)  was  decomposed,  employing  as  the  electrodes  plates  of 
lead  instead  of  plates  of  platinum,  for  every  2 atoms  of  acetion 
(C2H302)  which  appeared  at  the  zincode,  somewhat  less  than  I atom 
of  metallic  lead  and  2 atoms  of  oxide  of  lead  appeared  at  the  pla- 
tinode : so  that  the  salt  appeared  to  have  undergone  decomposition 
into  Pb  + 2 PbO  and  2 C2H302.  It  is  difficult  to  reconcile  the 
idea  of  an  ion  consisting  of  Pb  + 2 PbO*  with  the  binary  theory. 
The  most  probable  explanation  appears  to  be  this  : viz.,  that  the 
plumbic  oxide  is  attached  to  the  normal  acetate  in  a manner 
analogous  to  water  of  crystallization,  and  that  the  normal  acetate 
is  the  true  electrolyte,  wffiilst  the  oxide  is  left  upon  the  electrode 
in  the  insoluble  form  as  soon  as  the  acid  which  kept  it  in  solu- 
tion is  removed.  A similar  explanation  may  be  applied  to  the 
case  of  other  soluble  basic  salts. 

Faraday’s  principle,  * that  if  the  same  pair  of  elements  unite 
with  each  other  to  form  more  than  one  compound,  it  is  only  the 
compound  which  contains  one  atom  of  each  element  that  admits 
of  electrolysis/  although  generally  true,  if  we  substitute  the  ex- 
pression equivalent  for  that  of  atom,  cannot,  however,  be  laid 
down  as  a law  of  electric  decomposition.  It  occasionally  happens 
that  two  different  electrolytes  containing  the  same  elements  exist. 
Both  cupric  chloride  (CuCl2)  and  cupreous  chloride  (CuCl),  for 
example,  are  electrolytes.  When  a current  of  given  strength  is 
transmitted  successively  through,  i,  a solution  of  cupric  sulphate ; 
2,  a solution  of  cupric  chloride;  and  3,  fused  cupreous  chloride, — 
decomposition  takes  place  simultaneously  in  each ; but  for  each 
atom  of  cupric  sulphate  resolved  into  Cu  and  SO,t  one  of  cupric 
chloride  is  decomposed  into  Cu  and  Cl2,  and  two  of  cupreous  chlo- 
ride into  Cu2  and  Cl2;  so  that  for  each  atom  of  copper  sepa- 
rated at  the  platinode  from  the  solution  of  the  sulphate,  and  from 


* E.  Becquerel  considered  that  he  had  obtained  a new  suboxide  of  lead  by 
the  electrolysis  of  its  basic  salts,  but  this  appears  to  be  an  error.  It  is  a 
mere  mixture  of  metallic  lead  with  plumbic  oxide,  for  the  solution  of  the 
normal  plumbic  acetate  quickly  dissolves  the  oxide  and  leaves  the  metallic  lead  ; 
and  the  proportion  of  oxide  to  the  metallic  lead  varies  according  to  the  nature  of 
the  salt  operated  upon. 
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the  cupric  (or  ordinary)  chloride,  2 atoms  of  copper  are  liberated 
from  the  cupreous  chloride. 

If  cupric  sulphate  be  used  as  the  measure  of  the  voltaic  action, 
Buff  ( Liebig’s  Annal.  ex.  257)  considers  when  fused  molybdic  anhy- 
dride is  electrolysed,  that  for  each  atom  of  cupric  sulphate  resolved 
into  Cu  and  S04,  1 atom  of  molybdic  anhydride  (Mo03)  furnishes 
1 atom  of  oxygen  and  1 of  Mo02,  and  in  like  manner  1 atom  of 
fused  vanadic  anhydride  (V03)  furnishes  1 of  oxygen  and  1 of 
V02.  Fused  potassic  dichromate  (K2Cr207,  or  K2Cr0vCr03)  is 
also  an  electrolyte,  and  it  is  decomposed  partially  into  K2  and 
CrOp  and  partially  into  Cr203  and  03. 

The  same  current  which  liberates  3 atoms  of  metallic  copper 
from  3 of  cupric  sulphate,  will  successively  resolve  1 atom  of 
aluminic  chloride  (A1„C16)  into  Al2  and  Clc,-6  of  cupreous  chloride, 
6 CuCl,  into  Cu6  and  Cl6,  and  2 of  chromic  anhydride,  2 Cr03, 
into  Cr203  and  03.  And  it  may  be  stated  generally,  as  indicated 
by  E.  Becquerel,  that  each  equivalent  of  electricity  causes  the 
evolution  of  one  equivalent  of  the  electro-negative  element,  or 
anion,  upon  the  positive  electrode. 

When  more  than  one  salt  is  present  in  a solution,  the  current, 
when  below  a certain  strength,  decomposes  only  one  of  them,  the 
best  conductor  being  decomposed  when  the  current  is  feeble ; but 
when  the  intensity  of  the  current  passes  a certain  limit,  a portion  of 
the  inferior  conductor  also  experiences  decomposition.  This  limit 
to  the  intensity  of  the  current,  according  to  Magnus  ( Pogg . Ann. 
cii.  loc.  cit.),  varies  with  the  size  of  the  electrodes,  and  with  the 
distance  between  them,  as  well  as  with  the  proportion  in  which 
the  different  electrolytes  arc  mixed.* 

(287)  Unequal  Transfer  of  Ions  during  Electrolysis. — A curious 
circumstance  in  relation  to  the  proportion  in  which  the  ions  of 
the  electrolyte  travel  towards  the  respective  electrodes,  was  re- 
marked in  the  course  of  these  investigations  on  the  decomposition 
of  saline  solutions.  It  was  perhaps  natural  to  expect  that,  if  a 
solution  undergoes  electrolytic  decomposition,  for  each  equivalent 
of  the  compound  decomposed,  its  component  ions  should  be 
transferred  to  each  electrode  in  the  exact  proportion  of  half  an 
equivalent  of  each,  although  a whole  equivalent  was  liberated  in 
the  manner  shown  at  No.  2 in  the  scheme  which  follows : — 


* The  results  obtained  by  Magnus  upon  the  decomposition  of  iodic  acid, 
stannic  chloride,  and  some  other  bodies,  appear  to  be  only  secondary  actions, 
not  produced  by  the  direct  electrolysis  of  these  compounds,  and  consequently 
they  do  not  admit  of  being  applied  to  the  general  theory.  This,  indeed,  has 
already  been  pointed  out  by  Huff. 
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In  this  scheme  it  is  supposed  that  cupric  sulphate  is  the  elec- 
trolyte, each  atom  of  copper  represented  by  the  symbol  Cu  being 
in  combination  with  the  atom  of  sulphion  represented  by  SOt  im- 
mediately beneath  it.  Let  a a indicate  the  position  of  a diaphragm 
of  bladder  separating  two  equal  quantities  of  the  solution  which  in 
No.  i are  supposed  to  be  in  their  normal  state.  Let  No.  2 repre- 
sent the  same  solution  after  it  has  undergone  electrolysis  ; an  equi- 
valent of  copper  having  been  set  free  at  the  platinode,  and  one  of 
sulphion  at  the  zincode.  It  was  not  unnatural  to  expect  that  this 
result  would  have  been  attained  by  the  transfer  of  half  the  quantity 
of  copper  into  the  division  containing  the  platinode,  whilst  half 
its  equivalent  of  sulphion  passed  towards  the  zincode  in  the  man- 
ner represented.  Experiment,  however,  shows  that  such  a sup- 
position is  erroneous,  and  that  the  decomposition  more  commonly 
happens  in  the  mode  represented  in  No.  3,  in  which  case  the  whole 
amount  of  the  anion  is  transferred  to  the  zincode,  leaving  the  corre- 
sponding equivalent  of  cathion  uncombined,  at  the  platinode.  Some- 
times when  the  oxide  of  a metal  is  soluble  in  water,  the  transfer  of 
a small  quantity  of  the  cathion  takes  place  towards  the  plati- 
node, but  the  quantity  of  the  cathion  and  the  anion  set  free  are 
always  in  equivalent  proportions  to  each  other  (Daniell  and 
Miller,  Phil.  Trans.  1844,  16).  Acids,  whether  they  be  soluble  in 
water  or  not,  always  travel  towards  the  zincode  in  proportions 
larger  than  the  metals  which  are  united  with  them  pass  towards 
the  platinode. 

D’ Almeida  {Ann.  de  Chimie,  III.  li.  263)  attributes  these  re- 
markable irregularities,  which  occasion  much  inconvenience  in 
electro-plating,  to  the  development  of  free  acid  around  the  zincode. 
He  considers  that  the  acid,  owing  to  its  superior  conducting  power, 
conveys  a large  proportion  of  the  current,  and  that  the  metal  is 
then  reduced  upon  the  platinode  by  the  hydrogen,  at  the  moment 
• of  its  liberation.  He  finds  that  when  the  solutions  are  strictly 
neutral  the  inequality  of  transfer  is  scarcely  perceived.  Strictly 
1 neutral  solutions  of  copper  and  zinc,  when  decomposed  between 
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electrodes  of  copper  or  zinc  respectively,  become  acid  during  the 
operation,  because  the  metal  at  the  zincode  is  not  dissolved  quite  so 
rapidly  as  it  is  separated  at  the  platinode,  and  consequently  a little 
free  acid  accumulates  around  the  zincode,  and  occasions  the 
irregularity  in  transfer  of  the  ions  which  we  are  now  considering. 
When  a current  traverses  a saline  solution  kept  constantly  acid 
m the  zincode  cell,  whilst  the  platinode  is  maintained  constantly 
neutral,  the  salt  is  transferred  unequally,  the  zincode  becoming 
least  impoverished ; but  if  the  solution  be  kept  neutral  around  the 
zincode  whilst  it  is  maintained  alkaline  around  the  platinode,  the 
result  is  reversed,  and  the  impoverishment  of  the  platinode  is  the 
least  marked. 

This  explanation  of  D '’Almeida  is  confirmed  by  the  subsequent 
researches  of  Magnus.  Iiittorf  ( Pogg . Annal.,  lxxxix.  177,  and 
xcviii.  1)  gives  a different,  and,  as  it  seems  to  me,  an  improbable 
and  complicated  theory  for  the  explanation  of  these  results  ; but  his 
experiments  appear  to  be  consistent  with  those  already  quoted. 

(288)  Electrovection,  or  Electrical  Endosmose. — It  was  observed 
many  years  ago  by  Porrett,  when  water  was  placed  in  a diaphragm 
apparatus,  one  side  of  which  was  connected  with  the  positive,  and 
the  other  side  with  the  negative  electrode  of  the  battery,  that  a 
considerable  portion  of  the  liquid  was  transferred  from  the  positive 
towards  the  negative  side  of  the  arrangement.  It  has  since  been 
found  that  the  same  result  occurs  in  a minor  degree  when  saline 
solutions  are  electrolysed,  and,  generally,  the  greater  the  resistance 
which  the  liquid  offers  to  electrolysis  the  greater  is  the  amount 
which  is  thus  mechanically  carried  over.  From  numerous  experi- 
ments I have  found  that  in  all  these  cases  the  water  carries  with 
it  a proportion  of  the  salt  which  it  holds  in  solution.  It  appears  i 
from  the  researches  of  Wiedemann  ( Pogg . Annal. , lxxxvii.  321), 
which  have  been  confirmed  by  those  of  Quincke,  that  the  amount 
of  liquid  transferred,  cceteris paribus,  is  proportioned  to  the  strength 
or  intensity  of  the  current ; that  it  is  independent  of  the  thick- 
ness of  the  diaphragm  by  which  the  two  portions  of  liquid  are 
separated ; and  that  when  different  solutions  are  employed,  the 
amount  transferred  in  each  case,  by  currents  of  equal  intensity,  is 
directly  proportional  to  the  specific  resistance  of  the  liquid. 

This  transfer  has  been  minutely  studied  by  Quincke,  who 
seems  to  have  explained  the  steps  which  attend  its  production  : — 

If  a capillary  tube,  bent  into  the  form  of  the  letter  U,  filled 
with  an  imperfect  conductor,  such  as  alcohol  or  distilled  water,  be 
connected  by  platinum  wires  with  the  inner  and  outer  coatings  of 
a charged  Leyden  jar,  the  level  of  the  liquid  is  raised  in  the 
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negative  limb  and  depressed  in  the  positive  limb.  The  quantity 
of  liquid  which  is  thus  carried  over  is  proportioned  to  the  electro- 
motive power  of  the  arrangement,  and  is  independent  of  the  length 
of  the  tube : he  has  also  found  that  the  quantity  of  liquid  carried 
over  for  equal  charges  is  inversely  as  the  square  of  the  diameter 
of  the  tube.  In  a syphon  tube  of  one  millimetre  diameter,  con- 
nected with  the  two  electrodes  of  a single  cell  of  Grove's  battery, 
distilled  water  rises  o-mmooo6i  in  the  negative  tube. 

If  oil  of  turpentine  or  carbonic  disulphide  be  substituted  for 
water,  and  the  two  platinum  wires  be  connected  with  the  positive 
and  negative  conductors  of  the  electrical  machine,  the  movements 
are  reversed,  the  fluid  rising  in  the  positive  bend.  The  motion  of 
oil  of  turpentine  may,  however,  be  reversed,  if  the  tube  be  lined 
with  sulphur.  If  a diaphragm  apparatus  with  a porous  clay 
septum  be  used,  the  essence  of  turpentine  is  transferred  towards 
the  positive  electrode,  but  if  a diaphragm  of  flowers  of  sulphur, 
compressed  between  two  pieces  of  silk,  be  used,  the  transfer  is 
towards  the  negative  electrode.  It  is  obvious  that  this  transfer  is 
connected  with  the  particular  electrical  condition  assumed  by  the 
containing  vessel  or  diaphragm,  in  relation  to  the  liquid  which  is 
set  in  motion. 

It  has  been  observed  by  Jurgensen,  that  light  particles  of  various 
solids  in  suspension  in  water  are  transferred  in  the  direction  opposite 
to  that  in  which  the  water  is  carried  under  the  influence  of  the 
current ; and  these  motions  are  diminished  by  the  addition  of  any 
salt  or  other  substance  which  increases  the  conducting  power  of 
the  liquid. 

Into  a straight  piece  of  capillary  tube  o-mm'4  in  diameter, 
let  distilled  water  containing  a few  granules  of  starch  in  suspension 
be  placed,  and  let  the  liquid  be  connected  with  the  positive  and 
negative  conductors  of  the  machine,  by  means  of  platinum  wires 
sealed  into  the  tube.  It  will  then  be  seen  that  the  granules  in 
the  centre  of  the  tube  pass  towards  the  negative  electrode,  whilst 
along  the  sides  of  the  tube  a return  current  occurs  towards  the 
other  electrode.  By  increasing  the  rapidity  of  the  rotation  of  the 
machine,  the  central  current  becomes  increased  in  rapidity,  whilst 
that  on  the  surface  becomes  slower,  and  at  length  the  movement 
of  the  suspended  particles  is  reversed,  so  that  all  move  towards  the 
negative  electrode.  The  wider  the  tube,  the  more  difficult  it  is 
to  produce  this  reversal  of  the  current  of  the  particles  at  the 
surface.  Solid  particles  of  the  most  varied  description  exhibit 
these  phenomena,  and  always  in  the  same  order  when  water  is 
employed.  For  example,  whether  finely- divided  gold,  platinum, 
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copper,  iron,  graphite,  quartz,  felspar,  oxide  of  manganese,  asbestos, 
emery,  baked  clay,  sulphur,  lac,  silk,  cotton,  lycopodium,  carmine, 
quill,  paper,  ivory,  air-bubbles,  small  drops  of  oil  of  turpentine  or 
of  carbonic  disulphide  be  used,  the  phenomena  are  in  each  case 
similar. 

If  oil  of  turpentine  be  substituted  for  water,  the  same  bodies 
all  move,  but  the  motions  are  now  towards  the  positive 'electrode, 
with  the  single  exception  of  sulphur. 

Quincke  seems  to  have  found  the  key  to  these  remarkable 
phenomena.  By  employing  granules  of  lycopodium,  which  are 
sufficiently  uniform  in  size,  and  very  nearly  of  the  same  density  as 
water,  he  ascertained  by  watching  their  motion  under  themicroscope, 
that  the  velocity  of  a particle  near  the  axis  of  the  tube  is  propor- 
tional to  the  intensity  of  the  current.  The  following  is  his  ex- 
planation : — 

The  water  near  the  sides  of  the  tube  is  transferred  towards 
the  negative  electrode,  while  all  the  suspended  particles  are 
impelled  towards  the  positive  electrode.  These  two  motions  are 
effected  with  a speed  proportioned  to  the  intensity  of  the  current ; 
but  the  water,  as  there  is  no  other  course  open  to  it,  returns  along 
the  axis  of  the  tube,  and  assists  the  motions  of  the  suspended 
particles.  The  water  on  the  sides  of  the  tube,  on  the  contrary, 
carries  the  particles  in  a direction  opposite  to  that  in  which  they 
are  tending.  When  the  intensity  of  the  electricity  increases,  the 
rapidity  with  which  the  particles  move  increases  more  rapidly 
than  the  motion  of  the  liquid,  because  of  the  increasing  influence  I 
of  the  friction  of  the  sides  of  the  tube  upon  the  moving  water; 
so  that  at  length  a point  is  reached  in  which  the  solid  particles 
move  faster  than  the  opposing  current  of  water. 

In  these  phenomena  the  water  acts  partly  as  a conductor,  partly 
as  an  insulator.  As  a conductor  traversed  by  a current,  the 
cylinder  of  water  acquires  on  its  surface  a quantity  of  free  elec- 
tricity, the  density  of  which  varies  from  one  section  to  another ; 
but  inasmuch  as  the  conducting  power  of  water  is  imperfect,  time 
is  required  for  the  communication  of  the  electricity  of  one  particle 
to  the  adjacent  particles.  Now  a particle  of  water  near  the  side  of 
the  tube  becomes  positively  electric  by  contact  with  the  glass,  and 
its  positive  electricity  tends  to  move  in  the  same  direction  as  the 
positive  electricity  of  the  current ; but  since  the  particle  of  water 
cannot  instantaneously  part  with  its  electricity,  it  is  carried  forward 
in  the  direction  of  the  positive  current : and  these  motions  can 
only  occur  in  imperfect  conductors,  which  retain  their  charge  for 
a sensible  time.  If  a foreign  substance,  such  as  a grain  of  starch, 
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be  suspended  in  the  water,  it  becomes  negatively  electric  by  simple 
contact  with  the  water,  and  independently  of  the  current  from 
the  machine, — water  having  been  shown,  by  Faraday  and  others, 
to  become  positively  electrified  by  friction  with  every  substance 
hitherto  tried ; and  when  two  bodies  become  electric  by  contact, 
the  electricity  which  each  acquires  is  the  same  as  that  developed 
by  rubbing  them  together.  If  a conducting  liquid  be  added  to 
the  water,  these  conditions  of  the  development  of  electricity  by 
contact  are  altered,  and  the  motion  of  the  particles  is  arrested. 

Oil  of  turpentine,  on  the  contrary,  becomes  negative  by  fric- 
tion and  by  contact  with  all  substances  hitherto  tried,  except 
sulphur,  and  consequently  the  direction  of  the  movements  is 
reversed.  (Quincke,  Ann.  de  Chimie,  III.  lxiii.  479.) 

(289)  Secondary  Results  of  Electrolysis. — The  explanation 
already  given  of  the  mode  in  which  the  oxysalts  are  electrolysed 
was  happily  applied  by  Daniell  to  the  elucidation  of  the  origin 
of  the  voltaic  power,  in  a combination  contrived  by  Becquerel 
(262),  which  presents  many  interesting  peculiarities.  If  a porous 
tube  filled  with  nitric  acid  be  plunged  into  a vessel  containing  a 
solution  of  potash,  and  the  wires  of  a galvanometer,  armed  with 
platinum  plates,  be  plunged  one  into  the  nitric  acid,  and  the  other 
into  the  alkaline  solution,  a current  will  circulate ; oxygen  will  be 
emitted  from  the  plate  immersed  in  the  potash,  and  nitrous  acid, 
owing  to  the  absorption  of  hydrogen  by  the  nitric  acid,  will  be 
formed  around  the  other  plate,  whilst  potassic  nitrate  is  slowly 
produced  by  transudation  of  the  two  liquids  through  the  pores  of 
the  diaphragm.  By  connecting  several  of  these  cells  together  in 
succession,  upon  the  principle  of  the  ordinary  battery,  the  power 
may  be  considerably  augmented.  The  decomposition  which 
appears  to  occur  is  represented  by  the  following  symbols,  in  which 
H,N03  indicates  the  nitric  acid,  and  K,IIO  the  potassic  hydrate: 
the  position  of  the  brackets  above  the  symbols  indicates  the  ar- 
rangement before  the  current  is  established,  whilst  after  its 
passage,  the  arrangement  is  supposed  to  be  that  indicated  by 
the  brackets  beneath  : — 

IbN03  H^08  I K,HO  K,HO. 

It  is  particularly  to  be  observed  that  no  development  of  oxygen 
or  of  hydrogen  occurs  upon  the  platinum  plates  until  the  two 
plates  are  united  by  a conducting  wire,  and  it  ceases  as  soon  as 
the  conducting  communication  between  the  plates  is  interrupted  : 
in  the  latter  case  the  polar  arrangement  of  the  particles  is  inter- 
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fered  with,  although  the  reaction  of  the  caustic  potash  upon 
the  nitric  acid  continues.  The  secondary  action  of  the  nitric  acid 
on  the  hydrogen  which  is  set  free  is  necessary  to  the  develop- 
ment of  the  current.  If  sulphuric  acid  be  substituted  for  the 
nitric,  the  hydrogen  is  not  absorbed,  and  no  current  is  obtained, 
probably  because  it  is  neutralized  by  the  counter  current  which 
the  accumulation  of  the  hydrogen  upon  the  platinum  plate  tends 
to  produce  (364). 

The  secondary  actions  of  the  voltaic  current  are  often  of  great 
importance ; they  require  to  be  carefully  distinguished  from  its 
primary  effects.  Secondary  results  are,  in  some  instances,  pro- 
duced by  the  action  of  the  liberated  components  of  the  electrolyte 
upon  the  materials  employed  as  electrodes : for  example,  if  a slip 
of  copper  be  substituted  for  one  of  platinum,  as  the  zincode  of  the 
battery,  and  be  immersed  in  diluted  sulphuric  acid,  cupric  sulphate 
will  be  formed  by  the  combination  of  the  copper  with  the  dis- 
engaged sulphion.  At  other  times,  the  secondary  results  are 
manifested  by  the  reaction  of  the  ion  upon  the  liquid  in  which 
the  electrolyte  is  dissolved,  as  when  the  potassium  or  sodium,  set 
free  at  the  platinode  in  an  aqueous  solution  of  its  salts,  liberates 
hydrogen  by  its  action  upon  the  water ; K5  -f  2 HHO  = H.-,  + 2 KHO. 
In  the  cases  just  cited,  the  chemical  attractions  of  the  disengaged 
ions  are  very  intense,  and  the  secondary  action  is  exactly  propor- 
tioned to  the  primary,  so  that  it  may  be  employed  as  a measure  of 
the  current : but  -when  the  tendency  to  combination  is  more  feeble, 
the  proportion  of  these  secondary  actions  to  the  primary  one  is 
greatly  influenced  by  the  extent  of  surface  exposed  by  the  electrode 
to  the  liquid,  and  by  the  energy  of  the  current,  aud  consequent 
quantity  of  the  ion  disengaged  at  once.  Generally,  the  slower 
the  action,  and  the  larger  the  surface  of  the  electrode,  the  more 
uniform  and  complete  is  the  secondary  action.  These  results  are 
well  exemplified  by  Bunsen's  researches  on  the  isolation  of  the 
more  oxidizable  metals  by  the  voltaic  current.  If  a thin  platinum 
wire  be  used  as  the  platinode  in  a solution  of  chromic  chloride, 
to  convey  the  current  from  4 or  5 cells  of  the  nitric-acid  battery, 
metallic  chromium  may  be  obtained  without  difficulty  ; hut  if  a 
plate  of  platinum  be  employed,  chromic  oxide,  mixed  with  a 
certain  amount  of  hydrogen,  is  liberated  ; in  the  latter  case  the 
metal  has  time  to  decompose  the  wTater  before  fresh  pi  articles  of 
chromium  are  deposited  upon  its  surface. 

In  consequence  of  these  secondary  actions,  the  same  element 
may  sometimes  appear  at  one  electrode,  sometimes  at  the  other, 
as  is  seen  in  the  case  of  nitrogen : if,  for  instance,  a solution  of 
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ammonium  sulphate  be  submitted  to  electrolysis,  it  yields  am- 
monia and  hydrogen  at  the  platinode,  and  a mixture  of  nitrogen 
with  oxygen  is  set  free  at  the  zincode.  The  nitrogen  in  this 
case  is  liberated  as  a secondary  result  of  the  combination  of  a 
portion  of  the  oxygen  with  the  hydrogen  of  the  ammonia.  If 
ammonium  nitrate  be  substituted  for  the  sulphate,  nitrogen  appears 
among  the  gaseous  products  at  both  electrodes,  the  nitric . acid 
being  deprived  of  its  oxygen  by  the  hydrogen  evolved  at  the 
platinode,  and  the  ammonia  of  its  hydrogen  by  the  oxygen  set 
free  at  the  zincode. 

If  a solution  of  plumbic  acetate  be  employed  as  the  electrolyte, 
the  acetic  acid  undergoes  partial  decomposition  from  the  action  of 
the  oxygen  upon  it  at  the  moment  of  its  liberation  at  the  zincode, 
but  at  the  same  time  a portion  of  the  oxygen  also  enters  into  com- 
bination with  some  of  the  plumbic  oxide  contained  in  the  liquid, 
and,  as  Warington  proved,  a deposit  of  plumbic  dioxide  (Pb02)  is 
produced.  Nobili,  who  first  observed  this  phenomenon,  found  that 
if  a polished  steel  plate  be  employed  in  such  a solution  as  the 
zincode  to  the  battery  (4  or  6 cells  of  Grove’s  may  be  employed), 
the  deposit  assumes  the  form  of  a thin  film,  which  exhibits  the 
iridescent  tints  of  Newton's  scale, — the  tint's  varying  according 
to  the  thickness  of  the  film  produced.  Other  experimentalists 
have  modified  the  patterns  which  may  be  obtained  by  these 
metallochrom.es , which  have  been  applied  by  Becquerel  even  to  the 
imitation  of  the  tints  of  flowers ; and  by  varying  the  strength  of 
the  battery  and  of  the  solutions  employed,  he  has  succeeded  in 
producing  some  effects  of  great  delicacy  and  beauty.  Salts  of 
manganese  or  of  bismuth  may  be  substituted  for  those  of  lead, 
Avith  similar  results. 

Many  of  these  secondary  actions  are  very  interesting : Kolbs 
has  devoted  particular  attention  to  the  effects  of  oxygen  when 
liberated  during  electrolysis  ( Proceed . Chem.  Soc.,  iii.  285,  and 
Q.  J.  Chem.  Soc.,  ii.  157).  Hydrochloric  acid,  especially  when 
previously  mixed  with  sulphuric  acid,  is  in  this  manner  partially 
converted  around  the  zincode  into  chloric  and  perchloric  acids  ; 
and  in  an  acid  solution  of  potassic  chloride,  potassic  chlorate  and 
perchlorate  are  formed.  Potassic  cyanide  in  solution,  when  sub- 
jected to  the  voltaic  current,  is  in  like  manner  converted  into  the 
evanate.  A concentrated  solution  of  sal-ammoniac  (H4NC1) 
evolves  hydrogen  at  the  platinode,  but  the  chlorine,  instead  of 
being  liberated  at  the  zincode,  acts  upon  the  sal-ammoniac,  and 
forms  oily  drops  of  the  so-called  chloride  of  nitrogen,  which 
explode  when  touched  by  the  opposite  electrode.  Smee  has 
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shown  that  by  means  of  the  voltaic  current  the  ferroeyanide  may 
be  converted  into  the  ferricyanide  of  potassium.  Kolbe  has, 
further,  ascertained  the  effect  of  the  liberated  oxygen  upon 
various  organic  compounds,  and  by  submitting  potassic  valerate 
(KC5H0O2)  to  electrolysis  he  decomposed  the  radicle  of  valeric 
acid  (C5H0O.,)  which  it  contains,  and  succeeded  in  obtaining  from 
it  a new  substance,  valyl  (C4H9)2,  (or  more  properly  tetryl)  ; a 
new  ether,  (C8HlgO)  tetrylic  ether,  and  a hydrocarbon  (C4Hg), 
apparently  identical  with  oil-gas : and  by  a similar  process  from 
acetic  acid  (HC2H302)  he  obtained  methyl  (CH3)2,  the  homologue 
of  tetryl.  Particular  interest  is  attached  to  these  researches, 
owing  to  the  circumstance  that  in  each  case  the  compounds  ob- 
tained by  the  electrolysis  belong  to  a series  related  to  an  alcohol 
different  from  that  which  was  submitted  to  decomposition.  The 
valerates  thus  yield  an  ether  of  the  tetrylic  series;  and  the 
acetates,  which  are  derivatives  of  wine-alcohol,  furnish  a hydro- 
carbon which  belongs  to  the  wood-spirit  series. 

(290)  Nascent  State  of  Bodies. — It  is  obvious,  from  the  power- 
ful effect  which  oxygen  produces  at  the  moment  of  its  liberation 
from  compounds  during  electrolytic  decomposition,  that  such 
oxygen  must  be  in  a-  condition  very  different  from  that  in  which 
it  exists  when  once  it  has  assumed  the  gaseous  form.  Oxygen  is 
not  insoluble  in  water,  and  it  is  therefore  possible  to  bring  it  in 
small  quantities  at  a time  into  chemical  contact  "with  salts  or 
other  bodies  which  water  may  hold  in  solution.  Oxygen  gas 
may,  however,  be  transmitted  for  an  unlimited  time  through  a 
solution  of  potassic  chloride  without  effecting  the  conversion 
of  any  portion  of  the  chloride  into  chlorate,  or  into  perchlorate  of 
potassium  ; and  yet,  as  has  been  mentioned  in  the  foregoing  para- 
graph, this  change  is  easily  effected  by  oxygen  as  it  escapes  during 
the  electrolysis  of  an  acidulated  solution  of  potassic  chloride. 
Put  it  is  not  necessary  that  oxygen  should  be  liberated  by  the 
agency  of  the  voltaic  battery  in  order  that  it  should  acquire  this 
increase  of  activity.  If  hydrated  nickelous  or  cobaltous  oxide 
be  suspended  in  a solution  of  caustic  potash,  it  will  undergo  no 
change  when  subjected  to  a current  of  oxygen  gas ; but  if  a 
current  of  chlorine  be  substituted  for  the  oxygen,  the  whole  of 
the  metallic  oxide  will  be  converted  into  a brown  sesquioxide  : 
this  change  arises  from  the  action  of  the  chlorine  upon  the  potash, 
during  which  potassic  chloride  is  formed,  whilst  oxygen  is  set  free, 
and  at  the  moment  of  its  liberation  attaches  itself  to  the  nickelous  or 
cobaltous  oxide,  2 KHO  + Cl2  + 2(NiO,  H.,0)  = 2ICCI  + Ni203,3H20. 
Other  substances  besides  oxygen  exhibit  this  peculiarity,  and 
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chemists  have  long  recognized  the  fact  that  bodies,  when  in  this 
nascent  state — that  is  to  say,  when  in  the  act  of  liberation  from 
other  substances — display  more  energetic  attractions  than  they 
show  when  once  obtained  in  the  isolated  form  : — For  example, 
cyanogen  and  chlorine  do  not  enter  directly  into  combination ; 
but  if  cyanogen  at  the  instant  that  it  is  set  free  from  another 
compound,  be  presented  to  chlorine,  the  two  bodies  combine ; so 
that  if  moist  mercuric  cyanide  be  decomposed  by  means  of  chlo- 
rine, chloride  of  cyanogen  may  be  obtained  : the  chlorine  removes 
the  mercury  step  by  step,  and  the  cyanogen  at  the  moment  of 
its  liberation  enters  into  combination  with  another  portion  of 
chlorine.  In  a similar  manner,  sulphur,  when  set  free  from  an 
alkaline  persulphide  in  the  midst  of  a solution  of  hydrochloric 
acid,  combines  with  hydrogen,  and  forms  persulphide  of  hydrogen, 
K2S5-(-  2HC1  = H0S5  + 2KCI,  the  chlorine  taking  the  potassium, 
whilst  the  sulphur  and  the  hydrogen,  both  in  the  nascent  state, 
unite  to  form  a new  compound,  although  their  chemical  attraction 
is  so  slight  that  this  compound  separates  spontaneously  into  sulphu- 
retted hydrogen  and  free  sulphur.  The  process  of  double  decom- 
position is  particularly  applicable  in  cases  where  the  mutual 
attraction  of  the  bodies  which  it  is  desired  to  obtain  in  combina- 
tion is  comparatively  feeble.  It  is  not  impossible  that  this 
superior  chemical  activity  of  bodies  in  the  nascent  state  may 
arise  from  the  fact  that  their  particles  are  individually  electrified 
at  the  moment  of  their  separation  from  a previous  state  of  com- 
bination ; and  that  in  this  condition  they  may  exert  upon  the 
particles  of  dissimilar  contiguous  matter,  a force  of  induction 
which  may  be  the  agent  that  determines  their  chemical  combina- 
tion : if  by  a process  of  double  decomposition  the  particles  of  both 
compounds  were  oppositely  electrified,  combination  might  be  ex- 
pected to  be  proportionately  facilitated : — For  instance,  if  a solu- 
tion of  potassic  sulphide  and  one  of  cupric  chloride  be  mixed, 
they  will  decompose  each  other,  the  sulphur  being  negative,  will 
tend  to  combine  with  the  positive  copper,  and  the  positive  potas- 
sium to  unite  with  the  negative  chlorine.  If  the  brackets  in 
No.  1 represent  the  mode  in  which  the  molecules  are  arranged  on 
the  instant  of  mixture  previous  to  decomposition,  those  in  No.  2 
will  illustrate  the  arrangement  of  the  molecules  after  mutual 
decomposition  has  been  effected  : — 


+ — + — 


+ — + 


2 become 


— + — + 


+ 


+ 


538 


THEORY  OF  ELECTRICAL  ORIGIN  OF 


(291)  Theory  of  the  Electrical  Origin  of  Chemical  Attraction. 
— It  lias  already  been  remarked  (245,  257)  that  whenever  two  dis- 
similar substances,  electrically  insulated,  are  first  brought  into 
contact,  and  are  then  separated  from  each  other,  disturbance  of 
them  electrical  equilibrium  is  produced  ; one  of  the  bodies  becom- 
ing negatively  electrified  whilst  the  other  acquires  a correspond- 
ing charge  of  positive  electricity.  It  is  a well  ascertained  fact, 
that  certain  substances,  by  friction,  acquire  one  kind  of  electricity 
more  readily  than  the  other ; sulphur,  for  example,  when  rubbed 
upon  flannel  or  fur,  becomes  negatively  electric,  whilst  glass,  on 
the  other  hand,  most  readily  assumes  the  positive  state.  hat 
has  been  proved  to  occur  when  masses  of  matter  are  brought 
into  contact  was  supposed  by  Davy  (Phil.  Trans.  1807)  to 
happen  also  when  the  molecules  of  two  dissimilar  substances  are 
brought  within  the  sphere  of  mutual  activity  : he  assumed  ‘ that 
chemical  and  electrical  attractions  depend  upon  the  same  cause, 
acting  in  one  case  on  particles,  in  the  other  on  masses  of  matter 3 
(Phil.  Trans.  1826,  p.  389);  and  all  the  phenomena  of  chemical 
attraction  have  been  referred  to  the  exertion  of  mutual  electrical 
attraction  between  the  atoms  of  each  substance  in  the  compound. 
When,  for  example,  chlorine  and  potassium  are  united,  it  is  sup- 
posed that  each  atom  of  chlorine,  by  contact  with  au  atom  of 
potassium,  becomes  negatively  electrified,  whilst  the  potassium 
becomes  positively  excited ; a certain  portion  of  the  positive  elec- 
tricity from  the  chlorine  uniting  with  a corresponding  amount  of 
negative  electricity  which  is  liberated  from  the  potassium,  thus 
producing  the  light  and  heat  which  attends  the  combination  of 
these  two  bodies  (Berzelius).  Supposing  each  atom  of  both  kinds 
of  matter  to  be  associated  with  equal  quantities  of  both  electrici- 
ties, and  that  the  two  different  electricities  be  represented  by  the 
signs  + and  — , we  may  represent  the  potassium  and  chlorine 
by  symbols ; ( — K + ) indicating  an  atom  of  potassium,  and 
( — Cl  + ) an  atom  of  chlorine.  As  soon  as  the  two  bodies  are 
brought  into  contact,  it  is  supposed  that  the  chlorine  loses  a cer- 
tain amount  of  positive  electricity,  whilst  the  potassium  loses  an 
equal  quantity  of  negative  electricity,  the  change  being  sym- 
bolized thus  (+  tCCl  — ) and  (+  — ).  When  the  potassic  chlo- 
ride is  decomposed  elcctrolytically,  a quantity  of  positive  elec- 
tricity is  transferred  from  the  positive  wire  of  the  battery  to  the 
chlorine,  and  compensates  for  that  which  it  lost  in  the  act  of  com- 
bining ; and  when  this  amount  of  electricity  has  been  restored,  the 
chlorine  no  longer  has  any  tendency  to  remain  in  combination  with 
the  potassium,  and  hence  it  is  set  free  upon  the  positive  plate,  whilst 
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a simultaneous  transfer  of  negative  electricity  to  the  potassium 
occurs  from  the  negative  plate,  and  the  alkaline  metal  is  therefore 
liberated  upon  the  negative  side  of  the  arrangement.  The  electricity 
■which  is  set  free  by  the  battery  is  supplied  by  the  action  of  the 
sulphion  upon  the  zinc,  in  the  cells  of  which  the  batteny  consists. 

The  remarkable  law  discovered  by  Faraday,  that  the  same 
current  of  electricity  when  transmitted  successively  through 
various  electrolytes,  decomposes  each  in  the  proportion  of  their 
respective  chemical  equivalents  (382,  iv.)  adds  greatly  to  the  pro- 
bability of  the  supposition  that  electrical  and  chemical  phenomena 
are  due  to  different  manifestations  of  the  same  agent.  So  strong 
was  DanielFs  conviction  upon  this  point,  that  he  applied  the  term 
current  affinity  to  the  voltaic  current ; since  by  means  of  the  proper 
application  of  conductors,  or  channels  for  the  force,  the  chemical 
attraction  of  a portion  of  zinc  and  sulphuric  acid  at  one  point  could 
he  transferred  to  a distant  spot,  and  could  there  he  made  to  effect 
an  equivalent  amount  of  chemical  decomposition  upon  a different 
compound.  The  chemical  equivalent  of  any  substance  upon  the 
electro- chemical  theory,  is  that  quantity  of  each  body  which  is  asso- 
ciated with  an  amount  of  electricity  equal  to  that  associated  with 
a given  weight  of  some  substance,  such  as  hydrogen,  which  is 
selected  as  the  standard  of  comparison ; the  proportion  of  electricity 
which  is  associated  with  a given  weight  of  any  substance  being  in- 
versely as  its  chemical  equivalent,  not  its  atomic  weight.  Assuming 
the  specific  electricity  of  hydrogen  to  be  represented  by  the  arbi- 
trary number  1000,  the  following  is  given  by  Daniell  ( Introd . to 
Chem.  Phil.,  2nd  Ed.  p.  687)  as  an  approximative  table  of  the 
specific  electricity  (or  quantity  of  electricity  associated  with 
equal  weights)  of  a few  of  the  more  important  elements  and 
compounds : — 


Cathions. 

Equiva- 

lent. 

Specific 

Electricity. 

Anions. 

Equiva- 

lent. 

Specific 

Electricity. 

Hydrogen  ... 

ro 

IOOO 

Oxygen 

8-o 

125 

Potassium  . . . 

39'2 

25 

Chlorine 

35  5 

27 

Sodium 

23'3 

43 

Iodine 

I26'0 

8 

Zinc  

325 

31 

Bromine 

78-3 

12 

Copper 

31-6 

3i 

Fluorine 

187 

55 

Ammouia  ... 

i7'o 

58 

Cyanogen 

26’0 

38 

Potash 

47'2 

21 

Sulphuric  Acid 

40-o 

25 

Soda  

313 

32 

Nitric  Acid  ... 

54'° 

18 

Lime  

28-5 

35 

Chloric  Acid  .. 

75*5 

•3 

Ingenious,  however,  as  is  the  electrical  theory  of  chemical 
attraction,  it  must  be  admitted  that  it  is  far  from  being  free  from 


540 


ELECTRICAL  THEORY  OF  CHEMICAL  ATTRACTION. 


objection  and  difficulty  when  it  is  attempted  to  apply  it  to  all 
cases  of  chemical  action.  It  has  been  already  stated  that  a very 
large  number  of  bodies  exist  which  are  not  susceptible  of  elec- 
trolysis.* Indeed,  the  chief  classes  of  electrolytes  are:  i,  binary 
compounds  of  the  non-metallic  elements  with  the  metals,  such  as 
the  oxides,  chlorides,  iodides,bromides,  and  fluorides;  2,  compounds 
of  bodies  like  cyanogen  with  the  metals,  such  as  the  cyanides 
and  the  sulphocyanides ; and  3,  compounds  of  the  metals  with  the 
oxions  or  radicles  of  the  oxyacids,  such  as  the  nitrates,  sulphates, 
borates,  carbonates,  acetates,  tartrates,  &c.  Now,  so  long  as  a 
compound  consists  of  two  elements  only,  if  it  be  decomposed  at 
all,  there  is  no  difficulty  in  anticipating  the  result  of  the  voltaic 
action; — the  electro-negative  element  will  appear  at  the  zincode, 
and  the  electro-positive  element  at  the  platinode;  yet  there  are 
compounds  consisting  of  two  elements  only  which  are  not  electro- 
lysable,  such,  for  instance,  as  pure  water,  and  sulphur  chloride 
(S2C12).  If  their  particles  be  united  by  electric  opposition,  why 
should  they  not  yield  to  the  current  ? In  the  case  of  more  com- 
plex bodies,  such,  for  example,  as  argentic  nitrate  or  plumbic 
borate,  it  is  not  possible,  a priori,  to  say  how  the  compound 
wrould  yield  under  the  electric  influence.  It  is  quite  clear  in  the 
case  of  a salt,  that  the  power  which  holds  together  the  two  ions  of 
the  salt  in  the  form  of  two  iso-electric  groups  (or  groups  of  equal 
electric  energy),  must  be  of  a different  order  from  that  which 
holds  the  elements  of  its  component  ions  in  combination.  The  tie 
which  binds  together  argentic  nitrate  as  AgN03,  must  be  of  an 
order  different  from  that  wdiich  unites  the  elements  of  nitrion 
(NOs)  together.  Sodic  sulphate,  again,  as  an  electrolyte  is  sepa- 
rable into  Na2  and  S04.  But  neither  nitrion  nor  sulphion  can 
exist  in  the  separate  form  ; how  can  they  become  associated  under 
electric  influence  ? Again,  (SOs)  sulphuric  anhydride,  is  not  an 
electrolyte  when  fused : the  same  thing  may  be  said  of  fused 
boracic  anhydride;  and  examples  of  this  kind  might  be  multi- 
plied almost  without  limit.  Why,  if  chemical  attraction  be  due 
to  the  exertion  of  electric  action,  should  certain  bodies  be  readily 
decomposable  by  the  voltaic  current,  and  why  should  others  of 
less  complex  composition  resist  it  entirely?  At  present,  no  hint 


* A very  numerous  series  of  Grove’s  battery,  amounting  to  poo,  and  in 
some  instances  even  to  950  pairs,  produced  in  the  experiments  of  Lapschin  and 
ri  ichanowitsch  no  effect  on  absolute  alcohol,  ether,  valeric  acid,  oil  of  turpentine, 
carbonic  disulphide,  and  fused  boracic  anhydride  ; fousel-oil  was  scarcely 
acted  on. 
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appears  to  have  been  given  which  offers  any  clue  to  the  solution 
of  these  questions. 

Practical  Applications  of  Electrolytic  Action. 

(292)  Electrotype,  Voltatype,  or  Galvano-Plastics. — Shortly 
after  Daniell  had  invented  his  constant  battery,  he  observed  that 
when  copper  was  deposited  upon  a plate  of  platinum,  it  furnished 
a coherent  sheet  in  which  the  lines  and  irregularities  on  the  surface 
of  the  platinum  were  faithfully  reproduced  upon  the  deposited 
copper ; but  he  made  no  practical  application  of  the  observation. 
In  the  year  1839,  Jacobi,  of  St.  Petersburg,  announced  that  he 
had  discovered  a method  of  making  exact  copies  of  a metallic  sur- 
face in  copper  by  means  of  the  voltaic  battery,  and  shortly  after- 
wards Messrs.  Spencer  and  Jordan,  who  had  each  independently 
arrived  at  a similar  result,  published  the  methods  which  they  had 
employed  for  the  attainment  of  this  object.  The  processes  thus 
disclosed  were  so  simple  and  easy  of  execution  that  they  were  im- 
mediately repeated  with  success ; and  in  the  following  year  Mr. 
Elkington  in  England,  and  M.  Ruolz  in  France,  began  to  apply 
the  voltaic  battery  on  an  extensive  scale  to  the  arts  of  plating  and 
gilding.  Since  this  period  the  voltaic  battery  has  been  most  ex- 
tensively employed  as  a means  of  depositing  not  only  copper,  gold, 
and  silver  from  their  solutions,  but  zinc,  tin,  and  lead,  and  occa- 
sionally platinum  and  nickel : many  other  metals  have  also,  for 
particular  purposes,  been  reduced  from  their  salts  by  its  means. 

For  the  deposition  of  metallic  copper,  a solution  of  the  sulphate 
of  this  metal  is  employed,  but  the  mode  of  using  it  varies  with 
the  object  in  view.  Suppose  that  it  be  desired  to  obtain  a copy  of 
an  engraved  copper  plate ; a wire  or  slip  of  copper  having  been  sol- 
dered to  the  plate  for  the  purpose  of  facilitating  its  connexion  with 
the  battery,  the  back  of  the  plate  is  covered  with  a resinous  varnish, 
by  which  means  this  surface  is  electrically  insulated  from  the  solu- 
tion, and  it  is  thus  protected  from  any  deposit  of  reduced  metal. 
The  plate  thus  prepared  is  connected  with  the  negative  electrode  of 
a voltaic  battery,  consisting  of  three  or  lour  of  Smee’s  or  DanielFs 
cells,  and  immersed  vertically  in  a bath  consisting  of  a solution  of 
cupric  sulphate  (sulphate  of  copper)  slightly  acidulated  and  not  quite 
saturated.  A sheet  of  copper,  equal  in  size  to  the  one  to  be  copied, 
is  suspended  parallel  to  the  latter  in  the  liquid,  and  connected  with 
the  positive  electrode  of  the  battery ; an  immediate  decomposition 
of  the  solution  ensues  ; metallic  copper  is  deposited  upon  the 
entire  surface  of  the  negative  plate,  in  the  form  of  a coherent, 
continuous  sheet,  and  a nearly  corresponding  amount  of  copper  is 
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dissolved  from  the  positive  plate,  so  that  the  liquid  remains  con- 
stantly charged  with  a quantity  of  cupric  sulphate  approximatively 
equal  to  that  originally  employed.  At  the  commencement  of  the 
operation,  care  must  be  taken  to  ascertain  that  the  deposit  occurs  | 
uniformly  over  the  whole  surface  of  the  negative  plate,  for  if  any 
portion  of  it  be  soiled  by  grease  or  resinous  matter,  the  copper 
will  not  be  thrown  down  upon  those  parts : when  once  the  depo- 
sition has  commenced  uniformly,  it  goes  on  without  difficulty. 
If  the  plates  be  suspended  vertically,  the  solution  should  be  fre- 
quently agitated,  for  unless  this  precaution  be  taken,  the  liquid 
around  the  negative  plate  becomes  impoverished,  whilst  that 
around  the  positive  plate  becomes  unduly  saturated  with  the 
copper  salt  (287);  currents  are  then  produced  in  the  liquid,  owing 
to  its  unequal  density,  and  they  occasion  the  formation  of  vertical 
grooves  and  striae  upon  the  back  of  the  sheet  of  deposited  metal. 
This  inconvenience  is  sometimes  obviated  by  supporting  the  two 
plates  in  the  bath  in  a horizontal  position,  the  negative  plate 
being  undermost ; the  positive  plate  must  in  this  case  be  enveloped 
in  flannel,  in  order  to  prevent  the  small  particles  of  metal,  which 
are  constantly  being  detached  from  it,  from  falling  upon  the  lower 
plate,  and  interfering  with  the  regularity  of  the  deposition. 

The  deposit  varies  in  hardness  and  coherence  according  to  the 
number  of  cells  employed  in  the  battery,  the  relative  size  of  the 
plates  of  the  battery  and  those  of  the  depositing  cell,  and  the 
temperature  and  degree  of  concentration  of  the  solution.  The 
more  slowly  the  action  takes  place,  if  the  solution  be  concentrated, 
the  harder  and  more  crystalline  is  the  deposit.  By  modifying  the 
power  of  the  battery,  and  the  strength  of  the  solution,  in  the 
manner  which  experience  soon  indicates,  copper  may  be  obtained 
of  any  desired  degree  of  toughness. 

When  the  deposit  has  attained  the  necessary  thickness,  it  must 
be  detached  at  its  edges  from  the  original  plate,  and  can  then  be 
stripped  off  without  difficulty.  The  thin  film  of  oxide,  or  of  other 
adhering  impurity,  derived  from  the  exposure  even  of  a freshly 
deposited  copper  plate  to  the  air  for  a few  hours,  is  sufficient  to 
prevent  too  intimate  an  adhesion  between  the  plate  and  the  de- 
posit. In  the  electrotype  thus  obtained,  the  lines  which  are  cut 
away  upon  the  surface  of  the  original  plate  are  represented  in 
relief  in  the  copy,  and  if  a fac-simile  of  the  engraving  be  desired, 
a new  deposit  must  be  formed  upon  the  copy  thus  procured  ; in 
this  second  transfer,  an  exact  duplicate  of  the  original  engraving 
will  be  presented.  So  faithfully  does  the  deposit  reproduce  all 
irregularities  upon  the  surface  of  the  matrix  on  which  it  is  de- 
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posited,  that  by  its  means  copies  of  daguerreotype  plates  have 
been  obtained,  in  which  the  original  design  is  accurately  trans- 
ferred to  the  deposit  of  copper,  without  destroying  the  original 
impression.  Many  large  and  valuable  copper  plates,  amongst 
which  are  some  of  those  engraved  for  the  Art  Union,  have  been 
electrotyped  with  success.  Bas-reliefs  of  large  size  have  also 
been  executed,  as,  for  instance,  those  around  the  base  of  the 
pedestal  of  Gutenberg's  statue  at  Strasburg ; but  in  such  cases 
the  positive  electrode  must  be  provided  with  prolongations,  which 
project  into  the  hollows  of  the  mould,  so  as  to  conduct  the  elec- 
tricity into  the  portions  of  liquid  which  they  contain  : without 
this  precaution,  the  deposit  would  either  not  be  produced  at  all 
in  the  prominent  parts,  or  it  would  be  too  thin. 

(293)  Preparation  of  Moulds  for  Electrotyping. — In  copying 
medals  or  other  works  of  art,  it  is  frequently  necessary  to  employ 
casts  of  the  objects,  instead  of  the  original  objects  themselves, 
which  might  be  liable  to  injury  by  immersion  in  the  metallic 
solution.  These  casts  may  be  made  in  fusible  metal,  or  in  stearin, 
in  plaster,  or  gutta  percha.  A mixture  of  2 parts  of  wax,  2 of 
stearic  acid,  and  1 of  plumbago,  is  said  to  give  very  good  results. 
Gore  ( Pharm . Journal,  July,  1855)  recommends  a mixture  of  2 
parts  of  gutta  percha  and  1 part  of  marine  glue ; the  materials 
are  to  be  cut  up,  and  the  glue  melted  at  a gentle  heat  and  incor- 
porated with  the  gutta  percha.  The  paste  is  to  be  applied  whilst 
soft,  with  a pressure  gradually  increasing,  to  the  surface  of  the 
medal  or  other  object  which  it  is  desired  to  copy.  In  certain 
cases  an  impression  of  the  object  to  be  copied  is  obtained  in  sheet 
lead  by  the  application  of  strong  pressure.  In  every  instance, 
before  proceeding  to  effect  the  metallic  deposition,  the  back  of 
the  mould,  if  made  of  metal,  or  of  a conductor  of  electricity, 
must  be  coated  with  a resinous  varnish,  or  with  some  non-con- 
ducting matter.  When  moulds  of  plaster  of  Paris  are  employed, 
they  must  be  rendered  impervious  to  moisture  by  immersion  in 
melted  wax  or  tallow ; after  which  the  surface  to  be  copied  is 
endued  with  the  power  of  conducting  electricity,  by  applying 
finely-powdered  plumbago,  of  good  quality,  to  the  surface  by 
means  of  a brush  ; taking  care  that  every  portion  of  the  surface 
to  be  copied  is  completely  coated  by  it.  The  cast  is  then  con- 
nected with  the  negative  wire  of  the  battery  by  means  of  a strip 
of  sheet  lead,  or  a copper  wire,  which  is  in  electric  contact  with 
some  portion  of  the  black-lead  surface.  Impressions  of  seals  in 
sealing  wax,  stamps  in  relief  upon  pasteboard  or  paper,  and  the 
engraved  blocks  used  for  wood-cuts,  after  they  have  been  thus 
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rendered  conductors  upon  the  surface,  may  be  electrotyped  with 
facility.  Even  glass  may  be  rendered  a conductor  by  the  use  of 
one  of  the  methods  of  depositing  silver  upon  its  surface.  Leaves, 
flowers,  fruits,  and  insects  have  also  been  coated  with  copper,  or 
with  silver,  by  the  electrotype  process.  A mode  of  producing  a 
conducting  surface  upon  these  articles,  due  to  Capt.  Ibbetson, 
consists  in  immersing  them  in  a weak  solution  of  phosphorus, 
either  in  carbonic  disulphide  or  in  ether,  allowing  the  solvent  to 
evaporate  from  the  surface,  and  then  plunging  the  objects  into  a 
solution  of  argentic  nitrate ; the  phosphorus  left  upon  the  surface 
reduces  a very  thin  film  of  silver  upon  the  superficial  portions  of 
the  objects,  sufficient  to  enable  them  to  receive  the  deposit  from 
the  battery,  if  they  be  properly  connected  with  the  negative  wire, 
and  submitted  in  a metallic  bath  to  the  action  of  the  electric 
current.  Steel  plates  cannot  be  copied  by  immersing  them  in  a 
hath  of  cupric  sulphate,  because  the  steel  and  the  sulphate  act 
chemically  on  each  other,  and  thus  the  engraving  would  be 
destroyed.  This  difficulty  has  been  overcome  by  electrotyping 
them  first  in  silver,  which  can  be  deposited  upon  the  steel  with- 
out injury,  and  upon  this  silver  matrix  a copper  fac- simile  of  the 
original  plate  can  afterwards  he  obtained.  More  recently  Weil 
has  shown  that  an  alkaline  solution  of  tartrate  of  copper  may  be 
employed  for  depositing  at  once  on  cast  iron  or  steel.  Xo  battery 
is  needed,  hut  the  articles  are  simply  suspended  by  zinc  wires  in 
the  bath. 

For  the  electrotyping  of  small  objects,  such  as  coins  or  medals, 
it  is  not  necessary  to  use  a separate  voltaic  battery,  since  the 
depositing  cell  itself  may,  in  the  following  mannei-,  be  converted 
into  a voltaic  couple  of  sufficient  power  to  decompose  cupric 
sulphate  : — Let  a glass  cylinder’,  such  as  the  chimney  of  an  argand 
gas-burner,  be  closed  below  by  a plug  of  plaster  of  Paris,  and  be 
supported  in  a vessel  containing  a solution  of  sulphate  of  copper, 
in  which  the  mould  or  the  medal  to  be  copied  is  supported  by  a 
metallic  wire  ; let  the  inner  tube  be  filled  with  sulphuric  acid 
diluted  with  10  or  12  times  its  hulk  of  water,  and  let  an  amalga- 
mated zinc  rod  he  placed  at  its  axis.  If  this  zinc  rod  be  connected 
with  the  wire  proceeding  from  the  mould  of  the  medal  to  be  electro- 
typed,  copper  will  be  deposited  upon  the  surface  of  the  mould. 
The  apparatus  in  fact  constitutes  a cell  of  DanieH’s  battery,  with 
a trifling  modification  in  its  form.  The  solution  of  copper  should 
be  maintained  uniformly  saturated  with  cupric  sulphate,  by  sus- 
pending crystals  of  the  salt  in  the  upper  part  of  the  liquid. 

(294)  Electro-zincing. — Zinc  may  he  deposited  from  its  sulphate 
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on  the  surface  of  iron,  by  processes  similar  to  those  used  for  cupric 
sulphate.  The  operation  requires  but  a feeble  current,  and  admits 
of  being  performed  upon  a very  large  scale  : the  iron  links  of  the 
suspension  bridge  formerly  erected  at  Hungerford,  but  now  trans- 
ferred to  Clifton,  which  were  passed  into  the  abutments  on  the  side 
of  the  Thames,  were  successfully  submitted  to  this  operation; 
each  of  these  links  is  24  feet,  or  nearly  j’j  metres,  in  length,  and 
of  proportionate  width. 

It  is  not  possible,  however,  to  obtain  coherent  plates  of  all  the 
metals  with  the  same  facility  as  is  the  case  with  eopper  and  zinc. 
Many  of  the  metals  are  thrown  down  from  their  solutions  in  a 
crystalline  form,  whether  the  deposition  be  effected  rapidly  or 
slowly.  Silver  is  separated  thus  from  its  nitrate,  and  lead  exhibits 
a similar  deportment  when  the  acetate  or  the  nitrate  of  this  metal 
is  electrolysed.  Gold  and  platinum  do  not  give  coherent  plates 
when  solutions  of  the  chlorides  of  these  metals  are  submitted  to 
voltaic  decomposition.  Lead  may  be  deposited  upon  iron  from  a 
solution  of  plumbic  oxide  in  potash ; and  a solution  of  stannic 
oxide  in  potash  may  be  used  to  obtain  coherent  plates  of  tin  by 
electrolysis.  In  like  manner,  ammoniacal  solutions  of  the  salts 
of  cobalt  and  nickel  may  be  employed  to  furnish  electrotype 
plates  of  these  metals.  In  some  cases,  however,  where  a simple 
salt  fails  to  give  a satisfactory  result,  the  effect  may  be  obtained 
by  the  employment  of  certain  double  salts  of  the  same  metal  with 
potassium  or  with  sodium ; for  this  reason  auropotassic  cyanide 
(KAuCy2)  is  largely  employed  for  gilding,  and  the  corresponding 
salt  of  silver  is  extensively  used  in  electro-silvering.  In  gilding, 
silvering,  and  zincing,  one  great  desideratum  is  to  obtain  a firm 
adherence  between  the  newly-deposited  metal  and  the  object  to 
be  gilt  or  plated ; the  surface  of  the  metallic  object  is  therefore 
first  rendered  chemically  clean,  a residt  which  is  carefully  avoided 
in  the  process  of  electrotyping.  In  the  latter  case  it  is  usual  to 
expose  the  object,  if  freshly  polished,  to  the  atmosphere  for  24 
hours  before  placing  it  in  the  depositing  cell,  in  order  to  prevent 
permanent  adhesion. 

(295)  Electro-Plating. — The  metals  upon  which  an  adherent 
coating  of  silver  is  most  readily  deposited  arc  brass,  copper, 
bronze,  and  German  silver ; but  it  may  also  be  effected  on  steel. 
The  articles  to  be  plated  are  cleansed  from  adhering  greasy 
matters  either  by  boiling  them  in  a weak  alkaline  solution,  and 
then  washing ; or  they  arc  heated  to  low  redness  in  a muffle : in 
either  case  they  are  next  dipped  into  diluted  nitric  acid  for  the 
purpose  of  removing  any  adhering  film  of  oxide.  They  are  then 
1 N N 
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"brushed  with  a hard  brush  and  some  sand ; and  having  been 
rinsed  from  adhering  impurities,  and  separately  attached  to  a 
clean  copper  wire,  they  are  again  dipped  for  an  instant  into  nitric 
acid,  washed,  and  immersed  whilst  still  wet  in  the  silvering  bath. 

Let  fig.  237  represent  a plan  of  this  bath,  and 
c z the  voltaic  battery ; the  copper  wires  attached 
to  the  articles  to  be  plated  are  twisted  round 
the  rods  p r p,  which  are  connected  with  the 
negative  wire  of  the  battery,  whilst  the  positive 
wire  is  connected  with  a series  of  silver  plates, 
z z z,  which  are  also  immersed  in  the  silvering 
liquid.  This  solution  is  commonly  prepared  by 
dissolving  argentic  cyanide  in  a solution  either 
of  cyanide  or  of  ferrocyanide  of  potassium. 
Solutions  containing  argentic  hyposulphite  or 
sulphite  are  occasionally  employed.  In  order  to 
prepare  the  silvering  bath,  a solution  of  argentic 
nitrate  may  be  precipitated  by  the  addition  of 
potassic  cyanide  so  long  as  it  produces  a pre- 
cipitate : this  precipitate,  after  having  been  washed  by  decanta- 
tion, is  dissolved  in  a solution  of  potassic  cyanide.  An  excess  of 
potassic  cyanide  is  requisite ; at  least  3 parts  of  potassic  cyanide 
being  employed  for  1 part  of  argentic  cyanide.*  A solution 
which  contains  W of  its  weight  in  silver  is  found  to  be  of  a con- 
venient strength  for  ordinary  operations.  When  potassic  cyanide  ; 
is  used  in  the  bath  as  a solvent,  the  solution  gradually  becomes 
alkaline  from  the  formation  of  potassic  carbonate,  which  accumu- 
lates in  the  liquid  and  interferes  with  the  regularity  of  the  de-  ■ 
composition : but  if  calcic  cyauide  be  substituted  for  the  potassic 
cyanide,  this  inconvenience  is  obviated,  since  calcic  carbonate  is 
formed,  and  owing  to  its  insolubility,  it  sinks  to  the  bottom  of 
the  bath  as  fast  as  it  is  produced.  The  articles  when  plated  have 
a dead  white  or  chalky  surface,  but  they  may  be  burnished  by 
pressure  if  desired,  and  they  then  assume  the  brilliant  lustre  of 
polished  silver.  It  is  remarkable  that  the  addition  of  a very 
small  proportion  of  carbonic  disulphide  to  the  bath  causes  the 
deposited  silver  to  assume  the  lustre  of  the  polished  metal. f The 


* If  potassic  ferrocyanide  be  used  as  a solvent  of  the  argentic  cyanide,  10 
parts  of  this  salt  are  required  for  the  solution  of  1 part  of  cyanide  of  silver. 

t In  order  to  effect  this  object,  6 ounces  of  carbonic  disulphide  are  directed 
to  be  agitated  with  1 gallon  of  the  plating  liquid,  and  set  aside  for  24  hours. 
1 wo  ounces  of  the  liquid  thus  obtained,  are  to  be  added  over  night  to  20  gallons 
of  the  ordinary  plating  liquid  ; the  bath  is  xeady  for  use  next  morning.  This 
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amount  of  silver  which  is  deposited  can  be  regulated  very  accu- 
rately by  weighing  the  articles  before  immersion,  and  weighing 
them  again  afterwards.  A deposit  of  from  i^-  ounce  to  ounce 
of  silver  to  a square  foot  of  the  plated  surface  (from  q-2  to  4^9 
.grms.  per  square  decimetre)  answers  well  in  practice ; the  sheet 
of  silver  under  these  circumstances  being  of  about  the  thickness 
of  ordinary  writing  paper.  The  solution  must  be  frequently 
stirred,  in  order  to  preserve  the  liquid  of  uniform  density  and 
composition  throughout. 

The  batteries  used  at  Birmingham  for  gilding  and  silvering 
are  in  general  simply  plates  of  amalgamated  zinc  opposed  to  plates 
of  copper  in  diluted  sulphuric  acid  : the  plates  are  so  arranged  that 
they  can  be  readily  raised  or  lowered  in  order  to  expose  a smaller 
or  larger  surface  to  the  action  of  the  acid.  The  superficial  area,  and 
number  of  the  plates  used,  are  made  to  vary  according  to  the  size 
and  nature  of  the  objects  to  be  operated  upon.  The  workman 
judges  from  experience  as  to  the  number  of  pairs  to  be  employed ; 
it  seldom  happens  that  more  than  two  or  three  pairs  of  plates 
are  needed.  In  Paris,  Bunsen’s  carbon  and  zinc  batteries  are  also 
employed  with  success  in  these  operations. 

(296)  Electro-Gilding  and  Platinizing. — It  is  possible  to  gild 
most  of  the  ordinary  metals  by  voltaic  action.  Articles  which 
consist  of  brass,  bronze,  copper,  or  German  silver  are  first  annealed, 
then  pickled,  as  the  operation  of  immersing  them  into  the  mixture 
of  diluted  nitric  and  sulphuric  acids  is  termed,  after  which  they 
arc  scrubbed  and  ‘ dipped’  in  strong  nitric  acid,  and  then  rinsed 
in  water,  as  is  practised  in  preparing  them  for  plating.  Silver 
articles  are  cleansed  in  a similar  manner,  but  they  do  not  require 
to  be  ‘ dipped.’  Iron  and  steel  may  be  gilt  by  cleansing  them  from 
grease,  first  with  potash,  and  then  by  dipping  in  nitric  acid,  and 
scouring  the  surface  with  burnt  clay  finely  sifted,  in  order  to 
remove  the  black  stains  produced  by  the  liberation  of  carbon.  A 
more  powerful  current  is  required  for  gilding  upon  iron  than  upon 
the  metals  previously  mentioned. 

The  gilding  bath  most  usually  employed  consists  of  aurous 
cyanide  dissolved  in  potassic  cyanide.  It  may  be  prepared  by 
dissolving  gold  in  aqua  regia,  and  adding  potassic  cyanide  to  the 
diluted  liquid  so  long  as  it  produces  a precipitate ; a brisk  effer- 


addition  of  the  solution  of  the  disulphide  requires  to  he  renewed  daily,  to  make 
up  for  the  loss  of  the  carbonic  disulphide  by  evaporation.  Much  care  is  required 
in  the  use  of  such  a solution,  for  it  is  liable  to  changes  which  are  produced  by 
very  slight  modifications  in  the  mode  of  working. 
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vescence  accompanies  the  action,  and  a yellow  deposit  of  aurous 
cyanide  (AuCy)  is  formed : the  clear  liquid  is  decanted,  and  the 
precipitate  is  redissolved  in  a solution  containing  between  7 and 
8 parts  of  potassic  cyanide  to  1 part  of  gold  : the  solution  is  then 
diluted  until  100  parts  of  the  liquid  contain  1 part  of  gold. 

M.  Ruolz  has  shown  that  various  other  gilding  baths  may  be 
used  instead  of  the  auro-potassic  cyanide : for  example,  he  finds 
that  aurous  cyanide  may  be  employed  when  brought  into 
solution  by  the  ferrocyanide,  or  by  the  ferricyanide  of  potassium ; 
he  has  also  used  with  success  the  auro-sodic  sulphite,  the  solution  of 
the  sodio- auric  chloride  (NaCl  AuC13)  or  iodide  with  an  excess  of 
soda,  and  even  the  sulphide  of  gold  dissolved  in  a solution  of 
protosulphide  of  potassium. 

As  yet  the  deposition  of  platinum  by  voltaic  action  has  not  been 
practised  to  any  considerable  extent,  but  it  is  said  that  a solution 
of  the  potassio-platinic  chloride  (2  KC1,  PtClJ  in  caustic  potash 
may  be  applied  to  this  purpose  with  tolerable  success. 

(297)  Resemblances  between  the  Electricity  of  the  Machine  and 
that  of  the  Voltaic  Battery. — -Notwithstanding  the  extremely  brief 
duration  of  the  discharge  from  the  electrical  machine,  it  produces, 
whilst  it  lasts,  phenomena  similar  to  those  of  the  voltaic  current, 
which,  indeed,  may  be  regarded  as  a succession  of  discharges 
renewed  so  frequently  as  to  become  continuous.  By  repeating 
the  discharge  from  the  electrical  machine  many  times  through  the 
same  liquid  conductor,  Faraday  was  enabled  to  obtain  true  elec- 
trolytic decomposition.  The  following  simple  experiment  may  be 
adduced  as  an  illustration  of  this  fact : — Upon  a plate  of  glass 
place  a small  piece  of  turmeric-paper,  moistened  with  a solution 
of  potassic  iodide  which  has  been  mixed  with  a little  starch  ; 
upon  one  end  of  this  piece  of  paper  allow  the  point  of  a fine  pla- 
tinum wire  to  rest,  the  other  end  of  the  wire  being  in  communica- 
tion with  the  prime  conductor  of  the  machine ; on  the  other  extre- 
mity of  the  paper  place  a similar  wire  in  communication  with  the 
earth  : it  will  be  found  on  setting  the  machine  in  action  that,  after 
the  lapse  of  one  or  two  minutes,  a small  blue  spot  will  appear 
round  the  point  of  the  wire  connected  with  the  prime  conductor, 
owing  to  the  liberation  of  iodine ; while  round  the  wire  which  com- 
municates with  the  earth  a brown  spot  will  be  formed,  from  the 
action  of  the  alkali  which  is  set  free.  If  the  wires,  instead  of  being 
connected  through  the  medium  of  a solution  of  potassic  iodide, 
be  made  to  dip  into  a drop  of  a solution  of  cupric  sulphate,  me- 
tallic copper  will  be  deposited  on  the  wire  connected  with  the 
earth,  and  oxygen  and  sulphuric  acid  will  appear  on  the  other 
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wire.  If  a piece  of  litmus-  or  turmeric-paper,  moistened  with  a 
solution  of  sodic  sulphate,  be  supported  on  a thread  of  glass  be- 
tween two  wires,  one  of  which  proceeds  from  the  prime  conductor, 
whilst  the  other  is  in  communication  with  the  earth,  the  saline 
solution  in  the  paper  will  he  decomposed  by  the  electricity,  even 
although  the  paper  does  not  touch  either  of  the  wires  : the  litmus- 
paper  on  the  side  towards  the  prime  conductor  will  gradually  be 
reddened,  whilst  the  turmeric-paper  will  be  turned  brown  at  the 
extremity  which  is  furthest  from  the  prime  conductor. 

The  quantity  of  electricity  which  is  required  to  produce  che- 
mical decomposition  is  very  great.  This  fact  is  strikingly  illus- 
trated by  a comparison  which  was  made  by  Faraday  between  the 
amount  of  electricity  developed  from  the  machine  by  friction 
and  that  which  is  furnished  by  the  chemical  action  of  the  bat- 
tery. The  experiment  was  performed  in  the  following  manner : 
— A wire  of  platinum  and  another  wire  of  zinc,  each  yV  of  an  inch 
in  diameter,  were  immersed  -Ar  of  an  inch  apart,  to  a depth  of  4-  of 
an  inch  in  an  extremely  dilute  acid  liquid,  prepared  by  adding  a 
single  drop  of  oil  of  vitriol  to  four  ounces  of  water.  The  current 
obtained  from  this  combination,  at  a temperature  of  150  C.,  was 
transmitted  through  the  coil  of  a galvanometer  consisting  of  18 
feet  of  copper  wire  -Jg-  of  an  inch  thick.  It  produced  in  about 
three  seconds  as  great  a deviation  of  the  needle  as  was  obtained 
by  the  electricity  furnished  by  thirty  turns  of  a powerful  plate- 
machine  in  excellent  action.  This  quantity,  if  concentrated  within 
a space  of  time  constituting  only  a minute  fraction  of  a second, 
by  discharging  it  in  a single  flash  from  a Leyden  battery,  exposing 
3500  square  inches  of  coated  surface,  would  have  been  sufficient 
to  kill  a small  animal,  such  as  a cat  or  a rat ; but  the  chemical 
action  upon  the  zinc  by  which  it  was  produced  was  so  trifling  as 
to  be  quite  inappreciable ; and  it  is  estimated  by  Faraday  that  not 
less  than  800,000  discharges,  each  equal  in  quantity  to  this,  would 
be  required  for  the  decomposition  of  a single  grain  of  water  ! Ex- 
traordinary as  this  estimate  appears,  it  has  been  amply  confirmed 
by  later  experiments  of  Becquerel  upon  this  subject : and  from 
the  experiments  of  Weber,  it  may  be  calculated  that,  if  the  whole 
of  the  positive  electricity  required  to  decompose  a grain  of  water 
were  accumulated  upon  a cloud  1000  metres  (3281  feet)  above  the 
surface  of  the  earth,  the  attractive  force  exerted  between  the  cloud 
and  the  portion  of  the  earth  beneath  it  would  be  equal  to  1497  tons  ! 

(298)  Deluc’s  Dry  Pile. — The  relation  between  the  electricity 
of  the  voltaic  battery  and  that  of  the  ordinary  electrical  machine 
admits  of  being  traced  in  an  interesting  manner  by  intermediate 
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steps.  Deluc,  soon  after  the  discovery  of  the  voltaic  pile,  con- 
trived what  he  termed  the  dry  pile.  It  may  be  constructed  in  the 
following  manner : — Take  a number  of  sheets  of  paper,  one  sur- 
face of  which  has  been  coated  with  gold  or  silver  leaf,  and  paste 
upon  the  uncoated  surface  a sheet  of  zinc  foil ; when  sufficiently 
dry,  place  several  of  these  sheets  of  paper  one  over  another,  the 
zinc  faces  all  being  arranged  in  one  direction ; then  cut  out,  with 
a punch,  a number  of  circular  disks,  and  arrange  them,  to  the 
number  of  2000  or  upwards,  in  a glass  tube,  the  diameter  of 
which  is  rather  greater  than  that  of  the  circular  disks  of  paper, 
taking  care  that  all  the  zinc  surfaces  are  in  one  direction,  and 
all  the  silvered  or  gilt  surfaces  in  the  opposite  direction.  A pile 
analogous  to  Volta’s  will  thus  be  obtained ; and  if  these  disks  be 
pressed  together  and  connected  at  each  end  with  a metallic  wire, 
such  a pile  will  cause  divergence  of  the  leaves  of  the  gold-leaf 
electroscope  when  one  extremity  of  it  is  made  to  touch  the  cap 
of  the  instrument,  whilst  'the  other  end  is  connected  with  the 
earth,  either  through  the  human  body  or  by  means  of  any  other 
conductor.  If  the  pile  be  reversed,  and  then  presented  to  the 
still  diverging  electroscope,  the  leaves  will  first  collapse,  and  will 
then  immediately  open  with  the  opposite  kind  of  electricity. 
Indeed,  if  the  wires  attached  to  the  two  extremities  of  the  pile 
be  bent  round  and  made  each  to  terminate  in  a small  metallic 
disk,  the  two  disks  being  placed  at  a distance  of  about  an  inch 
and  a half  (3  or  4 centimetres)  from  each  other,  care  being 
taken  to  maintain  their  insulation,  an  insulated  slip  of  gold  leaf, 
suspended  midway  between  the  two  disks  will  oscillate  backwards 
and  forwards  between  them,  if  an  impulse  be  first  given  to  it 
towards  either  side : — suppose  it  to  approach  the  positive  plate,  it 
acquires  a positive  charge ; it  is  then  repelled  from  the  positive 
plate,  but  is  attracted  by  the  negative  plate,  when  it  gives  up  its 
positive  charge  and  becomes  negatively  electrified,  in  which  state 
it  is  again  attracted  by  the  positive  plate ; this  alternate  move- 
ment of  the  gold  leaf  will  continue  uninterruptedly  for  months  or 
even  years.*  With  a dry  pile,  which  contained  20,000  pairs,  or 
disks,  of  zinc  and  silver  paper,  sparks  have  been  obtained,  and  a 


'*  Bohnenberger  has  contrived  an  extremely  sensitive  electroscope,  which 
depends  upon  a modification  of  this  experiment.  Midway  between  the  two 
insulated  terminating  disks  of  Deluc’s  pile,  he  suspends  a single  strip  of  gold- 
leaf  by  a metallic  wire  from  an  insulated  plate  of  metal ; this  gold-leaf,  however, 
is  not  near  enough  to  either  disk  to  touch  it.  If  a body  with  the  feeblest 
electrical  charge  bo  made  to  touch  the  insulated  plate,  the  gold-leaf  becomes 
electric,  and  is  attracted  towards  the  oppositely  electrified  pole  of  the  pile. 
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Leyden  battery  lias  been  charged  sufficiently  to  produce  shocks. 
It  is  worthy  of  remark  that  these  actions  are  produced  in  Delucas 
column  only  when  the  paper  contains  that  amount  of  moisture 
which  is  found  in  it  under  ordinary  circumstances,  and  which  is 
considerable,  although  it  usually  passes  unnoticed.  If  the  paper 
be  artificially  dried,  the  pile  loses  its  activity,  but  again  recovers 
its  energy  as  the  paper  reabsorbs  moisture  from  the  air.  Pro- 
vided that  the  two  extremities  of  the  pile  be  insulated  from  each 
other,  it  will  retain  its  activity  unimpaired  for  years ; but  if  the 
ends  be  permanently  connected  by  means  of  a good  conductor,  the 
zinc  becomes  gradually  oxidized,  and  the  electrical  effects  disappear. 

Zamboni  obtains  a more  effective  instrument  by  substituting 
finely-powdered  black  oxide  of  manganese  for  the  gold  or  silver 
leaf.  One  surface  of  the  paper  is  coated  with  zinc  or  tin-foil,  and 
the  coating  of  peroxide  may  be  given  to  the  other  surface  either 
by  rubbing  it  on  in  a dry  state,  or  by  applying  it  in  admixture 
with  water  to  which  a little  honey  has  been  added.  The  paper 
disks  are  arranged  in  a column,  and  are  terminated  at  either  ex- 
tremity by  a metallic  plate.  These  metallic  plates  are  made  to 
compress  the  paper  disks  by  means  of  ligatures  of  silk  which  pass 
from  end  to  end  of  the  pile  and  bind  the  disks  firmly  together ; 
whilst  effectual  insulation  is  provided  for  by  giving  the  pile  a 
non-conducting  coat  of  sulphur,  which  is  easily  applied  by  a 
momentary  immersion  of  the  who  e instrument  in  a bath  of 
melted  sulphur. 

(299)  Water  Battery. — It  has  been  already  stated  (259)  that 
even  with  a single  pair  of  zinc  and  copper  plates  excited  by  diluted 
acid,  polarization  and  electric  tension  may  be  proved  to  precede 
the  voltaic  current,  though  the  experiment  is  one  of  considerable 
delicacy.  These  effects  of  tension  are  strikingly  exhibited  in  the 
case  of  Delucas  pile ; but  they  may  be  shown  in  a manner  still 
more  decided  by  employing  a numerous  series  of  alternations  of 
zinc  and  copper,  each  of  which  need  expose  only  a very  small  sur- 
face, and  may  be  excited  simply  with  distilled  water.  Such  an 
arrangement  or  water  battery,  consisting  of  a thousand  couples, 
produces,  if  insulated,  and  connected  at  each  of  its  extremities  with 
a gold-leaf  electroscope,  considerable  divergence  of  the  leaves  of 
each  instrument.  Such  a combination  will  communicate  a charge 
to  a Leyden  battery  : this  charge,  though  it  rises  only  to  a small 
extent,  may  be  renewed  and  discharged  for  an  indefinite  number 
of  times  in  very  rapid  succession.  The  wire  which  is  connected 
with  the  last  zinc  plate  of  this  battery  is  negative,  whilst  that 
which  is  attached  to  the  copper  is  positive. 
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Gassiot  [Phil.  Trans.  1844,  p.  39)  has  given  an  account  of  a 
very  powerful  and  carefully  constructed  water  battery,  from  which 
he  obtained  results  of  great  interest.  This  battery  was  composed 
of  3520  pairs  of  copper  and  zinc  plates,  arranged  in  separate  glass 
vessels,  covered  with  a coating  of  lac  varnish ; the  glass  cells  were 
supported  on  slips  of  glass  thickly  coated  on  both  sides  with  shdl- 
lac,  and  these  glass  plates  were  insulated  on  varnished  oaken 
boards,  each  board  being  further  insulated  by  resting  on  thick 
plates  of  glass  similarly  varnished.  All  these  precautions  were 
found  by  experience  to  be  necessai’y  in  order  to  preserve  the  insu- 
lation. When  the  conducting  wires  of  this  battery  were  brought 
within  TV  of  an  inch  (o,mm'5)  of  each  other,  sparks  were  obtained, 
and  when  the  wires  were  made  to  terminate  in  brass  disks  which 
were  brought  very  near  each  other,  a rapid  succession  of  sparks 
was  maintained,  which  on  one  occasion  continued  without  inter- 
ruption for  five  weeks.  A permanent  deflection  of  the  galvano- 
meter was  obtained  when  this  instrument  was  included  in  the  cir- 
cuit whilst  the  sparks  were  passing ; under  similar  circumstances, 
paper  moistened  with  potassic  iodide  and  included  in  the  circuit, 
speedily  gave  indications  of  the  chemical  decomposition  of  the 
iodide.  The  chemical  effects  produced  by  the  water  battery  are, 
however,  always  feeble,  but  they  are  similar  in  kind  and  in  direc- 
tion to  those  which  are  obtained  when  acids  are  employed  as  the 
exciting  liquid  in  the  cells ; and  the  principal  effect  that  would  be 
obtained  if  diluted  acid  were  substituted  for  water  in  such  a com- 
bination would  be  an  increase  in  the  quantity  of  electricity,  by  in- 
creasing the  consumption  of  zinc  and  the  chemical  action  in  each 
cell  in  a given  time.  The  tension  of  the  charge  would  be  in- 
creased by  the  change  of  the  exciting  liquid,  in  proportion  as  the 
electro-motive  force  of  each  cell  was  augmented  when  compared 
with  the  resistance  offered  by  the  liquid  employed  in  charging  the 
battery.  Neither  in  the  water  battery  nor  in  any  other  form  of 
battery  is  the  tension,  as  measured  by  its  power  of  overcoming 
resistance  to  conduction,  increased  by  increasing  the  size  of  the 
plates. 

It  thus  appears,  1.  That  by  voltaic  arrangements  electricity 
may  be  obtained,  exactly  similar  to  that  developed  by  the  common 
machine,  in  its  effects  of  tension  aud  in  induction  towards  surround- 
ing  objects,  in  the  polar  character  of  its  action,  and  in  the  oppo- 
site nature  of  the  electricities  accumulated  at  the  extremities  of  the 
apparatus.  2.  That  the  quantity  of  electricity  obtained  by  voltaic 
action  is  almost  immeasurably  greater  than  that  procured  by  fric- 
tion ; but  that  unless  its  tension  be  exalted  by  using  a very 
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numerous  series,  it  does  not  pass  so  readily  through  non-conduc- 
tors in  the  form  of  sparks  as  the  electricity  of  the  common 
machine.  3.  That,  on  the  other  hand,  by  allowing  the  electricity 
of  the  machine  to  discharge  itself  gradually  through  very  small 
masses  of  imperfect  liquid  conductors  which  are  susceptible  of 
electrolysis,  true  electrolytic  action  may  be  produced. 

The  identity  of  the  two  forces  under  these  different  degrees  of 
tension  no  longer  admits  of  question : in  the  voltaic  action  the 
quantity  is  great,  but  the  tension  is  feeble;  whilst  in  the  elec- 
tricity of  the  machine  the  reverse  is  the  case,  the  tension  is  very 
high,  whilst  the  quantity  is  extremely  small. 

§ IV.  Electro-Magnetism. 

(300)  Law  of  Electro-Magnetic  Action. — The  influence  of  an 
electric  current  upon  a freely  suspended  magnetic  needle  has 
been  already  pointed  out,  but  it  will  he  needful  to  examine  the 
nature  of  the  connexion  between  magnetism  and  electricity  some- 
what more  closely.  Mere  electricity  of  tension,  or  electricity  in 
a state  of  rest,  has  no  influence  upon  a magnetized  bar.  It  is 
only  when  the  electricity  is  in  motion  that  this  magnetic  action 
is  excited.  It  has  already  been  explained  (253)  that  the  direc- 
tion in  which  the  magnetic  needle  is  deflected  depends  upon  the 
direction  of  the  current ; and  it  has  been  stated  that  when  the 
needle  points  north  and  south,  and  a wire  is  placed  parallel  to  the 
needle,  if  the  current  flow  from  south  to  north  above  the  needle, 
the  north  end  of  the  needle  will  move  westward.  The  power 
which  the  wire  exerts  upon  the  needle  varies  directly  as  the 
quantity  of  electricity  which  traverses  the  wire : and  Avhen  the 
current  passes  through  a straight  wire  of  considerable  length  (so 
that  it  may  be  regarded  as  infinite  in  relation  to  the  needle)  the 
effect  upon  the  needle  varies  inversely  as  the  distance  of  the  wire 
from  such  needle. 

(301)  Tangent  Galvanometer. — Eor  measuring  the  force  of  the 
current,  galvanometers  of  various  forms  have  been  employed. 
When  the  power  is  extremely  feeble,  the  astatic  galvanometer 
(fig.  207,)  is  well  adapted  to  the  purpose,  but  in  this  form  the 
value  of  the  angular  deviation  requires  to  be  experimentally 
determined  for  each  instrument.  When  the  current  has  a greater 
degree  of  power  than  can  be  conveniently  estimated  by  the 
astatic  combination,  the  tangent  galvanometer  is  frequently  em- 
ployed. This  instrument  is  simple,  both  in  construction  and 
in  principle.  The  conductor,  w,  fig.  238,  which  is  used  for 
conveying  the  current  round  the  needle,  consists  of  a single  coil 
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Fig.  23S.  of  thick  copper  wire,  bent  in- 

to a circle  of  about  30  centi- 
metres, or  one  foot  in  dia- 
meter. It  is  supported 
vertically  in  a small  table 
t ; the  extremities  of  the 
wire  being  connected  by 
means  of  binding-screws 
with  the  wires  from  the 
battery.  Within  the  circle, 
w,  a magnetic  needle  about 
an  inch,  or  25“™'  long,  is 
suspended  by  fibres  of  un- 
spun silk,  c,  horizontally 
over  a copper  plate  gra- 
duated to  degrees.  In  order  to  enable  the  movements  of  the 
needle  to  admit  of  more  accurate  measurement,  its  apparent 
length  is  increased  by  fastening  a piece  of  fine  copper  wire  to 
each  end.  This  arrangement  is  protected  from  currents  of  air 
by  means  of  a glass  shade.  The  point  of  suspension  of  the 
needle  is  made  to  coincide  accurately  with  the  centre  of  the 
circle  formed  by  the  conducting  wire : at  a is  a screw  for 
raising  or  lowering  the  needle.  When  the  coil  of  the  instrument 
is  placed  with  its  plane  exactly  in  that  of  the  magnetic  meridian, 
the  needle,  under  the  influence  of  the  directive  action  of  the  earth's 
magnetism,  assumes  a position  parallel  to  the  diameter  of  the 
circle.  On  transmitting  the  current  through  the  wire,  the  needle 
receives  an  impulse  which,  if  it  were  free  from  the  inductive  action 
of  the  earth,  would  place  it  exactly  at  right  angles  to  the  coil : 
owing,  however,  to  the  influence  of  the  earth,  the  needle  is  unable 
ever  really  to  assume  this  position ; but  it  takes  one  which  repre- 
sents the  resultant  of  the  two  forces,  and  as  the  action  of  the 
earth  may  be  assumed  to  be  uniform,  the  measurement  of  the 
angle  enables  the  force  of  the  current  which  produces  the  devia- 
tion to  be  calculated.  It  may  be  demonstrated  that  the  force  of 
the  current  is  proportioned  to  the  tangent  of  the  angle  of  devia- 
tion. The  instrument  cannot  be  relied  on  for  angular  deviations 
which  much  exceed  70°,  owing  to  the  rapidly  diminishing  angular 
deviation  produced  by  equal  increments  in  the  force  of  the  current 
when  the  deflection  has  reached  this  extent ; but  for  all  cur- 
rents which  produce  a deviation  of  smaller  amount,  it  affords  a 
convenient  measure.  Other  forms  of  galvauomcter  have  been 
contrived,  which  it  will  not  be  necessary  to  describe  in  tins  work. 
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(302)  Influence  of  a Conducting  Wire  in  exciting  Magnetism. 
— The  action  of  the  conducting  -wire  upon  the  magnetic  needle  is 
not  interfered  with  by  interposing  a sheet  of  glass  or  other  insu- 
lator of  electricity ; and  the  magnetic  influence  is  equally  trans- 
mitted, although  a sheet  of  copper,  of  lead,  or  of  any  other  non- 
magnetic metallic  conductor  of  electricity  be  introduced  between 
the  needle  and  the  wire.  The  electric  current,  however,  produces 
no  divergence  of  the  leaves  of  an  electroscope  which  is  brought 
into  its  vicinity.  Not  only  does  a wire  which  is  conveying  elec- 
tricity affect  a needle  which  has  been  already  magnetized,  but 
the  conducting  wire  itself,  so  long  as  it  is  transmitting  the  electric 
current,  displays  magnetic  properties.  If  a thin  wire  of  copper,  or 
of  any  other  non-magnetic  metal,  be  employed  to  complete  the  vol- 
taic circuit,  such  a wire  will,  for  the  time,  attract  iron  filings ; and 
the  filings  will  be  arranged  in  a layer  of  uniform  thickness  around 
the  whole  circumference  of  the  wire,  and  along  its  whole  length. 
The  moment  that  the  connexion  of  the  battery  is  broken,  the 
magnetism  ceases,  and  the  filings  fall  off ; but  the  attractive  power 
may  be  again  instantly  renewed  on  completing  the  circuit.  The 
iron  filings  in  this  case  become  magnets,  the  poles  of  which  are 
arranged  alternately  north  aDd  south  around  the  wire.  This 
arrangement  may  be  better  understood  by  re- 
ference to  fig.  239,  in  which  if  w be  supposed  to 
represent  a section  of  the  Avire  which  is  trans- 
mitting a current  from  + to  — , the  north  end 
of  each  fragment  of  iron  would  be  arranged  as 
represented  by  the  points,  n,  n,  of  the  arrows. 

If  short  wires  of  soft  iron  be  placed  in  the 
direction  of  the  arroAvs  around  the  Avire,  they 
become  temporary  magnets,  the  north  and  south 
ends  of  Avhich  are  indicated  by  the  letters  n and  s.  If  pieces  of 
steel  be  substituted  for  soft  iron,  they  become  permanently  mag- 
netic ; all  those  Avhich  are  above  the  wire,  if  the  current  be  passing 
in  the  direction  shown  in  the  figure,  Avill  have  their  north  ends  to  the 
left,  Avhilst  in  all  those  below,  the  north  ends  will  be  to  the  right. 

(303)  Formation  of  Electro-Magnets. — We  see,  then,  that 
every  part  of  the  Avire  along  Avhich  a current  is  passing  is  mag- 
netic. By  coiling  the  conducting  Avire  into  a ring,  a larger  num- 
ber of  particles  is  brought  to  act  upon  a piece  of  soft  iron,  Avhich 
is  passed  through  the  axis  of  the  ring  at  right  angles  to  the  plane 
in  Avhich  it  lies ; and  by  coiling  up  the  Avire  into  a spiral  form, 
Avithout  alloAving  the  spires  to  touch  each  other,  and  supporting 
them  upon  a glass  tube,  the  action  of  a very  considerable  length 


Fig.  239. 
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of  wire  may  be  concentrated  in  a very  effective  manner  upon  the 

same  piece  of  soft  iron, 
placed  as  at  c,  d,  fig.  240. 
Very  powerful  temporary 
magnets  may  thus  be  ob- 
tained. If  the  wire  be  co- 
vered with  cotton,  or,  still 
better,  with  silk  to  insulate 
the  coils  from  each  other,  the  effects  may  be  greatly  augmented  by 
winding  a second  series  of  coils  upon  the  first,  and  a third  upon 
the  second,  and  so  on,  till  six  or  seven  layers  of  wire  are  coiled 
around  the  bar  which  is  to  be  magnetized.  A row  of  coils  which  1 
follows  the  direction  of  a left-handed  screw  would  neutralize  the 
effect  produced  by  the  right-handed  spiral,  unless  the  current  were 
reversed  in  its  direction  as  it  passes  through  such  a coil,  as  a 

glance  at  fig.  241  will 
Fig.  241.  show,  where  a represents 

a right-handed  spiral,  b, 
a left-handed  spiral : in ' 
the  straight  portions  of 
the  -wire,  the  current,  as 
indicated  by  the  arrows, 
flows  in  the  same  direc- 
tion in  both;  but  it  is 
reversed  in  the  spirals. 
Such  a spiral  coil  of 
wire  is  usually  termed  a 
helix.  In  preparing  an  electro-magnetic  coil  it  is  not  necessary, 
however,  that  the  wire  be  coiled  in  one  direction  only,  if  the  wire 
be  continuous  ; for  instance,  if  the  coils  follow  the  direction  of  the 
thread  of  a right-handed  screw  in  the  first  layer,  as  in  a b,  fig.  240, 
the  wire  in  winding  it  backwards  from  b to  a will  be  formed  into 
a left-handed  spiral,  but  this  is  of  no  consequence,  because  the 
direction  of  the  current  is  also  reversed  in  this  layer,  being  now 
from  b to  a,  so  that  the  effect  of  the  reverse  twist  of  the  Mire  is 
neutralized. 

A helix  through  which  an  electric  current  is  passing  is  power- 
fully magnetic ; the  two  magnetic  forces  accumulating  at  its  op- 
posite extremities.  If  the  helix  be  supported  with  its  axis  in  a 
vertical  position,  and  a bar  of  soft  iron  be  partially  introduced 
within  it,  as  soon  as  an  electric  current  of  sufficient  power  is 
transmitted  through  the  coils,  the  bar  will  start  up,  and  M ill  raise 
itself  in  mid-air  nearly  equidistant  between  the  two  extremities 
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of  the  coil,  the  iron,  by  induction,  becoming  for  the  time  a powerful 
magnet : the  poles  of  the  iron  bar  are  of  course  exactly  the  reverse 
of  those  of  the  helix  by  which  its  magnetism  is  produced. 

The  most  powerful  electro-magnets,  however,  are  those  in 
which  the  iron  is  bent  into  the  form  of  a horse- shoe,  and  around 
which  an  insulating  conducting  wire  is  coiled  in  several  layers, 
with  due  attention  to  the  direction  in  which  the  coils  are  arranged. 
In  this  way  magnets  have  been  constructed  which  are  able  to 
sustain  a weight  exceeding  that  of  a ton  (1016  ldlogr.).  The 
magnetism  developed  in  the  soft  iron,  under  the  influence  of  the 
voltaic  current,  attains  its  maximum  in  a few  moments.  It  ceases 
as  quickly,  when  the  contact  of  the  wires  with  the  battery  is 
broken;  and,  by  reversing  the  direction  of  the  current,  the  mag- 
netic polarity  of  the  bar  is  instantly  reversed. 

(304)  Molecular  Movements  during  the  Magnetization  of  Bars. 
— The  production  of  magnetism  in  a bar  of  iron,  and  the  cessation 
of  magnetism,  are  both  attended  with  molecular  motion,  which 
pervades  the  whole  mass  of  iron.  Joule  has  shown  that  the  bar, 
on  becoming  magnetic,  acquires  a slight  increase  in  length,  and 
suddenly  contracts  to  its  former  dimensions  when  the  magnetism 
ceases,  the  elongation  of  the  bar  being  proportional  to  the  square 
of  the  intensity  of  the  magnetism  developed  within  it.  It  has 
been  observed  by  Guillemin  that  if  an  iron  bar  be  supported  at 
one  end  so  as  to  bend  by  its  own  weight,  it  becomes  straightened 
to  a greater  or  less  extent  when  magnetized.  Wertheim  has  also 
observed  that  the  co-efficient  of  the  elasticity  of  both  iron  and 
steel  is  diminished  by  magnetization.  Each  time  that  the  bar 
either  becomes  magnetic  or  loses  its  magnetism,  a distinct  sound 
is  emitted,  the  note  being  similar  to  that  elicited  by  striking  one 
end  of  the  bar  so  as  to  produce  vibrations  in  a longitudinal  direc- 
tion. The  molecular  movements,  if  repeated  in  quick  succession 
by  rapidly  making  and  breaking  contact  between  the  ends  of  the 
helix  and  the  wires  of  the  battery,  so  as  repeatedly  and  quickly  to 
magnetize  and  demagnetize  the  bar,  produce  an  elevation  of  tem- 
perature, which,  as  Grove  has  shown,  is  quite  independent  of  the 
heat  produced  in  the  conducting  wire  by  the  current.  In  con- 
nexion with  these  molecular  movements,  it  may  be  noted  that 
Wiedemann  finds  when  a current  is  transmitted  along  the  axis  of 
a magnet,  the  magnet  suffers  a slight  degree  of  twisting. 

(305)  Laws  of  Electro-Magnetism. — According  to  the  re- 
searches of  Lenz  and  Jacobi,  it  appears  that  if  the  battery  current 
be  maintained  of  a uniform  strength — 1.  That  the  magnetism 
which  is  induced  in  any  given  bar  of  soft  iron  is  directly  propor- 
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tioned  to  the  number  of  coils  which  act  upon  the  bar  : it  is  a matter 
of  indifference  whether  the  coils  be  uniformly  distributed  over  the 
whole  length  of  the  bar,  or  whether  they  be  accumulated  towards  its 
two  extremities.  2.  That  the  diameter  of  the  coils  which  surround 
the  bar  of  small  diameter  scarcely  influences  the  result,  provided 
that  the  current  be  in  all  cases  of  uniform  strength;  for  though 
the  inductive  influence  decreases  as  the  distance  of  the  magnet 
from  the  wire,  the  induction  produced  by  the  increased  length  of 
the  wire  in  the  circumference  of  the  coil  is  augmented  in  precisely 
the  same  proportion.  3.  That  the  thickness  of  the  wire  com- 
posing the  coil  does  not  influence  its  effect  upon  the  bar.  4.  That 
the  energy  of  the  magnetism  is,  cceteris  paribus,  proportioned  to 
the  strength  of  the  current,  being  directly  as  the  electro-motive 
force  and  inversely  as  the  resistance  of  the  circuit.*  5.  That  the 
retentive  power  of  the  magnet,  like  the  attractive  power  in  electri- 
city, increases  as  the  square  of  the  intensity  of  the  magnetism. 
6.  That  the  intensity  of  the  magnetism  induced  upon  a solid  bar 
by  a given  current  is  proportioned  to  the  surface  which  the  bar 
exposes ; or  in  cylindrical  bars  it  is  as  the  square  of  the  weight. f 
Bundles  of  isolated  wires  expose  a larger  surface  than  a solid  bar, 
and  hence  they  are  susceptible  of  a higher  amount  of  magnetism 
than  a solid  bar  of  equal  weight.  7.  That  the  employment  of 
long  bars  has  no  other  advantage  over  the  use  of  short  bars  than 
that  of  removing  to  a greater  distance  the  counteracting  influence 
of  the  two  magnetic  poles  upon  each  other. 

According  to  Du  Moncel  the  larger  the  armature,  until  it  equals 
the  electro-magnet  in  size,  the  more  powerfully  is  it  attracted. 

The  practical  question  in  preparing  an  electro-magnet  resolves 
itself  into  the  determination  of  the  thickness  and  length  of  the 
wires  which  are  required  to  produce  the  maximum  effect.  It  is 
obvious,  that  for  a battery  of  a given  power,  the  longer  the  wire 
which  is  employed,  the  greater  is  the  resistance  introduced,  so 
that  the  number  of  convolutions  practically  has  a limit  beyond 
which  nothing  is  gained  by  increasing  them,  and  this  limit  is  at- 


* This  increase  of  power,  it  must  he  observed,  only  occurs  up  to  a certain 
point,  as  there  is  a limit  to  the  amount  of  magnetic  force  which  can  be  developed 
in  iron,  although  the  amount  of  electric  action  may  be  indefinitely  increased. 

t Dub,  however,  confirms  the  observations  of  Muller,  which  give  a different 
result,  viz.,  that  the  intensity  of  the  magnetism  in  cylindrical  bars  is,  for  equal 
currents  in  coils  of  equal  number,  proportioned  to  the  square  root  of  the  diameter 
of  the  bar;  the  magnetism  developed  in  a bar  10  centimetres  thick  being  twice 
as  powerful  as  that  produced  in  a bar  of  2,cm‘ 3 in  thickness  ; so  that  the  retentive 
power  is  directly  proportioned  to  the  diameter  of  the  bars. 
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tained  wlicn  the  increased  resistance  introduced  by  the  increasing 
length  of  the  wire  balances  the  gain  produced  by  the  influence  of 
the  additional  coils  upon  the  bar ; the  greater  the  diameter  of  the 
coil  the  longer,  of  course,  will  be  the  wire  required  to  form  it, 
and  the  greater  will  be  the  resistance  of  such  a coil  in  proportion 
to  its  magnetizing  power.  Experience  shows,  that  in  order  to 
attain  the  most  economical  combination  in  the  battery  in  propor- 
tion to  the  quantity  of  materials  consumed,  when  magnetic  power 
is  required,  the  same  rule  must  be  followed  as  when  chemical  re- 
sistance has  to  be  overcome — viz.,  that  that  combination  is  the 
most  effective  in  which  the  resistance  of  the  wires  and  of  the 
coils  which  are  exterior  to  the  battery  is  equal  to  the  resistance  of 
the  liquids  and  other  materials  used  in  the  construction  of  the 
battery  itself,  or  when  in  Ohm’s  Formula  ( -4-—-  = A)  the  value  of 
A most  nearly  approaches  o'j  ; in  which  case  r=nR. 

(306)  Ampere’s  Theory  of  Electro-Magnetism. — It  will  be 
necessary  to  examine  somewhat  further  the  properties  of  a spiral 
wire  which  is  conveying  a current,  in  order  that  the  reader  may 
be  enabled  to  understand  the  theory  of  Ampere,  by  which  he  ac- 
counted for  the  mutual  action  of  magnets  and  electric  currents.  If 
a simple  helix,  which  for  lightness  may  be  made  of  thin  wire,  be 
freely  suspended,  it  will,  whilst  conveying  the  current,  place  itself 
in  the  magnetic  meridian;  that  is  to  say,  it  will  point  north  and 
south,  and  will  be  attracted  and  repelled  by  a magnet  which  is 
presented  to  it,  just  as  an  or- 
dinary bar  magnet  would  be. 

Fig.  242  shows  a method  of 
suspending  the  helix,  or  elec- 
tro-dynamic cylinder,  n s,  so 
as  to  exhibit  these  effects ; 
the  wire,  a,  terminates  in  a 
small  hook,  which  dips  into 
a cup  containing  mercury, 
and  this  is  connected  with 
one  of  the  wires  from  a small 
voltaic  battery ; the  other 
end,  b,  of  the  coil  dips  into  a second  mercury  cup,  which  is  in 
communication  with  the  other  wire  of  the  battery : the  mag- 
netism corresponding  with  that  of  the  north  end  of  the  needle  ac- 
cumulates at  one  extremity  of  the  coil,  whilst  the  opposite  mag- 
netism accumulates  at  the  other  extremity  : this  effect  necessarily 
follows  from  the  influence  of  each  coil  upon  its  neighbours,  since 
the  north  side  of  every  coil  is  in  one  direction,  -whilst  the  south 
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side  is  in  the  opposite.  Ampere,  who  first  pointed  out  the  remark- 
able analogy  between  an  ordinary  magnet  and  the  helix  when 
conveying  an  electric  current,  deduced  from  it  a theory  of  the 
connexion  between  magnetism  and  electricity  which  has  satisfied, 
hitherto,  the  rigorous  requirements  of  mathematical  analysis,  and 
has  also  explained  all  the  phenomena  of  electro-magnetism  that 
have  as  yet  been  discovered.  Ampere  assumes  that  all  bodies 
which  exhibit  magnetic  polarity,  derive  this  polarity  from  currents 
of  electricity  which  are  perpetually  circulating  around  the  particles 
of  which  the  magnetic  bodies  are  composed.  Around  each  par- 
ticle an  electric  current  is  supposed  continually  to  circulate ; the 
direction  of  these  currents  is  conceived  to  be  uniform,  each  current 
circulating  in  a plane  at  right  angles  to  the  axis  of  the  magnetic 

power.  In  fig.  243,  the  currents  are  shown 
as  at  a,  b,  c,  circulating  in  a uniform  di- 
rection around  the  particles  of  a bar  mag- 
net, of  which  the  south  pole,  s,  is  nearest 
the  observer.  The  resultant  effect  of  these 
united  and  concordant  small  currents  would 
be  equivalent  to  that  produced  by  a single 
current  winding  in  a spiral  direction  uni- 
formly around  the  bar  which  would  occupy 
the  axis  of  such  a spiral.  In  an  ordinary 
magnetic  needle  which  is  pointing  north  and  south,  currents  would 
ascend  on  the  western  side  and  descend  on  the  eastern.  So  that 
if  the  south  pole  is  towards  the  observer,  the  direction  of  the 
current  required  to  produce  the  magnetism  will  be  the  same  as 
that  of  the  hands  of  a watch  with  its  face  upwards.  No  definite 
proof  of  the  existence  of  these  currents  can  be  given,  nor  can  a 
reason  for  the  persistence  of  such  currents  in  permanent  magnets 
be  assigned ; but  granting  that  such  currents  do  exist,  all  the 
mutual  actions,  between  wires  which  convey  ciuTents,  and  perma- 
nent magnets,  follow  as  a matter  of  necessity. 

(307)  Mutual  Influence  of  Wires  which  are  conveying  Currents. 
— We  proceed  to  point  out  one  or  two  of  these  consequences. 
When  two  wires  are  freely  suspended  near  each  other,  and  elec- 
trical currents  arc  transmitted  through  them,  the  wires  will  be 
mutually  repulsive  if  the  currents  pass  in  opposite  directions,  but 
they  will  attract  each  other  if  the  currents  be  in  the  same  direction. 
Tig.  244  will  explain  the  reason.  When  the  currents  are  in  oppo- 
site directions  (No.  1),  the  magnetism  on  the  inner  side  of  the  first 
wire  is  exactly  similar  to  that  on  the  contiguous  side  of  the 
second  wire,  as  indicated  by  the  arrows  arranged  round  r and  N. 
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Fig.  245. 


The  two  north  poles  Fig.  244. 

and  the  two  south 
poles  consequently 
repel  each  other : 
whereas  when  the 
current  is  passing 
through  the  two  wires 
in  the  same  direction, 
as  shown  in  No.  2, 
the  effects  are  exactly 
reversed ; attraction 

follows,  and  if  the  wires  he  freely  suspended,  as  in  Snow 
Harris’s  arrangement,  represented  in  fig.  245,  they  will  place 
themselves  parallel  to  each  other.  Three 
concentric  troughs  containing  mercury 
are  arranged  on  a small  stand;  the  cur- 
rent passes  from  one  of  the  wires  of  the 
battery  to  the  central  trough,  returns  by 
the  inner  loop  of  wire  to  the  second  trough, 
and  by  the  outer  loop  is  transmitted  to  the 
exterior  trough,  which  is  in  communication 
with  the  other  wire  from  the  battery. 

This  attraction  between  currents  which  are 
passing  in  the  same  direction  may  be  ren- 
dered evident  in  the  contiguous  coils  of  a helix : from  this  cause, 
a helix  formed  of  a slender  harpsichord  wire  shortens  itself  when 
the  current  is  transmitted,  but  recovers  its  former  dimensions  when 
the  current  is  intermitted.  Now  if  it  be  granted  that  in  every  bar- 
magnet  electrical  currents  are  perpetually  circulating  around  the 
particles  of  which  it  is  composed,  in  a direction  at  right  angles  to 
a line  joining  the  magnetic  poles,  we  have  in  the  foregoing  experi- 
ments an  explanation  of  the  tendency  of  a magnet  to  place  itself 
across  a wire  which  is  conveying  an  electric 
current,  since,  by  such  a movement,  the  ^IG*  24^- 

currents  in  the  magnet  and  in  the  wire  as- 
sume a direction  parallel  to  each  other.  Let 
P Q (fig.  246),  represent  a wire  conveying 
an  electric  current  in  the  direction  of  the  x . ^ 
arrow ; n will  indicate  the  north  end  of  a I j | ^ 
magnet  in  which  the  currents  supposed  to  ' 
circulate  around  its  particles  would  be 
parallel  to  the  current  in  the  wire  v q. 

If  the  magnet  be  stationary  whilst  the  w ire  is  moveable,  the 
1 00 
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wire  will  place  itself  at  right  angles  to  the  magnet.  In  fig.  247, 


the  two  extremities  of  the  magnet ; hut  if  the  south  end  be  pre- 
sented, the  wire  will  be  repelled ; the  little  floating  combination 
will  turn  half  round  so  as  to  reverse  its  direction,  and  then  will 
be  attracted. 

Motion  is  also  produced  in  a wire  which  conveys  a current,  if 
it  be  suspended  perpendicularly  between  the  two  poles  of  a horse- 
shoe magnet  placed  upon  its  side,  the  lower  extremity  of  the  wire 
dipping  into  a trough  of  mercury  connected  with  one  electrode 
of  the  battery,  whilst  it  rests  by  a hook  at  its  upper  end  upon  a 
metallic  arm  which  is  in  communication  -with  the  other  electrode  ; 
according  to  the  direction  in  which  the  current  is  passing,  the 
suspended  wire  will  be  either  attracted  or  repelled,  by  the  simul- 
taneous action  of  the  two  poles  of  the  magnet  on  the  opposite 
magnetism  of  the  two  sides  of  the  wire;  the  lower  end  will  be 
thrown  out  of  the  trough  of  mercury ; this  movement  will  break 
the  connexion  with  the  battery,  and  the  wire  will  then  cease  to  be 
acted  upon  by  the  magnet  until  it  falls  back  again  into  the  mer- 
cury ; the  battery  contact  is  by  this  means  renewed,  and  the  same 
series  of  motions  is  repeated.  A spur  wheel  or  star,  if  substituted 
for  the  wire,  may  in  this  manner  be  kept  in  continual  revolution ; 
for  as  one  radius  is  thrown  out,  another  enters  the  mercury,  and 
thus  renews  the  connexion  with  the  battery,  till  it  in  its  turn 
makes  way  for  another. 

(308)  Electro-Magnetic  Rotations. — The  movements  just  de- 
scribed are  not  the  only  ones  which  the  magnet  and  the  wire 
produce  on  each  other.  If  the  action  of  the  electric  current  be 
limited  to  a single  pole  of  the  magnet,  a continuous  rotation  of 
the  pole  round  the  conducting  wire  may  be  obtained;  or  if  the 


Fig.  247 


a plate  of  zinc,  z,  is  represented 
as  connected  by  a loop  of  wire 
with  the  copper  plate  c ; both 
are  suspended  in  a tube  con- 
taining diluted  acid,  and  the 
little  battery  is  made  to  float 
in  a vessel  of  water  by  the  aid 
of  a piece  of  cork,  d.  If  the 
north  end  of  a magnet,  n,  be 
presented  towards  the  loop  in 
the  direction  shown  in  the  cut, 
the  wire  will  be  attracted,  and 
will  place  itself  midway  between 
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Fig.  248. 
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magnet  be  fixed  whilst  the  wire  is  moveable,  the  wire  will  revolve 
around  the  magnet. 

Faraday,  by  whom  these  rotations  were  first  investigated,  was 
led  to  their  discovery  by  observing  the  manner  in  which  a voltaic 
current  acts  upon  a magnetic  needle  which  is  moved  in  its  vicinity. 
If  the  conducting  wire  be  placed  perpendicularly,  and  a needle 
poised  horizontally  at  its  centre  be  made  gradually  to  approach  the 
wire  on  one  side,  each  pole  of  the  needle  is  first  attracted,  and 
on  continuing  the  movement  across  the  wire,  is  then  repelled  by 
the  wire ; on  the  other  side  of  the 
wire  the  needle  is  repelled  where 
it  was  previously  attracted.  The 
points  indicated  in  fig.  248  by  the 
letters  a a,  represent  the  positions 
of  the  wire  when  it  produced 

attraction ; r r,  those  in  which  it  occasioned  repulsion  : at  the 
points  s and  n midway  between  a and  r,  the  needle  is  neither 
attracted  nor  repelled.  From  these  results  Faraday  concluded 
that  each  pole  has  a tendency  to  revolve  round  the  wire,  and 
therefore  that  the  wire  has  a similar  tendency  to  revolve  round 
the  poles ; the  revolution  of  the  north  end  of  the  needle,  it  was 
expected,  would  be  in  a direction  the  reverse  of  that  assumed  by 
the  south  end.  Experiment  completely  verified  these  expecta- 
tions. The  facts  admit  of  being  shown  in  a variety  of  forms. 

No.  1,  fig.  249,  shows 

an  arrangement  by  Fig.  249. 

which  the  magnet  may 
be  made  to  revolve 
around  the  fixed  wire, 
a b ; f f are  the  north 
ends  of  two  bar  mag- 
nets, which  are  united 
below,  and  terminate  in 
a pivot,  (j ; this  pivot 
works  upon  a hard  steel 
plate  in  the  board,  a b : 
c d is  a wooden  ring 
which  contains  mer- 
cury, and  is  in  metallic 
communication  with  the  1 2 

cup,  e.  At  the  centre 

of  each  of  the  magnets  is  a small  brass  hook  which  dips  into  the 

o o 2 
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mercury  of  tlie  trough,  c d,  for  conveying  the  current  transmitted 
through  the  wire,  a b,  which  is  supported  by  the  arm  c.  As  soon 
as  the  connexion  of  the  cups  a and  e is  made  with  the  battery, 
the  magnet  begins  to  rotate  around  the  wire,  a b,  and  continues 
to  do  so  as  long  as  the  current  passes ; if  the  direction  of  the 
current  be  reversed,  the  direction  of  the  rotation  is  reversed  like? 
wise.  No.  2 is  a similar  arrangement  for  showing  the  rotation  of 
the  wire,  g h,  around  the  north  end  of  the  magnet,  a b ; the  cur- 
rent enters  at  the  cup,  /,  divides  itself,  and  passes  down  g and  h 
into  the  ring,  c d,  which  contains  mercury,  and  is  supported  above 
the  hoard,  c d,  by  the  stand  a b : the  circuit  is  completed  by 
means  of  the  cup  e : reversal  of  the  current  reverses  the  direction 
of  the  rotation.  If  the  current  descend  in  the  wire  around  the 
north  end  of  the  magnet,  the  direction  of  the  rotation  is  the  same 
as  that  of  the  hands  of  a watch  lying  with  the  face  upwards.  The 
current  may  he  transmitted  through  the  upper  half  of  the  magnet 
itself,  and  if  delicately  poised,  the  bar  may  thus  be  made  to  rotate 
rapidly  upon  its  own  axis.  These  rotations  may  also  be  exhibited 
by  liquid  and  by  gaseous  conductors  ; if  the  wires  from  a powerful 
voltaic  battery  he  made  to  dip  into  mercury,  the  mercury  over 
the  point  where  the  wires  terminate  will  rotate  rapidly  if  a magnet 
be  held  above  or  below  the  spot.  The  flame  of  the  voltaic  arc 
revolves  with  equal  regularity  and  distinctness  under  magnetic 
influence ; for  instance,  by  making  a powerful  liorse-shoe  magnet 
a part  of  the  circuit,  and  transmitting  the  current  through  the 
magnet  itself,  the  voltaic  arc  of  flame  which  may  be  drawn  from 
one  of  its  poles  will  rotate  in  the  opposite  direction  to  the  flame 
which  may  he  drawn  from  the  other  pole.  This  magnetic  rota- 
tion of  the  electric  discharge  is  also  well  exhibited  when  the 
induced  current  of  RuhmkorfF’s  coil  is  transmitted  through  an 
exhausted  globe  immediately  over  the  pole  of  an  electro-magnet, 
the  direction  of  the  rotation  being  reversed  with  each  reversal  of 
the  magnetism.  (De  La  Rive,  Electricity,  Walker’s  Translation, 
Yol.  ii.  p.  308.) 

A beautiful  proof  of  the  magnetic  condition  of  the  liquid  part 
of  the  circuit  so  long  as  the  current  is  passing,  is  exhibited  by  the 
rotation  of  the  battery  itself,  in  obedience  to  the  action  of  a 
magnet.  The  experiment  may  be  made  as  follows  : — Let  a double 
cylinder  of  copper,  shown  in  section  at  c,  fig.  2 50,  of  about  two 
inches  (5  centimetres)  in  diameter  and  three  inches  (7 '5  centi- 
metres) high,  be  formed  into  a cell  capable  of  containing  liquid, 
and  be  supported  by  a point  attached  to  a connecting  strip 
of  copper,  over  one  end  of  a bar  magnet ; let  a cylinder  of  zinc. 
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z,  be  supported  on  a second  point  in  metallic 
communication  with  the  copper  : as  soon  as 

a little  diluted  acid  is  poured  into  the  cell, 
the  zinc  will  begin  to  revolve  around  the  mag- 
net in  one  direction,  while  the  copper  rotates 
in  the  opposite  ; the  current  is  ascending  in  the 
copper,  whilst  in  the  zinc  it  is  descending  around 
the  same  magnetic  pole  : round  the  north  end  of 
the  magnet,  the  cylinder  of  zinc  will  move  in  the 
same  direction  as  the  hands  of  a watch  which  is 
lying  with  its  face  upwards. 

Ampere  has  explained  these  rotations  by 
means  of  the  theory  to  which  allusion  has  already 
been  made ; but  it  will  not  be  needful  to  pursue 
this  part  of  the  subject  further. 

(309)  Electric  Telegraph. — The  most  important  and  remark- 
able of  the  uses  which  have  been  made  of  electricity,  consists  in 
its  application  to  telegraphic  purposes  ; an  application  which  has 
not  only  brought  distant  towns  upon  the  same  island  or  continent 
within  the  means  of  instantaneous  communication  with  each  other, 
but  which  has  spanned  the  seas,  and  placed  an  insular  metropolis 
like  London  within  momentary  reach  of  the  distant  capitals  of  the 
continent. 

/ # 

It  would  be  impossible  in  a work  like  the  present,  to  give 
even  a sketch  of  the  numberless  modifications  and  improvements 
in  the  apparatus  which  have  been  suggested  or  practised  for  car- 
rying out  telegraphic  communications  by  means  of  electricity, 
since  the  year  1837,  which  is  memorable  as  the  period  at  which 
Cooke  and  Wheatstone  took  out  their  first  patent  for  electric 
telegraphing,  and  proved  to  the  world  the  possibility  of  trans- 
mitting and  receiving  signals  produced  by  electricity,  with  facility 
and  with  certainty  through  insulated  wires  of  great  length.  On 
the  present  occasion,  an  outline  of  the  essential  parts  of  the  tele- 
graphic system  which  is  generally  adopted  in  this  country  is  all 
that  can  ,be  attempted. 

The  electric  telegraph  may  be  regarded  as  consisting  of  three 
parts — viz. : 1.  The  battery,  or  source  of  electric  power.  2.  The 
line,  or  the  means  of  transmitting  the  signals.  3.  The  telegraphic 
indicator,  or  instrument  for  exhibiting  the  signals. 

1.  The  Battery. — The  apparatus  for  producing  the  signals  is 
simply  a voltaic  battery,  any  form  of  which  may  be  used  ; the 
one  formerly  in  general  use  consists  of  a series  of  alternate  pairs 
of  copper  and  amalgamated  zinc  plates  arranged  in  wooden 
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troughs,  subdivided  into  compartments,  similar  to  those  used  with 
Sinee’s  battery  (fig.  221).  These  compartments,  after  the  plates 
have  been  introduced,  are  filled  with  sand,  which  is  then  moistened 
with  diluted  sulphuric  acid.  In  this  form  of  instrument  the  risk 
of  leakage  is  diminished  and  the  amount  of  evaporation  is  lessened : 
the  charge  requires  renewing  once  in  ten  days  or  a fortnight,  I 
according  to  the  frequency  with  which  the  telegraph  is  used. 
Another  form  of  battery  which  has  been  found  to  be  effective  for 
a long  period  consists  of  plates  of  amalgamated  zinc,  and  gas 
coke,  excited  by  solid  mercuric  sulphate  moistened  with  water ; 
the  plates  are  arranged  in  compartments,  similar  to  those  used  for 
the  moistened  sand.  Eut  a modification  of  DanielTs  battery  is 
now  generally  preferred  to  any  other  form. 

2.  The  Line. — The  conducting  wire  was  formerly  made  of 
copper,  but  is  now  generally  made  of  iron  wire  about  8mm'  or  one- 
third  of  an  inch  thick,  coated  with  zinc,  to  protect  it  from  oxida- 
tion. For  the  purpose  of  insulation  this  wire  is  supported  upon 
wooden  posts,  which  are  firmly  sunk  into  the  earth,  and  which 
are  kept  dry  at  the  upper  extremity  by  means  of  a cap  or  case  of 
wood,  fourteen  or  sixteen  inches  (35  or  40  centimetres)  long, 
between  the  sides  of  which  and  the  post  is  an  interval  of  air.  To 
the  sides  of  this  cap  short  tubes  of  porcelain,  or  supports  of  glass, 
are  attached,  and  through  these  insulating  tubes  the  wire  passes. 
Suppose  that  a message  is  to  he  transmitted  from  London  to 
Manchester ; a continuous  insulated  conducting  wire  must  ex- 
tend between  the  instrument  or  battery  in  London  and  the  instru- 
ment at  Manchester  which  is  to  receive  the  signals,  and  there 
must  also  be  a continuous  conducting  communication  to  complete 
the  circuit  between  Manchester  and  London.  This  return  con- 
ductor may  consist  of  a second  metallic  wire  which  must  be  in- 
sulated from  the  earth  and  from  the  first  wire,  though  it  may  be 
suspended  upon  the  same  posts  side  by  side  with  the  first.  The 
earlier  telegraph  lines  were  all  made  in  this  way. 

It  was,  however,  discovered  by  Steinheil  that  the  second 
metallic  wire  may  he  dispensed  with,  and  that  the  earth  itself  may 
he  employed  as  the  conductor  for  completing  the  return  commu- 
nication between  the  two  distant  stations.  The  possibility  of 
doing  this  arises  from  the  law  of  conduction  in  solids — viz.,  that 
the  conducting  power  increases  in  proportion  to  the  area  of  the 
section  of  the  conductor.  The  earth  as  a conductor  of  electricity 
is  many  thousand  times  inferior  in  power  to  any  of  the  metals,  if 
columns  of  each  metal  and  of  the  earth  of  equal  diameter  be  com- 
pared. But  it  is  possible  to  multiply  indefinitely  the  area  of  the 
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conducting  portion  of  the  earth  between  the  two  stations,  and  thus 
a line  of  communication  may  be  obtained  which  actually  offers  a 
far  smaller  amount  of  resistance  than  the  metallic  part  of  the 
circuit.  In  practice  all  that  is  found  necessary,  in  order  to  take 
advantage  of  this  conducting  power  of  the  earth,  and  to  substitute 
it  for  the  return  wire  of  the  telegraph,  consists  in  leading  a wire 
from  the  telegraphic  apparatus  at  one  end,  into  the  earth,  the  wire 
being  attached  to  a plate  of  copper  which  exposes  a square  metre 
or  more  of  surface,  and  this  copper  plate  is  buried  in  the  ground, 
as  represented  at  p (figs.  251,  252,  253).  By  increasing  the  size 
of  this  plate,  any  extent  of  surface  of  contact  with  the  earth  may 
he  obtained,  and  thus,  notwithstanding  the  intrinsic  inferiority  of 
the  earth  to  the  metals  as  regards  its  conducting  power,  the  re- 
sistance which  it  offers,  according  to  Breguet’s  experiments,  is 
insignificant  when  compared  with  that  of  the  telegraph  wire  itself. 

The  general  plan  of  this  arrangement  will  be  understood  from 
fig.  251,  in  which  m and  1 represent  two  telegraphic  instruments, 


Fig.  251. 


one  stationed,  we  will  suppose,  in  Manchester,  the  other  in  London. 
l is  the  metallic  line  or  wire  of  communication  which  connects 
the  stations  ; e is  the  earth ; and  p,  q,  copper  plates  attached  to 
wires,  one  of  which  proceeds  from  each  instrument.  Suppose, 
for  example,  a message  to  be  in  the  act  of  transmission  from  1, 
the  instrument  in  London,  to  m,  the  instrument  in  Manchester ; 
If  c z represent  the  battery  at  the  London  station,  the  current  will 
take  the  course  indicated  by  the  arrows ; it  will  pass  from  c to  a 
wire  connected  with  the  earth-plate,  p,  thence  it  will  pass  through 
the  200  miles  of  earth  between  the  two  cities ; at  q it  will  be 
taken  up  again,  and  be  transmitted  by  the  wire  to  the  instrument, 
m,  thence  it  will  be  conveyed  along  the  metallic  wire,  l,  and  back 
again  to  London,  where  it  will  pass  through  the  instrument,  1,  and 
so  return  to  the  end,  z,  of  the  battery. 

When  it  is  impossible  to  insulate  the  conducting  wire  by  sup- 
porting it  in  the  air  on  posts,  the  whole  length  of  the  wire  requires 
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to  be  covered  with  an  insulating  material.*  Caoutchouc  and  gutta- 
percha are  found  to  be  well  adapted  to  this  purpose.  In  this  case 
it  is  usual  to  substitute  copper  wires  for  the  iron  ones,  as  owing  to 
the  superior  conducting  power  of  copper,  a wire  of  much  smaller 
diameter  can  be  employed  without  adding  to  the  resistance,  and  a 
saving  of  space  and  of  insulating  material  is  thus  effected,  as  well 
as  a reduction  in  the  inductive  action  to  which  allusion  will  be 
made  almost  immediately.  The  wires,  after  having  been  covered 
with  a coating  of  gutta-percha  about  3"™'  or  of  an  inch  thick, 
may  be  enclosed  either  singly,  or  several  of  them  side  by  side,  in 
iron  tubing,  to  protect  them  from  mechanical  injury : they  are 
then  placed  under  ground,  in  the  same  manner  as  pipes  for  the 
conveyance  of  gas  or  water.  In  the  submarine  telegraphs,  copper 
wires  coated  with  gutta-percha  are  carefully  enveloped  in  tarred 
hemp,  so  as  to  form  a compound  rope,  which  contains  several 
strands  of  conducting  wire ; the  whole  is  protected  by  enclosing 
it  in  a flexible  metallic  covering,  formed  by  carefully  twisting 
several  iron  wires  around  the  compound  conducting  rope  already 
described;  the  exterior  is  often  further  protected  by  an  outer 
covering  of  tarred  hemp  or  other  analogous  material.  The  cable 
having  been  previously  coiled  up  in  the  hold  of  a vessel,  and  one 
of  its  extremities  having  been  properly  secured  upon  the  shore,  is 
carefully  lowered  into  the  sea ; from  its  weight,  the  electric  rope 
at  once  sinks  to  the  bottom  as  it  is  gradually  paid  out  over  the 
ship's  side.  When  the  opposite  shore  is  safely  gained,  the  extre- 
mities of  the  conducting  wire  are  connected  on  either  side  with 
other  wires  which  are  in  communication  with  the  telegraphic 
apparatus,  and  the  signals  can  be  at  once  transmitted.  The  in- 
creased pressure  upon  the  gutta-percha,  produced  by  submersion 
at  great  depths,  is  found  to  improve  the  insulating  power  of  the 
material,  the  pressure  upon  each  square  inch  being  increased 
nearly  1 ton  for  each  mile  below  the  surface. f 


* The  insulating  power  of  different  materials  is  very  differently  affected  by 
temperature.  It  is  always  highest  when  the  temperature  is  lowest.  The  insu- 
lating power  of  caoutchouc  is  diminished  but  slightly  by  a rise  of  temperature 
from  3 20  to  920  (33°‘3  C.),  whilst  in  gutta-percha  the  insulation  is  reduced  more 
than  half  between  the  same  points  of  temperature.  It  must  be  remembered  that 
the  effect  of  heat  upon  metallic  conductors  is  exactly  the  reverse,  a rise  in  tem- 
perature of  copper  from  320  to  920,  being  attended  with  a diminution  in  its 
conducting  power  of  nearly  1 o per  cent. 

f The  most  gigantic  submarine  cables  which  have  yet  been  laid, are  those  which 
connect  the  coast  of  Valentia  in  Ireland,  with  Heart’s  Content,  Newfoundland, 
a distance  of  1670  nautical  miles.  There  are  two  of  these  cables  connecting  the  two 
hemispheres;  one  which, after  the  unsuccessful  attempt  in  1865,  was  successfully 
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In  cases  in  which  the  wires  are  insulated  with  gutta-percha, 
and  are  then  encased  in  iron  tubes,  or  sunk  beneath  a body  of 
water,  it  has  been  observed  that  if  the  wire  be  connected  with  the 
battery,  the  signal  is  not  instantaneously  transmitted  to  the 
opposite  extremity;  and  that  if  the  battery- contact  be  broken, 
there  is  not  an  instantaneous  cessation  of  electric  action  at  the 
distant  point. 

Faraday  (Phil.  Mag.,  March  1854,  197)  has  shown  that  this 
retardation  is  produced  by  the  inductive  action  of  the  current 
upon  the  gutta-percha  insulator.  The  insulated  wire,  in  fact, 
forms  a Leyden  jar;  the  gutta-percha  is  the  dielectric;  the  wire 
within  forms  the  inner  coating,  and  the  iron  tube,  or  water  of 
the  ocean  which  surrounds  it,  forms  the  exterior  coating.  The 
time  lost  at  first  is  that  which  is  expended  in  giving  to  the  gutta- 
percha its  charge ; and  the  current  which  is  observed  to  continue 
for  a short  time  after  the  wire  has  been  disconnected  with  the  bat- 
tery, is  produced  by  the  gradual  discharge  of  the  electricity  which 
had  been  communicated  by  lateral  induction  to  the  gutta-percha  : 
the  gutta-percha  in  this  case  becomes  polarized,  just  in  the  same 
manner  as  the  glass  of  an  ordinary  Leyden  jar.  If  the  conduct- 
ing wire  employed  have  a diameter  of  inch,  a mile  of  such 
wire  would  expose  a surface  of  85-95  square  feet ; so  that  it  is 
obvious  that  a cable,  even  of  moderate  length  only,  must  be  capable 
of  acquiring  an  extremely  powerful  charge,  as  the  amount  of  charge 
from  a battery  of  uniform  power  is  directly  proportioned  to  the 
length  of  the  wire.  Variation  in  the  degree  of  conductivity  in  the 
wire  does  not  affect  the  amount  of  the  charge  by  induction,  but 
the  amount  of  charge  is  very  greatly  influenced  by  the  nature  of 
the  insulating  material  used.  In  the  course  of  the  experiments 
made  by  Wheatstone  for  the  Government  Commission  on  Electric 


completed  in  1866,  and  the  other  laid  at  one  operation  in  1866.  The  length  and 
the  electric  conductivity  of  the  two  cables  do  not  differ  to  any  material  extent.  The 
cable  of  1866  is  1858  knots  in  length,  and  is  formed  of  a single  copper  conductor, 
consisting  of  seven  strands  of  copper  wire,  of  a diameter  of  o-i  14  inch  (2'mm-p) ; 
this  is  enclosed  in  alternate  layers  of  gutta-percha  and  “ Chatterton’s  compound  ” 
(a  mixture  of  gutta-percha  with  wood-tar,  and  resin),  making  a core  of  0-464 
inch  (irmm78)  in  diameter;  this  is  covered  with  a serving  of  jute,  soaked  in 
infusion  of  catechu,  and  enclosed  in  ten  bright  steel  wires,  each  protected  with  a 
covering  of  hemp ; the  wholeforms  a cable  the  entire  diameter  of  which  is  1 • 1 25  inch 
(28-mm-6) ; its  weight  per  knot  in  air  is  35^  cwt.  and  in  water  14  cwt.  (a  knot 
= 6087  feet,  or  2029  yards.)  The  cable  of  1866  loses  half  its  charge  in  from 
60  to  70  minutes.  The  total  resistance  of  the  1858  knots  of  copper  wire  con- 
tained in  this  cable  is  equal  to  7209  “ British  Association  units  ” (note,  p.  494), 
— ( North  Brit.  Review , Dec.  1866.) 
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Telegraphy,  published  in  a report  to  the  House  of  Commons,  in 
i860,  it  was  found  that  the  induction  produced  in  gutta-percha 
was  very  much  greater  than  that  in  caoutchouc ; whichever 
material  is  employed  the  amount  of  induction  varies  inversely 
as  the  square  root  of  the  thickness  of  the  insulating  envelope : 
so  that  the  induction  of  a coating  inch  thick  is  only  twice 
that  of  a coating  -f  2 inch  thick. 

Further,  by  increasing  the  diameter  of  the  wire  and  the 
thickness  of  the  covering  in  the  same  proportion,  the  amount  of 
induction  remains  unaltered.  A wire  -pg-  inch  thick,  covered 
with  gutta-percha  ,36  thick,  experiences  the  same  induction  as  a 
wire  of  Ar  inch  coated  with  gutta-percha  Ff-  thick.  The  rate  of 
transmission  of  the  current  in  such  coated  conductors,  when  of 
uniform  dimensions,  is  inversely  as  the  square  of  their  length 
(Sir  W.  Thomson). 

These  observations  do  not  affect  the  fundamental  conclusions 
deduced  from  Ohm's  law ; in  consequence  of  which  it  is  found  that 
the  quantity  of  electricity  transmitted  is  directly  as  the  difference 
in  its  tension  at  the  two  ends  of  the  wire ; and  from  a source  of  uni- 
form power  it  is  inversely  as  the  length  of  the  wire,  hut  directly 
as  its  weight,  or  as  the  square  of  its  diameter.  When  the  wires 
are  suspended  in  air,  no  retardation  of  this  kind  is  observed ; and 

no  after-current  is  perceived.  The  gutta- 
percha in  such  a case  cannot  assume  the 
polarized  condition,  owing  to  the  absence 
of  any  conducting  communication  between 
its  external  surface  and  the  earth,  bv  which 
the  induced  electricity  could  be  carried  off. 

Supposing  that  the  line  of  communi- 
cation has  been  established,  we  have  now 
to  consider: — 

3.  The  Instrument  for  Exhibiting  the 
Signals. — The  ordinary  indicator,  or  in- 
strument by  which  the  signals  are  exhi- 
bited, is  essentially  a galvanometer,  in 
which  the  astatic  needles  are  suspended 
vertically,  instead  of  being  placed  in  a 
horizontal  direction.  A side  view  of  the 
coil  is  shown  at  g,  Fig.  252.  One  of  the  needles  is  shown  vertically 
suspended  within  it;  the  other  needle,  n s , is  represented  in 
front  of  the  dial-plate,  r,  p,  of  the  instrument.  The  needles  are 
slightly  heavier  at  their  lower  extremities  than  at  their  upper 
ones,  in  order  that  •when  disturbed  from  the  vertical  line,  they 


Fig.  252. 
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may  again  resume  it  when  the  disturbing  force  ceases  to  act. 
The  motions  of  the  needle  to  the  right  or  to  the  left  are  limited 
by  a little  ivory  stud,  which  projects  on  either  side  from  the  face 
of  the  dial;  loss  of  time,  which  would  otherwise  be  occasioned 
by  the  unnecessary  length  of  the  oscillations  of  the  needle,  is 
thus  prevented,  l and  p are  the  wires  which  communicate 
with  the  distant  station ; c z is  the  battery ; h is  the  handle  by 
which  the  instrument  is  worked.  Fig.  253  is  intended  to  illus- 

Fig.  253. 


trate  the  principle  upon  which  such  an  instrument  is  made  to  ex- 
hibit the  signals ; the  details  of  its  construction  have  been  slightly 
modified  in  the  diagrams,  in  order  that  the  course  of  the  electric 
current  may  be  more  clearly  traced.  No.  1 represents  a back  view 
of  the  essential  parts  of  the  instrument,  when  at  rest  and  in  a posi- 
tion to  receive  a message  from  the  distant  extremity.  In  this  posi- 
tion, supposing  the  current  to  originate  from  the  distant  battery, 
and  to  enter  the  galvanometer  g by  the  wire  l,  it  will  pass  through 
the  coil,  will  make  its  exit  by  the  wire  upon  the  right  hand,  which 
is  attached  to  the  metallic  spring  t ; thence  it  will  pass  along  the 
brass  crosspiece,  cl,  into  the  metallic  spring  v,  and  complete  the 
circuit  through  the  wire  attached  to  the  plate  p and  the  earth  e, 
by  which  it  is  returned  to  the  distant  station.  The  battery  shown 
at  c z is  inactive  during  the  whole  of  this  stage ; the  wires  which 
proceed  from  its  two  extremities  are  attached  to  insulated  pieces 
of  brass  at  either  end  of  the  vertical  piece  which  is  connected  with 
cl.  No  current  therefore  can  in  this  position  be  transmitted  from 
this  battery,  since  the  wire  proceeding  from  c is  completely  insu- 
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lated.  But  suppose  it  be  desired  to  transmit  a signal  from  this 
instrument  to  the  distant  station : — by  means  of  the  handle  h 
(fig.  252);  the  piece  to  which  d is  attached  can  be  pressed  against 
one  of  the  springs  at  t (fig.  253,  2),  whilst  its  lower  extremity,  by 
the  same  movement  is  pressed  against  the  other  spring  v ; the 
current  now  passes  from  the  battery  in  the  direction  shown  by  the 
arrows.  From  c it  proceeds  to  v,  thence,  through  the  wire  attached 
to  p,  into  the  earth;  then  through  the  distant  station,  where  the 
instrument  is  arranged  for  receiving  the  signal,  as  in  No.  1,  and  it 
then  produces  a deflection  of  its  needle.  Thence  the  current  re- 
turns by  l to  the  galvanometer  coil,  g,  and  then  deflects  the  needle, 
returns  through  the  wire  attached  to  the  spring  t,  and  by  the  me- 
tallic piece  cl,  completes  the  circuit  through  the  wire  attached  to  z. 

It  is  obvious  that  by  reversing  the  movement  given  to  the 
handle  h,  the  direction  of  the  current  and  the  motion  of  the 
needles  in  the  coil  will  be  reversed  both  in  the  near  and  in  the 
distant  instrument,  as  shown  at  No.  3.  As  soon  as  the  operator 
has  finished  making  his  signals,  the  springs,  v and  t,  restore  the 
crosspiece  d,  to  the  position  shown  in  No.  .1,  and  thus  the  instru- 
ment at  once  adjusts  itself  for  receiving  the  signals  from  the 
distant  station ; the  battery  at  c z being  thrown  out  of  action 
and  the  conducting  communication  with  the  line  being  restored 
through  the  crosspiece,  d,  by  the  self-acting  power  of  the  instru- 
ment itself. 

By  this  arrangement  a corresponding  motion  of  the  needle  is 
always  produced  at  the  same  instant  at  both  stations,  so  that  the 
giver  and  the  receiver  of  the  message  each  perceive  the  signal. 
Since  the  needle  admits  of  being  moved  either  to  the  right  or  to 
the  left,  it  is  clear  that  by  combining  together  on  a definite  plan 
a certain  number  of  these  movements,  any  letter  or  word  may  be 
transmitted ; for  instance,  two  movements  of  the  upper  end  of  the 
needle  to  the  right  may  show  the  letter  A ; three  movements  in 
the  same  direction  the  letter  B ; four  might  indicate  C ; one  to 
the  right  and  one  to  the  left  D : and  so  on. 

By  employing  two  or  more  needles  in  each  instrument,  a 
greater  number  and  variety  of  signals  can  be  transmitted  in  the 
same  time,  but  each  needle  requires  a separate  conducting  wire, 
though  the  number  of  batteries  need  not  be  increased. 

§ V.  Magneto-Electricity. 

(310)  Volta-Electric  Induction. — The  term  volta-electric  in- 
duction was  given  by  Faraday  to  the  production  of  secondary  cur- 
rents, or  currents  in  closed  wires  obtained  by  inductive  action,  from 
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wires  conveying  currents  in  the  vicinity  of  such  closed  circuits. 
The  circumstances  under  which  these  currents  are  formed  will  be 
best  understood  by  a description  of  an  experiment.  If  a wire 
through  which  a voltaic  current  is  passing  he  placed  parallel  to  a 
second  wire,  the  two  extremities  of  which  are  connected  with  the 
ends  of  a sensitive  galvanometer,  no  perceptible  effect  is  produced 
in  the  second  wire,  so  loug  as  the  current  passes  without  interrup- 
tion through  the  first  wire ; but  if  the  current  through  the  first 
wire  (or  primary  current,  as  it  may  for  the  sake  of  distinction  be 
termed)  be  suddenly  stopped  by  interrupting  the  connexion  with 
the  battery,  a secondary  current  of  momentary  duration  is  pro- 
duced in  the  second  wire,  and  this  current  is  direct,  that  is  to  say, 
it  is  in  the  same  direction  as  that  in  the  battery  wire.  On  again 
completing  the  communication  between  the  first  wire  and  the 
battery,  a momentary  current  or  wave  of  electricity  is  again 
transmitted  through  the  second  wire,  but  it  is  now  inverse,  or  in 
the  opposite  direction  to  the  primary  current. 

These  effects  may  be  much  increased,  if  instead  of  employing 
simple  wires,  the  wires  be  coiled  into  the  form  of  two  concentric 
helices ; the  wire  which  is  to  convey  the  primary  current,  or 
primary  coil,  being  placed  in  the  axis  of  the  coil  for  the  secondary 
current,  and  the  ends  of  the  secondary  coil  being  connected  as 
before  with  the  extremities  of  the  galvanometer.  Under  these 
circumstances  the  needle  will  receive  a powerful  impulse  at  the 
moment  the  primary  coil  is  connected  with  the  battery,  but  after 
a few  oscillations  the  needle  will  return  to  its  original  position, 
notwithstanding  that  the  current  through  the  primary  coil  is  main- 
tained ; the  instant,  however,  that  the  primary  coil  is  separated 
from  its  contact  with  the  battery,  a powerful  momentary  impulse, 
occasioned  by  a current  through  the  secondary  coil  in  a direction 
the  reverse  of  the  former,  will  be  produced  upon  the  galvano- 
meter needle. 

Similar  effects  are  exhibited  by  causing  the  primary  coil,  whilst 
it  is  transmitting  the  battery  current,  suddenly  to  approach  to- 
wards, or  to  recede  from,  the  secondary  coil  which  is  in  connexion 
with  the  galvanometer.  During  the  approach  of  the  coil,  the 
secondary  current  is  in  the  opposite  direction  to  the  primary  one  ; 
but  during  the  withdrawal  of  the  coil,  the  secondary  current  is  in 
the  same  direction  as  the  primary  current.  If  a small  helix  be 
substituted  for  the  galvanometer  in  the  secondary  coil,  a steel 
needle  may  be  magnetized  by  tbe  induction  of  these  instantaneous 
currents,  and  the  intensity  of  the  magnetism  thus  induced  is  pro- 
portional to  the  intensity  of  the  secondary  current.  By  discharging 
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a Leyden  jar  through  a primary  coil  properly  insulated,  a secondary 
current  may  he  obtained  in  the  other  helix,  but  in  this  case  it  is 
always  in  the  same  direction  as  the  current  produced  on  breaking 
contact  with  the  battery. 

(311)  Magneto-Electric  Induction. — Since  electricity  may  be 
made  to  elicit  magnetism,  it  seemed  reasonable  to  expect  that 
the  converse  operation  of  obtaining  electricity  by  means  of  mag- 
netism should  likewise  be  practicable.  After  several  fruitless 
attempts  to  solve  this  problem,  Faraday  succeeded  in  discovering 
the  conditions  necessary  to  ensure  the  result  [Phil.  Trans.  1832, 
p.  125).  The  following  experiment  will  serve  to  illustrate  these 
conditions.  Let  the  extremities  of  a helix  of  copper  wire  be  con- 
nected by  means  of  wires  several  metres  in  length  with  the  two 
ends  of  a galvanometer,  so  that  the  needles  shall  be  beyond  the 
direct  influence  of  the  magnetic  bars  to  be  employed.  Motion  of 
a permanent  magnet  across  the  coils  of  the  helix  instantly  pro- 
duces a current  in  the  wire ; if,  for  example,  a bar  magnet  be 
introduced  into  the  axis  of  the  helix,  an  immediate  deflection  of 
the  galvanometer  needle  is  produced ; but  if  the  magnet  be  allowed 
to  remain  motionless  within  the  helix,  the  needle  after  a few 
oscillations  returns  to  its  zero ; the  instant,  however,  that  the 
magnet  is  withdrawn,  the  galvanometer  needle  is  deflected  to  the 
same  extent  as  before,  but  in  the  opposite  direction.  When  the 
marked  end  of  a magnetic  bar  is  introduced  into  a right-handed 
helix,  the  current  which  is  produced  so  passes  through  the  coils 
as  to  enter  the  helix  at  that  extremity  at  which  the  magnet  enters  ; 
so  that  the  current  under  these  circumstances  moves  in  the  oppo- 
site direction  to  that  of  the  hands  of  a watch  which  is  Ivins  with 
its  face  upwards. 

If  a bar  of  soft  iron  be  placed  in  the  axis  of  the  helix,  so  long 
as  it  remains  unmagnetized  no  current  is  produced ; but  if  the 
opposite  poles  of  two  bar  magnets  be  presented  one  to  each 
extremity  of  the  soft  iron,  so  as  to  render  it  temporarily  magnetic 
by  induction,  a momentary  current  is  produced  whilst  it  is  acquiring 
magnetism,  and  this  current  corresponds  in  direction  with  that 
which  would  be  occasioned  by  introducing  a bar  magnet,  the  poles 
of  which  correspond  in  direction  with  those  of  the  temporary 
magnet. 

In  like  manner  when  two  concentric  helices  are  arranged  as 
in  the  experiment  on  volta-electric  induction  (310),  and  a bar  of 
soft  iron  is  placed  in  the  axis  of  the  primary  coil,  a much  more 
powerful  secondary  current  is  obtained  than  when  the  two  coils 
only  are  used ; since  the  soft  iron  in  acquiring  and  in  losing  mag- 
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netism  produces  a secondary  current,  which  in  each  case  occurs  in 
the  same  direction  as  that  induced  by  the  primary  coil  alone.  If 
a bar  of  copper  be  substituted  for  the  iron  bar  or  core  in  the 
primary  coil,  the  current  is  not  stronger  than  when  the  two  coils 
alone  are  employed. 

If,  as  Ampere  supposes,  a series  of  electric  currents  are  per- 
petually circulating  around  the  component  particles  of  a bar  mag- 
net, in  planes  at  right  angles  to  the  magnetic  axis, — the  motion  of 
a magnet  in  the  axis  of  a helix,  the  opposite  extremities  of  which 
are  in  metallic  communication  with  each  other  so  as  to  form  a 
closed  circuit,  must  necessarily  produce  a current  in  such  a helix  ; 
for  the  magnet  corresponds  to  a helix  through  which  an  electric 
current  is  passing : experiment  shows  that  the  direction  of  the 
currents  induced  by  the  magnet  is  precisely  such  as  would  be  re- 
quired by  Ampere's  theory. 

(3 12)  Ruhmkorff s Induction  Coil. — The  secondary  currents 
which  are  obtained  by  magnetic  induction  possess  a high  degree  of 
intensity ; if  the  circuit  be  broken  at  the  moment  that  the  current 
is  passing,  a brilliant  spark  will  be  observed  at  the  point  at  which 
the  interruption  is  occasioned. 

An  effective  apparatus  for  exhibiting  these  secondary  currents  has  been  in  use 
for  several  years,  but  it  has  recently  been  rendered  still  more  efficient  by  Kuhm- 
korff.  One  of  its  forms  is  represented  in  fig.  254,  in  which  No.  1 shows  a 

Fig.  254. 


vertical  section  of  the  coil  through  its 
long  axis,  the  other  parts  being  shown  in 
perspective.  It  consists  mainly  of  two 
concentric  helices  of  copper  wire;  the 
primary  or  inner  coil,  a a,  consisting  of  a 
stouter  and  shorter  wire  than  the  secondary 
coil,  b b,  which  is  made  of  a very  long, 
thin  wire,  insulated  by  silk,  and  each  layer 
of  coils  is  carefully  insulated  from  the  ad- 
jacent layers  :*  m is  a bundle  of  soft  iron 
wire  placed  in  the  axis  of  the  coils.  At 
+ and  — are  binding-screws  for  connect- 
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* In  Ruhmkorff ’s  25  centimetre  or  10-inch  coil  the  inner 


or  primary  wire 
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ing  the  primary  coil  with  a voltaic  battery  of  three  or  four  elements.  This 
primary  coil  is  not  continuous  throughout  its  length,  but  admits  of  being  broken 
at  c and  d;  d is  a small  armature  of  soft  iron,  to  the  under  surface  of  which  a plate 
of  platinum  is  riveted,  and  the  upper  surface  of  c is  also  faced  with  platinum. 
So  long  as  c and  d touch  each  other,  the  current  circulates  uninterruptedly  through 
a a : hut  as  soon  as  the  current  passes  through  a a,  the  iron  core,  M,  becomes 
magnetic  and  attracts  d,  consequently  the  contact  between  c and  d is  interrupted  ; 
the  current  immediately  ceases  to  flow  through  A a,  the  magnetism  in  M dis- 
appears instantly,  the  hammer,  d,  falls,  contact  with  c and  with  the  battery  is 
immediately  renewed,  d is  attracted  again,  and  it  immediately  falls  back  upon  c* * 
Thus  the  battery  itself  acts  as  a means  of  making  and  breaking  the  contact  several 
hundred  times  in  a minute.  A powerful  current  is  induced  in  the  secondary 
coil,  B B,  by  each  of  these  momentary  currents  in  a a.  In  this  instrument  the 
secondary  current  is  always  transmitted  in  one  direction  only,  the  induced  current 
on  breaking  contact  being  the  only  one  which  has  sufficient  intensity  to  traverse  the 
coil.  No.  2 shows  an  end  view  of  the  coil,  and  exhibits  more  distinctly  the  parts 
by  which  the  contact  is  made  and  broken.  The  same  letters  apply  in  both  cases. 
The  shocks  are  of  such  intensity  as  to  he  very  painful,  and  often  dangerous,  even 
though  experienced  only  for  an  instant.  A continuous  stream  of  sparks  will  pass 
between  the  insulated  ends  of  the  secondary  wire,  e f. 

When  a Leyden  jar  is  interposed  between  the  terminals  of  the 
secondary  coil,  the  outer  end  of  the  coil  being  connected  with  the 
inner  coating  of  the  jar,  the  noise  and  brilliancy  of  the  spark  is 
much  increased.  If  the  coil  be  excited  by  an  increased  number 
of  cells,  an  advantage  is  obtained  until  a certain  limit  is  reached  ; if 
this  be  exceeded,  a powerful  spark  appears  at  the  point  of  inter- 
ruption of  the  primary  coil,  and  the  platinum  surfaces  are  rapidly 
destroyed;  but  by  now  introducing  a second  Leyden  jar  into  the 
secondary  circuit,  the  brilliancy  of  the  secondary  spark  is  increased, 
and  the  spark  at  the  contact  breaker  nearly  disappears.  On  again 
introducing  an  additional  number  of  cells  of  the  battery  into  the 
primary  circuit,  the  brilliant  spark  at  the  contact-breaker  re- 
appears; but  by  the  addition  of  a third  Leyden  jar  the  secondary 
discharge  may  be  further  increased  in  length  and  in  brilliancy, 
whilst  the  excessive  action  at  the  contact-breaker  is  again 
diverted. 

Faraday  has  contrasted  the  character  of  the  spark,  as  it  occurs  before  the 
introduction  of  the  Leyden  jar,  with  the  appearance  which  it  exhibits  after  the 
jar  has  been  included  in  the  circuit,  by  the  following  experiment : — 

A platinum  wire  is  supported  across  the  knob  of  a Leyden  jar,  and  its  ends 
are  brought  near  the  platinum  terminals  of  the  secondary  coil ; two  similar  short 
interruptions  in  the  secondary  circuit  are  thus  occasioned,  ant  a noiseless  spark 
of  low  luminosity  passes  across  each  interruption.  If  now  the  outer  coating  of 
the  jar  be  connected  by  a wire  with  one  terminal  of  the  secondary  coil,  the 


is  2,ram-5  thick  and  40  metres  long,  300  turns  of  wire  being  formed  upon  the 
instrument.  The  outer  or  secondary  coil  is  o mm\333  thick,  and  8000  metres, 
(about  5 miles)  in  length,  distributed  in  25,000  coils. 

* Other  improved  forms  of  contact  breaker  are  now  in  use. 
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spark  on  this  side  suddenly  becomes  brilliant  and  noisy,  so  that  it  is  difficult  to 
believe  that  in  a given  interval  of  time,  equal  quantities  of  electricity  traverse 
the  interval  between  the  two  wires. 

The  noiseless  spark  kindles  paper  or  other  readily  combustible 
objects,  whilst  the  flash  from  the  Leyden  jar  fails  to  kindle  them. 
The  difference  between  the  two  sparks  is  not  in  the  quantity  but 
in  the  duration  of  the  spark ; when  the  jar  is  used  a certain  in- 
terval of  time  is  expended  in  charging  it  by  the  current  which 
moves  comparatively  slowly  through  the  long  secondary  coil, 
whilst  the  discharge  occurs  in  a dense  spark,  the  duration  of 
which  is  imperceptible. 

The  power  of  the  instrument  further  may  be  much  increased 
by  connecting  the  primary  wire  with  a modification  of  the  Leyden 
jar,  which  is  commonly  called  a condenser : it  consists  of  a band 
of  brown  paper,  or,  better,  of  oiled  silk,  on  either  side  of  which  a 
sheet  of  tinfoil  is  pasted.  4 or  5 square  metres  (40  or  50  square 
feet)  of  coated  surface  are  thus  prepared  and  folded  between  two 
other  bands  of  brown  paper  or  of  silk,  and  packed  in  a flat  wooden 
case.  The  two  coatings  are  connected  with  the  binding-screws 
attached  to  c and  d in  the  primary  current.  The  principle  of  its 
action  is  not  clearly  understood ; it  does  not  increase  the  quantity 
of  electricity  in  the  secondary  current,  but  it  adds  greatly  to  its 
intensity,  and  augments  the  striking  distance,  so  that  by  its  em- 
ployment, and  by  increasing  the  dimensions  of  the  coil,  paying 
scrupulous  attention  to  the. insulation  of  the  conducting  wires, 
sparks  of  450  or  500  millimetres  (18  or  20  inches)  in  length,  and 
of  great  intensity  have  been  obtained.  The  intensity  of  this  spark 
is  also  greatly  increased  by  increasing  the  suddenness  with  which 
the  continuity  of  the  primary  wire  is  broken.  It  is  obvious  that 
by  this  machine  electricity  of  low  tension  may  be  rendered  as 
intense  as  that  from  an  ordinary  plate-machine,  whilst  its  quantity 
is  much  greater.  An  induction  coil  may  indeed  be  substituted 
for  an  ordinary  electrical  machine  in  most  cases,  with  great  ad- 
vantage, where  a continuous  discharge  of  sparks  is  required. 

Dr.  Robinson  ( Proceed . Roy.  Soc.  May,  1866,  171),  states 
that  the  quantity  of  electricity  obtainable  with  an  induction  coil 
increases  with  the  diameter  of  the  secondary  wire  up  to  -gV  inch 
(orara'38).  Several  coils  may  be  combined  so  as  to  increase  the 
quantity  of  electricity  which  they  will  furnish  by  connecting  all 
their  positive  terminals  together  into  one  electrode,  and  all  their 
negative  terminals  together,  so  as  to  form  the  other  electrode; 
but  no  increase  in  the  tension  of  the  current  will  be  thus  obtained. 
When  an  increase  in  tension  is  desired,  each  secondary  circuit 

1 


v v 


578 


ruiimkorff’s  induction  coil. 


must  be  connected  in  series  so  as  to  form  one  continuous  circuit, 
each  primary  coil  being  excited  by  a separate  battery. 

In  all  cases  where  the  terminals  of  the  secondary  coil  are 
connected  by  a wire  or  other  good  conductor,  there  are  two  cur- 
rents passing  alternately  in  opposite  directions  through  it  ; one 
produced  each  time  that  the  contact  of  the  primary  coil  is  broken, 
and  this  is  by  far  the  most  intense ; while  the  other,  produced  at 
the  moment  of  making  contact,  though  equal  in  amount,  is  far 
less  intense.  Whenever  the  contact  is  broken,  this  latter  current 
is  intercepted,  so  that  the  discharges  from  the  Leyden  jar  always 
occur  in  one  direction  only : and  hence  a Leyden  jar  or  battery 
may  be  charged  with  the  induction  coil  up  to  a certain  degree 
far  more  rapidly  than  by  an  ordinary  electrical  machine. 

If  the  shadow  of  the  spark  obtained  between  the  secondary 
wires  of  a Ruhmkorff’s  coil  be  thrown  upon  a screen  by  the  in- 
tense light  of  the  electric  lamp,  a cone  of  vapour  will  appear  to 
issue  from  the  point  of  each  wire,  due  to  the  unequal  refraction 
produced  by  the  current  of  heated  air ; but  the  cone  from  the 
negative  wire  being  more  powerful,  apparently  beats  back  the 
heated  stream  from  the  positive  wire.  These  effects  are  the 
reverse  of  those  produced  in  the  ordinary  voltaic  arc,  in  which 
the  greatest  dispersion  of  matter  and  the  highest  temperature  is 
observed  to  occur  at  the  positive  electrode  (280).  If  the  discharge 
of  the  secondary  coil  be  allowed  to  occur  in  an  exhausted  receiver, 
the  phenomenon  of  the  auroral  light  is  exhibited  in  a most  beau- 
tiful manner  through  an  interval  of  one  or  two  metres.  Gassiot 
has  contrived  a very  striking  modification  of  this  experiment,  by 
placing  within  the  receiver  of  the  air-pump  a small  tumbler  or 
beaker  lined  with  tinfoil  about  half  way  up  the  inside.  The 
receiver  should  be  open  at  top  for  the  admission  of  a sliding  rod, 
which  passes  air-tight  through  a brass  plate,  ground  to  fit  the  top 
of  the  jar ; the  sliding  rod  is  enclosed  in  a glass  tube,  open  at 
bottom,  and  passes  down  to  the  inside  of  the  tumbler  and  touches 
the  metallic  lining.  On  exhausting  the  receiver  whilst  the  plate 
of  the  pump  is  connected  with  one  terminal  of  the  secondary  coil, 
and  the  sliding  rod  with  the  other  terminal,  a beautiful  and  con- 
tinuous cascade  of  electric  light  pours  over  the  edge  of  the  tumbler 
upon  the  metallic  plate  of  the  pump.  The  effect  is  heightened  if 
the  tumbler  be  made  of  a fluorescent  material,  such  as  uranium 
glass,  and  rests  upon  a glass  dish  washed  over  with  quinia 
sulphate,  the  blue  fluorescence  of  which  contrasts  well  with  the 
yellow  of  the  uranium.  If,  instead  of  using  the  sort  of  Leyden 
jar  employed  in  the  foregoing  experiment,  this  discharge  be  taken 
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in  an  exhausted  glass  globe  between  two  brass  balls,  it  exhibits  a 
very  interesting  appearance;  the  negative  ball  becomes  covered 
■with  a quiet  glow  of  light,  whilst  a pear-shaped  luminous  discharge 
takes  place  from  the  positive  ball ; between  the  two  balls  is  a small 
interval  nearer  to  the  negative  than  to  the  positive  ball,  which  is 
not  luminous  : when  the  exhaustion  of  the  receiver  is  very  perfect, 
the  luminous  portion  is  observed  to  be  traversed  by  a series  of 
dark  bands  or  arches  concentric  with  the  positive  ball;  the  pre- 
sence of  a little  vapour  of  phosphorus  renders  these  dark  bands 
much  more  distinct.  (Grove.) 

The  occurrence  of  these  bands  is  as  yet  unexplained ; but  the 
attempts  to  trace  them  to  their  cause  have  led  to  numerous  inte- 
resting investigations  by  Grove,  who  first  observed  them,  by 
Robinson,  and  by  others,  but  particularly  by  Gassiot,  who  has 
varied  the  experiment  in  numberless  ways  (Phil.  Trans.  1858, 
1859).  Gassiot's  principal  method  of  procedure  has  been  to  seal 
wires  of  platinum,  and  of  other  materials  of  various  sizes  and  forms, 
into  glass  vessels  or  tubes.  These  tubes  and  vessels  were  subse- 
quently exhausted  more  or  less  completely.  Various  gaseous 
bodies  were  then  introduced,  and  were  afterwards  more  or  less 
completely  removed  by  the  air-pump  : effects  of  great  variety  and 
beauty  were  thus  obtained.  The  general  appearances  may  be 
thus  described : — If  a long  wide  glass  tube  (fig.  255)  containing 


Fig.  255. 


sticks  of  caustic  potash,  at  p,  be  filled  with  well-dried  gaseous 
carbonic  anhydride,  and  afterwards  exhausted  by  the  air-pump, 
the  residual  carbonic  anhydride  will  be  gradually  absorbed  by  the 
caustic  potash  at  p.  The  effects  observed  on  connecting  the 
wires  + , — , with  the  secondary  wires  of  the  RuhinkorfFs  coil, 
vary  with  the  perfection  of  the  vacuum.  If  the  vacuum  be 
:merely  that  which  can  be  obtained  by  an  ordinary  air-pump,  no 
Gratification  is  perceptible ; a diffuse  lambent  light  fills  the  tube  : 
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if  the  rarefaction  be  carried  a step  further,  narrow  stria;,  like 
ruled  lines,  about  rmm-3  in  thickness,  traverse  the  tube  transverse 
to  the  line  of  the  discharge,  as  shown  in  fig.  256,  No.  1.  A step 


Fig.  256. 


further  in  the  rarefaction  increases  the  breadth  of  the  bands,  as 
seen  in  fig.  255  ; next  the  segments  of  light  assume  a cup-shaped 
or  conical  form,  fig.  256,  No.  2;  and  by  carrying  the  rarefaction 
still  further,  a series  of  luminous  cylinders,  of  25mm‘  or  so  in 
depth,  with  narrow  dark  lines  between  them,  are  seen,  fig.  256, 
No.  3.  Finally  when  the  vacuum  approaches  perfection,  there 
is  neither  discharge,  light,  nor  conduction.  Hence  it  would 
appear  that  the  presence  of  material  particles  is  absolutely  neces- 
sary to  the  transfer  of  the  electric  current. 

"When  the  stratification  is  most  distinctly  visible,  a dark  space 
will  always  be  observed  near  the  negative  pole,  which,  if  of  pla- 
tinum, is  seen  to  be  covered  with  a bluish  glow  of  light,  within 
which,  the  wire,  by  an  optical  illusion,  has  the  appearance  of  being 
red  hot.  Portions  of  the  negative  electrode  are  gradually  thrown 
off  in  the  form  of  fine  metallic  particles  as  the  experiment  is  con- 
tinued, and  the  wire  rises  considerably  in  temperature.  The  ap- 
pearance of  the  stratification  varies  greatly  with  the  modifications 
in  form  given  to  the  wires.  If  the  negative  wire  be  enclosed 
within  a capillary  glass  tube  which  is  open,  and  projects  beyond 
the  wire  for  an  eighth  of  an  inch  (3“’“'),  or  a little  more,  all  the 
stratification  disappears,  and  a jet  of  light  escapes  from  the  open 
end  of  the  capillary  tube,  passing  down  the  exhausted  vessel. 

These  stratified  bands  and  luminous  discharges  are  powerfully 
affected  by  the  magnet ; if  the  negative  wire  be  undermost  in  one 
of  these  exhausted  tubes  suspended  vertically,  and  it  be  com- 
pletely covered  with  a stratum  of  mercury,  it  will  be  found  on 
causing  one  end  of  a magnet  to  approach  the  termination  of  the 
luminous  bands  in  the  direction  of  the  axis  of  the  tube,  that  the 
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stratification  will  become  modified,  and  will  present  an  appearance 
resembling  that  which  might  be  occasioned  by  stretching  a spiral 
spring,  supposing  it  were  luminous ; indeed,  by  suitable  means, 
the  discharge  may,  as  De  La  Rive  has  shown,  be  made  to  rotate 
around  the  magnetic  pole.  Pliicker  has  shown  that  the  light  from 
the  negative  pole  is  also  specially  affected  by  the  magnetic  force, 
the  lines  of  light  becoming  parallel  to  the  magnetic  curves ; and 
Gassiot  has  found,  that  by  arranging  a tube  so  as  to  cross  the 
lines  of  magnetic  force  which  emanate  from  the  poles  of  a powerful 
electro-magnet,  he  can  instantly  arrest  the  luminous  discharge  by 
magnetizing  the  electro-magnet ; but  on  breaking  the  connexion 
of  the  magnet  with  the  battery,  the  discharge  is  immediately 
renewed. 

The  phenomena  above  described  have  recently  attracted  a large 
share  of  the  attention  of  electricians,  from  their  intimate  con- 
nexion with  the  mode  in  which  the  electric  force  is  propagated 
and  transmitted  from  point  to  point. 

The  stratified  light  produced  by  Ruhmkorff’s  coil  is,  from  the 
nature  of  the  apparatus,  intermittent,  as  may  be  very  simply  and 
beautifully  shown  by  attaching  one  of  the  vacuum  tubes  to  an 
axle  which  can  be  thrown  into  rapid  rotation,  the  two  arms  of  the 
tube  moving  like  spokes  of  a wheel  upon  the  extremity  of  the 
axle.  In  this  arrangement,  one  extremity  of  the  tube  is  main- 
tained in  unbroken  contact  with  one  extremity  of  the  induction 
coil,  while  the  other  extremity  is  in  like  manner  connected  with 
the  other  end  of  the  induction  coil.  As  the  rotation  proceeds,  if 
the  experiment  be  made  in  a darkened  room,  the  tube  will  be 
visible  momentarily,  several  times  during  each  rotation,  and  will 
produce  the  appearance  of  a star  of  light,  each  arm  of  the  star 
exhibiting  distinct  stratified  bands,  and  appearing  to  be  stationary, 
owing  to  the  briefness  of  the  time  for  which  it  is  visible. 

It  was  supposed  that  these  phenomena  of  stratification  were 
connected  with  undulations  produced  by  the  rapidly  succeeding 
currents  of  the  induction  coil.  Gassiot,  however,  has  shown  that 
this  is  not  the  cause,  by  producing  the  stratified  appearance  from 
the  discharge  of  a Leyden  jar  when  somewhat  prolonged  by  trans- 
mitting it  through  a portion  of  wet  string ; Quct  and  Seguin,  by 
charging  the  jar  feebly,  have  obtained  similar  effects  without  the 
use  of  the  wet  string.  Gassiot  also  obtained  them  directly  from 
the  water  battery  of  3500  cells  (299),  as  well  as  from  a series  of 
400  carefully  insulated  small  pairs  of  Grove’s  construction,  and 
connecting  each  terminal  of  the  battery  with  one  of  the  insulated 
wires  of  the  exhausted  tube.  A beautifully  distinct  stratified 
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discharge  was  produced,  which  was  not  arrested  by  the  introduc- 
tion of  a voltameter  into  the  circuit.  The  quantity  of  electricity 
thus  transmitted  is  so  small  that  the  amount  of  water  decomposed 
is  barely  perceptible.  This  is,  therefore,  not  the  true  voltaic 
arc.  On  causing  the  terminals  of  the  Grove's  battery  in  the 
exhausted  tube  gradually  to  approach  each  other  till  within  about 
37mm-,  the  true  voltaic  arc  was  suddenly  established,  and  an  im- 
mense rise  of  temperature  instantly  occurred  ; but  the  interesting 
point  of  the  experiment  was,  that  the  arc  itself  was  distinctly  seen 
to  be  stratified. 

The  passage  of  the  electric  spark  through  compound  gases  or 
vapours  is  attended  with  a partial  separation  of  their  components 
in  the  line  of  the  discharge.  But  the  experiments  of  Perrot  [Ann. 
de  Chimie,  III.  Ixi.  161)  appear  to  have  proved  that  the  spark 
from  Kuhmkorff's  coil  produces  in  addition  a true  electrolytic 
decomposition  of  the  compound  vapour.  In  the  case  of  steam,  for 
example,  oxygen  appears  in  larger  quantity  at  the  positive  wire,  and 
hydrogen  in  excess  is  collected  at  the  negative ; but  a much  larger 
quantity  of  the  two  gases  is  evolved  than  is  due  to  true  electrolysis. 
Long  sparks,  if  transmitting  equal  amounts  of  electricity  in  equal 
times,  were  found  to  be  more  effectual  in  producing  decomposition 
than  small  ones.  In  synthetic  experiments,  on  the  combination  of 
oxygen  and  nitrogen  to  produce  nitric  acid,  it  was  found  that  long 
sparks  also  furnish  a larger  quantity  of  acid  than  shorter  ones.  If 
the  length  of  the  spark  be  increased  in  any  given  circuit,  the  gain 
increases  only  up  to  a certain  point ; the  resistance  offered  by  the 
length  of  the  interposed  stratum  of  air  beyoud  this  point  di- 
minishes the  amount  of  electricity  which  circulates,  to  an  extent 
which  more  than  counterbalances  the  gain  obtained  by  increasing 
the  length  of  the  spark. 

The  energy  of  the  secondary  induced  current  in  effecting  the 
combination  or  the  decomposition  of  gases  and  vapours,  is  much 
greater  than  that  of  the  ordinary  cylinder  or  plate  electrical 
machine.  The  interposition  of  a condenser  into  the  induced  circuit 
augments  the  intensity  of  the  chemical  action  of  the  spark  ; but  it 
decreases  the  number  of  sparks  in  a given  time,  so  that  if  the 
spark  possess  sufficient  intensity  to  pass,  no  gain  in  the  amount  of 
the  body  decomposed  is  effected  by  the  use  of  the  condenser.* 

(313)  Inductive  Action  of  Currents — Henry’s  Coils. — When 


* Full  details  of  the  numerous  researches  made  bj'  Quet  and  others  with 
Ituhmljorff’s  coil  will  be  found  in  Du  Moncel’s  Notice  sur  V Appareil  d' Induction 
JZlectrique  de  Jtu/i  m korff,  4th  edit. 
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tlie  connexion  between  the  plates  of  a battery  is  made  by  means  of 
a single,  long  straight  wire,  a brilliant  spark  is  seen  at  the  moment 
that  the  contact  with  the  battery  is  broken ; but  when  the  con- 
nexion is  made  by  means  of  a short  wire,  and  contact  is  broken, 
only  a very  small  spark  is  produced.  When  a long  wire  is  em- 
ployed, the  same  length  of  wire,  if  coiled  into  a helix,  gives  a 
much  brighter  spark  than  when  it  is  used  merely  as  a straight 
conductor.  The  brilliant  spark  which  is  observed  when  the  long 
wire  is  used,  is  produced  by  the  inductive  action  of  the  battery 
upon  the  electricity  of  the  wire  itself.  The  bright  spark  obtained 
from  the  battery  wire  on  breaking  contact  arises  from  a current 
which  is  transmitted  through  the  wire  in  the  same  direction  as  that 
from  the  battery  itself.  This  inductive  action  may  be  entirely 
diverted,  if  a second  helix,  the  ends  of  which  are  in  metallic  com- 
munication with  each  other,  be  placed  either  within  the  primary 
coil  or  exterior  to  it. 

If  the  conducting  wire  be  coiled  into  a helix  within  which  an 
iron  core  is  placed,  the  current  on  breaking  contact  acquires  suffi- 
cient intensity  to  communicate  a powerful  shock,  when  the  ends 
of  the  wii’e  are  grasped  by  the  hand  at  the  moment  that  the  wire 
is  disconnected  with  the  battery,  although  the  battery  itself  may 
be  quite  inadequate  to  produce  any  shock  when  its  extremities  are 
connected  by  a short  wire.  A striking  experiment  of  this  kind 
is  related  by  Prof.  Jos.  Henry  (Phil.  Mag.  1840,  xvi.  205). 
A very  small  compound  battery  was  formed  of  six  pieces  of  copper 
bell-wire,  each  about  an  inch  and  a half  (4  centimetres)  long,  and 
six  pieces  of  zinc  of  the  same  size ; the  current  which  this  arrange- 
ment produced  was  transmitted  through  a spool  of  copper  wire 
covered  with  cotton  : this  wire  was  5 miles  (8046  metres)  in  length, 
and  -tA  of  an  inch  (imm'5)  in  diameter,  and  it  was  wound  upon  a 
small  axis  of  iron.  The  shock,  on  breaking  the  connexion  with 
the  little  battery,  was  distinctly  felt  simultaneously  by  twenty-six 
persons  who  had  formed  a circle  by  joined  hands,  and  who  com- 
pleted the  circuit  between  the  two  ends  of  the  wire.  The  shock 
which  was  felt  on  making  contact  with  the  battery  was  barely 
perceptible.  A current  is  produced  on  making  contact,  but  it  is 
feeble,  and  in  a direction  the  reverse  of  that  emanating  from  the 
battery.  Even  a thermo-electric  battery  (317),  if  the  current 
which  it  yields  be  transmitted  through  the  coil,  will  furnish  sparks 
on  breaking  contact. 

Henry,  in  the  paper  above  referred  to,  has  made  some  interest- 
ing observations  upon  the  action  of  the  battery  current  in  inducing 
secondary  currents.  He  employed  for  transmitting  the  primary 
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current  a flat  coil  or  ribbon  of  sheet  copper  about  93  feet  (2 8 '3 
metres)  long  and  i4  incli  (38mm<)  wide.  This  ribbon  was 
sometimes  coiled  in  the  manner  shown  at  a,  fig.  257,  sometimes  in 
the  form  of  a ring  as  shown  at  b.  This  coil  was  combined  under 
various  circumstances  with  other  similar  coils,  each  about  60  feet 
(18  metres)  long,  or  with  helices  of  fine  copper  wire  of 
various  lengths.  The  form  of  ribbon  is  a very  advantageous  one, 
as  it  offers  a large  sectional  area  in  the  conductor,  and  thus  dimi- 
nishes the  resistance,  whilst  the  different  layers  of  the  coil  are 
approximated  to  each  other  with  the  smallest  possible  intervals 
between  them.  When  coiled  as  at  b,  and  a helix  was  placed 
within  the  ring  so  formed,  each  time  that  the  current  from  the 
battery  through  the  ribbon  was  interrupted,  a secondary  current 
of  considerable  intensity  was  obtained  in  the  helix : the  helix 
could  be  supported  upon  a plate  of  glass  which  rested  upon  the 
flat  coil,  and  still  the  inductive  action  was  obtained;  but  if  a 
metallic  plate  were  interposed  between  the  coil  and  the  helix,  no 
secondary  current  was  obtained  in  the  helix,  because  it  was  trans- 
ferred to  the  interposed  conducting  plate. 

By  arranging  a series  of  coils  in  the  manner  represented  in 
fig.  257,  Henry  succeeded  in  obtaining  a succession  of  induced 


Fig.  257. 


currents  by  their  mutual  action.  If  a represent  the  coil  in  con- 
nexion with  the  battery,  b and  c are  arranged  to  form  a continuous 
coil,  through  which,  by  induction,  a momentary  current  is  pro- 
duced each  time  that  the  connexion  of  the  coil  a with  the  battery 
is  broken ; the  current  111  b c then  being  direct,  or  in  the  same 
direction  as  in  a.  Now  if  two  wire  helices  be  connected  together 
and  placed  as  at  cl  and  e,  the  induced  current  iu  c will  produce  a 
second  induced  current,  or  current  of  the  third  order,  in  d e ; but 
this  current  will  be  in  the  opposite  direction  to  that  in  be.  If/ 
be  a ribbon  coil  placed  above  e,  with  its  ends  united  by  a small 
helix  at  //,  a third  current,  or  current  of  the  fourth  order,  will  be 
obtained,  but  it  will  be  in  the  opposite  direction  to  that  in  d e. 
If  these  different  currents  be  compared  together,  they  will  be  in 
the  direction  following  : — 

n primary  current  (on  breaking) 

b,  c,  secondary  current  . . . direct 
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d,  e,  current  of  the  third  order  . inverse 

f,  g,  current  of  the  fourth  order  . direct. 

By  acting  upon  the  principle  just  explained,  and  carefully  in- 
sulating the  coils,  currents  even  of  the  seventh  order  have  been  ob- 
tained, the  successive  currents  being  alternately  direct  and  inverse. 

Similar  currents  of  equal  amount,  but  of  lower  tension,  are 
obtained  each  time  that  the  primary  circuit  is  completed,  but  the 
direction  of  the  currents  in  this  case  is  reversed ; so  that  on  com- 
pleting the  primary  circuit  the  currents  would  be  as  follows : — 

a primary  current  (on  making)  direct 

b,  c,  secondary inverse 

d,  e,  tertiary direct 

/,  g,  quaternary inverse  ; and  so  on. 

These  effects  are  produced  by  a series  of  complicated  actions 
which  may  be  summed  up  as  follows : — The  primary  current 
has  the  power  of  producing  two  induced  secondary  currents 
in  opposite  directions,  one  on  making,  the  other  on  breaking 
contact ; these  currents  admit  of  being  separated  from  each  other. 
They  are  equal  in  amount,  but  the  current  on  breaking  contact 
has  the  highest  tension,  and  will  traverse  the  greater  distance  in 
the  form  of  a spark.  Each  secondary  current  in  b c may  give 
rise  to  two  opposite  tertiary  currents  in  cl  e,  but  these  currents  are 
separated  by  an  interval  of  time  too  small  to  be  appreciated,  be- 
cause the  secondary  current  itself  is  instantaneous.  These  two 
tertiary  currents  are  equal  in  quantity,  but  differ  in  tension  ; the 
tertiary  current  produced  by  the  cessation  of  the  secondary  being 
the  stronger.  Again,  each  of  these  momentary  tertiary  currents 
is  in  its  turn  capable  of  developing  in  f g two  opposite  quaternary 
currents,  equal  in  amount  but  differing  in  tension.  At  each  inter- 
ruption of  the  primary  current,  therefore,  we  have  one  instantaneous 
secondary  current  in  b c,  two  tertiary  in  d e,  and  four  quaternary 
ones  in  f g.  If  all  these  currents  were  equal  in  tension  as  well 
as  equal  in  quantity,  they  would  neutralize  each  other  ; but  since 
their  tension  is  not  equal,  a scries  of  phenomena  are  produced, 
owing  to  the  alternate  predominance  of  the  tension  of  the  currents 
moving  in  one  direction  in  one  circuit,  and  in  the  opposite  direc- 
tion in  the  succeeding  circuit. 

Henry  has  shown  that  induced  currents  of  several  successive 
orders  may  also  be  obtained  by  the  momentary  passage  of  electri- 
city occasioned  by  the  discharge  of  the  Leyden  jar. 

These  induced  currents  not  only  give  powerful  shocks,  but  they 
magnetize  steel  bars  and  produce  chemical  decomposition.  The 
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latter  may  be  sliown  by  interposing  acidulated  water  or  a solution 
of  potassic  oxide  between  platinum  wires  which  are  in  connexion 
with  the  ends  of  the  coil.  It  is  easy  to  obtain  either  currents 
of  high  intensity  such  as  those  required  to  produce  shocks,  or 
currents  of  large  quantity  such  as  would  be  required  for  mag- 
netizing steel,  or  for  igniting  platinum  wire,  by  varyingthe  diameter 
and  length  of  the  conductor.  When  a long  thin  wire  was  em- 
ployed, as  by  uniting  the  two  helices  as  at  d and  e,  a current  of 
great  intensity,  producing  powerful  shocks,  was  obtained ; but  this 
same  current  could  be  made  to  induce  in  the  flat  coil  / a current 
of  greater  quantity,  but  of  less  intensity. 

Owing  to  these  variations  in  quantity  and  intensity,  the  inves- 
tigation of  the  laws  of  such  induced  currents  is  complicated  and 
difficult.  Abria  (. Ann . de  Chimie,  III.  i.  385,  and  iii.  5)  has  pub- 
lished some  careful  researches  upon  them,  but  additional  experi- 
ments are  still  needed. 

(314)  Arago’s  Rotations. — A remarkable  exemplification  of  the 
facility  with  which  secondary  currents  are  induced  by  magnetic 
influence,  and  of  the  mutual  action  of  such  induced  currents,  is 
exhibited  by  the  following  experiments  of  Arago.  If  a magnet  be 
suspended  freely  by  its  centre  in  a horizontal  direction,  parallel  to 
a circular  disk  of  copper  which  can  be  made  to  rotate  horizontally 
beneath  the  magnet,  it  Avill  be  found,  if  the  centre  of  suspension 
for  the  magnet  be  directly  over  the  axis  of  the  rotating  disk,  that 
when  the  disk  is  made  to  revolve  with  a certain  degree  of  velocity 
the  magnet  begins  to  rotate  also  in  the  same  direction  as  the  disk  ; 
and  the  more  closely  the  disk  and  the  magnet  are  approximated, 
the  more  rapid  is  the  rotation,  whilst  at  the  same  time  a repulsive 
action  is  exerted  upon  the  magnet  in  a direction  perpendicular  to 
the  plane  of  the  disk.  This  rotation  occurs  as  freely  when  a sheet 
of  paper  or  of  glass  is  interposed  between  the  magnet  and  the 
metallic  disk,  as  when  air  only  intervenes.  Disks  of  other  metals 
also  produce  this  effect  upon  the  magnet  by  their  rotation,  but 
none  of  them  show  it  so  readily  as  copper ; the  facility  with  which 
the  effect  is  produced  being  directly  as  the  power  of  the  rotating 
disk  to  conduct  electric  currents.  If  a narrow  strip  be  cut  out  of 
the  metallic  disk,  extending  from  its  circumference  to  the  centre, 
no  motion  •will  be  produced  in  the  magnet  when  the  disk  is  made 
to  revolve ; but  if  the  cut  edges  of  the  divided  disk  be  connected 
by  soldering  a piece  of  wire  across  the  division,  the  rotation  may 
be  effected  as  readily  as  when  the  disk  was  entire.  From  causes 
similar  to  those  which  produce  the  foregoing  results,  it  is  found 
that  if  a magnetic  needle  or  a bar  magnet  be  set  vibrating  parallel 
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to  tlie  surface  of  a disk  of  copper,  it  will  come  to  rest  much  more 
speedily  than  if  vibrating  over  paper  or  glass. 

These  effects  were  first  satisfactorily  explained  by  Faraday ; he 
found  that  whenever  a piece  of  conducting  matter  is  made  to  pass 
either  before  a single  pole  or.  between  the  opposite  poles  of  a 
magnet  so  as  to  cut  the  magnetic  curves  at  right  angles,  electrical 
currents  are  produced  across  the  metal,  transverse  to  the  direction 
of  motion. 

For  example,  let  the  copper  disk  c,  fig.  2 58,  be  made  to  revolve,  in  the  direc- 
tion of  the  arrows  on  the  circumference,  between  the  poles,  n s,  of  a horse-shoe 
magnet,  and  let  a wire,  to,  which  is  connected  with  one  end  of  the  galvanometer, 

Fig.  258. 


<7,  he  pressed  against  the  centre  of  the  disk,  whilst  the  other  wire  w'  from  the 
galvanometer  rests  agamst  the  edge  of  the  disk  between  the  magnetic  poles. 
Under  these  circumstances,  a current  will  he  found  to  flow  from  the  centre 
towards  the  circumference  of  the  disk,  c,  and  then  through  the  wires,  as  shown 
by  the  arrows.  If  the  disk  be  made  to  revolve  in  the  opposite  direction,  the 
current  will  flow  from  the  circumference  towards  the  centre  of  the  disk.  Cur- 
rents may  also  be  obtained  from  any  of  the  forms  of  the  apparatus  which  exhibit 
the  rotation  of  magnets  round  a conducting  wire,  or  of  the  wire  round  the  mag- 
net, if  a galvanometer  be  substituted  for  the  battery, 
wire  be  made  to  revolve  by  hand. 

Now  let  us  suppose  that  in  Arago’s  experiment 
we  are  looking  down  upon  the  revolving  disk,  c, 
fig.  2^9 ; when  the  disk  revolves  beneath  the  magnet, 
it  cuts  the  magnetic  curves  at  right  angles : currents 
are  produced  underneath  the  north  pole,  from  the 
centre  of  the  plate  towards  the  circumference,  a, 
beyond  the  pole.  These  currents  occur  in  the  oppo- 
site direction — viz.,  from  the  circumference  to  the 
centre,  underneath  the  south  pole,  and  thus  traverse 
the  diameter  of  the  plate  parallel  to  the  magnet,  re- 
turning by  the  more  distant  parts  of  the  plate,  as 
shown  by  the  dotted  arrows.  Such  currents  neces- 
sarily exert  a repulsive  action  upon  the  magnet  in  a 


and  it  the  magnet  or  the 


Fig.  259. 
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saxton’s  magneto-electuic  machine. 


with  that  in  which  motion  is  observed,  and  no  currents  are  obtained  until  either 
the  magnet  or  the  plate  is  set  in  motion. 

(315)  Magneto- Electric  Machines. — Various  machines  have  been  contrived 
for  the  production  of  magneto-electric  currents.  The  most  convenient  of  these 
is  Saxton’s  magneto-electric  machine.  It  is  represented  in  fig.  260,  in  perspec- 
tive; fig.  261  shows  a section  of  the  coils  and  armature  on  a larger  scale.  It 


Fig.  260. 


consists  of  a powerful  horse-shoe  magnet,  ar,  placed  horizontally  upon  one  of  its 
sides : in  front  of  its  ends  or  poles,  and  as  close  to  them  as  is  possible  without 
producing  actual  contact,  an  armature  of  soft-iron,  a b,  is  made  to  revolve  upon 
a horizontal  axis,  a,  which  admits  of  being  turned  by  means  of  a strap  passing 
over  a multiplying  wheel,  w.  This  armature  consists  of  two  straight  pieces  of 
iron,  about  two  inches  (5  centimetres)  in  length,  which,  by  means  of  a cross- 
piece of  iron,  x,  are  connected  together  parallel  to  each  other,  at  such  a distance 
that  they  shall  be  opposite  the  middle  of  each  pole  of  the  horse-shoe  magnet. 
Around  each  limb,  c d,  of  the  armature,  a long  fine  copper  wire,  covered  with 
silk  to  insulate  the  coils  from  each  other,  is  wound  in  several  successive  layers. 
The  corresponding  ends  of  each  of  these  helices  are  connected  together ; one  pair, 
ef  is  soldered  to  the  spindle,  s,  on  which  the  armature  rotates,  and  through  it 
is  connected  with  a circular  copper  disk,  i,  the  edge  of  which  dips  into  a cup  of 
mercury,  m,  whilst  the  other  pair  of  wires,  g,  h,  is  connected  with  a stout  piece 
of  copper  which  passes  through  the  axis  of  the  spindle,  s,  from  which  it  is  elec- 
trically insulated,  and  terminates  in  a slip  of  copper,  k,  placed  nearly  at  right 
angles  to  the  crosspiece,  x,  which  connects  the  two  limbs  of  the  soft  iron  arma- 
ture. Beneath  the  slip  of  copper,  k,  is  a second  mercury  cup,  l,  which  can  be 
made  to  communicate  with  the  cup,  in,  either  by  a wire,  or  by  some  other  con- 
ductor of  the  current.  The  arms  of  the  slip,  k,  alternately  dip  into  the  mer- 
cury,  and  rise  above  it,  and  the  points  of  contact  are  so  arranged  that  the  circuit 
(which,  when  l aud  m are  properly  connected,  is  complete  so  long  as  k is  beneath 
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the  mercury)  shall  be  broken  at  the  time  that  the  armature  loses  its  ma<metism. 
Under  these  circumstances  a bright  spark  is  obtained  each  time  that  the  slip  1c 
quits  the  mercury.  Four  currents  are  therefore  produced  in  the  wire  surround- 
ing the  armature  during  each  complete  revolution,  two  successive  currents  being 


Fig.  261. 


in  one  direction,  and  the  two  others  being  in  the  opposite  direction.  Suppose, 
for  example,  that  the  limb,  c,  of  the  armature  is  opposite  the  marked  pole  of  the 
steel  magnet ; if  now  it  be  made  to  recede  from  this  pole  a current  will  be  pro- 
duced in  a given  direction,  through  the  coil  which  surrounds  this  limb,  and  on 
the  approach  of  the  same  limb  towards  the  unmarked  end  of  the  magnet,  a 
second  current  will  be  produced  in  the  same  direction  through  the  coil ; a third 
current  will  be  produced,  but  in  a reversed  direction,  as  the  limb  c leaves  the  un- 
marked end  of  the  magnet,  whilst  a fourth  current  will  be  produced  on  the 
approach  of  the  limb  c to  the  marked  pole  of  the  magnet,  and  will  coincide 
in  direction  with  the  third  current.  If  the  connexion  between  the  mercury 
cups,  l and  m,  be  effected  by  grasping  with  the  hands  two  copper  cylinders, 
H,  H,  each  of  which  by  means  of  a wire  is  in  connexion  separately  with  one 
of  the  cups,  a succession  of  powerful  shocks  will  be  experienced.  Acidulated 
water  and  many  saline  solutions  may  be  decomposed  if  these  currents  be  trans- 
mitted through  them ; but  in  order  to  produce  polar  decomposition,  it  is  neces- 
sary to  suppress  or  turn  up  one  of  the  points  of  the  slip  1c,  and  thus  to  lose 
half  the  power  of  the  machine : otherwise  the  currents  at  each  half  revolution 
are  in  opposite  directions. 

In  the  construction  of  these  magneto-electric  machines,  great 
care  must  he  taken  that  the  insulation  of  the  coils  is  very  perfect. 
Different  effects  are  obtained  from  such  a machine  by  varying  the 
length  and  the  diameter  of  the  wire  which  is  wound  around  the 
armature.  When  currents  of  high  tension  are  required,  such  as 
those  needed  for  giving  shocks,  or  for  the  decomposition  of 
electrolytes,  a great  length  of  thin  wire  is  preferable ; hut  a much 
smaller  length  of  thicker  wire  will  give  the  largest  sparks,  and 
will  ignite  the  greatest  length  of  fine  platinum  wire.  A machine 
upon  this  principle  has  been  contrived  by  Wheatstone  for  exploding 
charges  of  gunpowder,  when  provided  with  Abel’s  magnet  fuse, 
which  seems  to  leave  little  to  be  desired  in  simplicity,  certainty, 
and  facility  of  application.  (Report  to  Secretary  for  War,  Wheat- 
stone and  Abel,  Nov.  i860.) 

Wheatstone  and  others  have  contrived  magneto-electric 
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machines,  by  which  a continuous  electric  current  in  a uniform 
direction  may  be  kept  up  for  any  length  of  time.  These  batteries 
are,  in  fact,  combinations  of  several  simple  machines,  similar  in 
principle  to  Saxton's ; the  coils  are  connected  together  so  as  to 
form  a continuous  circuit.  The  armatures  are  so  arranged  that 
each  shall  in  turn  become  magnetic,  just  before  the  preceding 
armature  has  entirely  lost  its  magnetism.  By  this  contrivance, 
the  current  is  made  to  commence  in  one  coil  before  it  has  ceased 
in  the  coil  which  immediately  precedes  it. 

Magneto-electric  machines  are  now  used  in  Birmingham  on  a 
large  scale,  as  a substitute  for  the  voltaic  battery,  in  processes  of 
electro-silvering  and  electro-gilding.  A single  Saxton's  machine 
will,  if  kept  in  continuous  revolution,  precipitate  from  90  to  1 20 
ounces  (2'$  to  4 kilogrammes)  of  silver  per  week  from  its  solu- 
tions : and  machines  have  been  constructed  by  which  17  ounces 
or  0*52  lcilogr.  of  silver  per  hour  have  been  deposited  upon 
articles  properly  prepared  for  this  mode  of  plating. 

Mr.  Holmes  has  succeeded,  by  the  use  of  a powerful  magneto- 
electric machine,  in  producing  a light  of  great  steadiness  and 
intensity  between  two  points  of  gas  coke : this  light  can  be  main- 
tained without  interruption  so  long  as  the  magnets  are  kept  in 
rotation,  and  the  charcoal  continues  unconsumed. 

The  machine  consists  of  48  pairs  of  permanent  compound  bar  magnets,  ar- 
ranged in  6 parallel  planes,  so  as  to  form  a large  compound  wheel,  between  which 
the  armatures,  160  in  number,  are  arranged  in  5 sets,  the  total  amount  of  wire 
being  about  half  a mile  in  length.  The  wires  are  insulated  by  cotton,  and  the 
contacts  are  so  arranged  as  to  maintain  a continuous  current  in  the  same  direction. 

This  is  accomplished  thus : One  half  of  the  helices]  are  arranged  so  as  to 
arrive  on  the  poles  of  the  magnet  at  the  instant  that  the  other  half  are  exactly 
midway  between  the  poles.  Thus  there  are  two  distinct  currents ; and  what  may 
be  called  the  dead  point,  that  is,  the  point  when  the  current  becomes  inverted 
in  one  series,  occurs  exactly  at  the  time  when  the  other  current  is  at  its  maximum, 
so  that  if  now  the  inverted  currents  can  be  again  inverted  in  both  of  these  dis- 
tinct currents,  and  that  the  two  now  flowing  in  one  direction  cau  be  united  as 
one  compound  current,  it  is  evident  that  the  result  will  be  a current  nearly  as 
uniform  as  that  from  a galvanic  battery,  with  the  advantage  of  equable  continuity. 
This  is  done  by  the  two  commutators,  which  consist  each  of  two  insulated  rings 
of  metal,  of  such  a form  at  the  periphery  that  two  rollers  or  rubbers  change 
sides  from  one  disc  to  the  other  at  the  same  instant  that  the  current  is  reversed. 
Then,  by  combining  the  two  commutators,  a compound  current  is  obtained 
that  will  produce  a constant  white  light  or  any  of  the  ordinary  effects  of  the 
galvanic  current.  The  quantity  and  the  intensity  of  the  induced  current 
depend  first,  on  the  amount  of  magnetism  induced  in  the  soft  iron; 
secondly,  on  the  facility  with  which  the  poles  of  the  magnetised  soft  iron 
can  be  reversed;  thirdly,  on  the  velocity  with  which  the  change  of  polarity 
takes  place;  fourthly,  on  the  length  and  diameter  of  the  wire  forming  the 
helices. 

The  amount  of  magnetism  induced  in  the  soft  iron  depends  on  the  size  and 
force  of  the  steel  magnets  employed,  and  on  the  weight  and  softness  of  the  iron 
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in  the  helices;  but  in  practice  the  weight  of  the  soft  iron  is  limited  by  the  weight 
of  the  steel  magnets,  for,  if  too  heavy,  the  steel  magnets  will  be  slowly  deprived 
of  their  magnetism. 

The  most  advantageous  proportion  of  iron  in  the  armatures  has  been  found 
by  experiment  to  amount  to  of  the  weight  of  the  steel  magnets  employed. 

To  facilitate  the  change  of  the  poles  the  soft  iron  cores  of  the  helices  are  not 
solid  pieces  of  won,  but  are  tubes,  single,  double,  or  treble,  as  it  is  found  by  ex- 
periment that  the  same  weight  of  iron,  when  divided  in  this  manner,  loses  or 
takes  magnetism  in  much  less  time  than  when  in  a solid  form. 

There  is  a limit  to  the  velocity  to  be  employed  when  the  maximum  of  elec- 
tricity is  required,  for  this  reason.  It  has  been  already  remarked  that  the  amount 
of  electricity  depends  on  the  amount  of  magnetism  taken  up,  and  that  the  soft 
iron  takes  time  to  become  saturated,  as  it  may  be  termed,  with  magnetism  ; 
hence,  if  the  velocity  with  which  the  cores  move  from  one  pole  of  a magnet  to 
another  be  too  great,  there  will  not  be  sufficient  time  for  the  cores  to  become 
saturated.  Hut  as  again  the  quantity  of  electricity  increases  as  the  velocity  in- 
creases, it  is  necessary  to  ascertain  this  maximum  point  exactly,  which  is  easily 
done,  eilher  by  experiment  or  calculation,  based  on  certain  data. 

The  steel  bars  weigh  about  i ton,  and  the  wheel  is  made,  by  the  aid  of  a small 
steam  engine,  to  revolve  with  a rapidity  varying  from  150  to  250  times  per 
minute.  This  light  was  for  several  months  in  successful  operation  at  the  South 
Foreland  Lighthouse,  and  subsequently  at  Dungeness,  the  actual  expense  of  fuel 
in  working  the  engine  being  about  equal  to  that  of  the  oil  formerly  used,  while 
the  light  is  far  more  brilliant. 

It  was  stated  by  Mr.  Holmes,  in  a lecture  given  before  the  Society  of  Arts 
in  December,  1863,  from  which  the  foregoing  details  are  taken,  that  the  light 
at  Dungeness  had  then  been  in  continuous  use  since  the  6th  June,  1862,  and 
is  equal  photometrically  to  14  of  Fresnel’s  first-class  lighthouse  lamps. 

Mr.  Wilde  ( Proceed . R.S.  xv.  107)  has  lately  contrived  an  appa- 
ratus by  means  of  which,  with  very  moderate  magnetic  power,  he 
can  by  employing  sufficient  mechanical  power  to  produce  rotation  of 
his  apparatus,  obtain  an  extremely  intense  current  of  electricity. 

The  foundation  of  the  arrangement  is  a magneto  electric  machine  of  a peculiar 
form  : — A compound  hollow'  magnet  cylinder,  composed  of  two  bars  of  soft  iron 
connected  by  pieces  of  brass,  was  constructed  with  an  internal  diameter  of  x-6 25 
inches  (4  centimetres).  Upon  this  cylinder  could  be  placed  at  pleasure  1 or 
more  horse-shoe  magnets,  each  weighing  1 lb.,  and  capable  of  supporting  a weight 
of  about  10  lbs.  These  magnets  were  so  arranged  that  all  the  poles  of  the  same 
name  rested  upon  the  same  soft  iron  bar  of  the  magnet  cylinder.  In  the  interior 
of  this  cylinder  a soft  iron  armature  was  made  to  revolve  in  close  proximity  to 
the  internal  surface,  but  without  actually  touching  it.  The  cross  section  of  this 
armature  was  somewhat  like  that  of  an  ordinary  railway  rail,  or  like  a capital  II. 
Along  the  length  of  the  armature,  in  the  hollows  thus  formed,  about  1 8 3 feet  (56 
metres)  of  insulated  copper  wire  was  coiled  0‘03  inch  (on,m76)  in  diameter,  and 
the  free  ends  of  the  wire  were  connected  with  a communicator  fixed  upon  the 
axis  of  the  armature,  so  as  to  receive  the  alternate  currents  in  one  direction  only.* 

A second  machine,  similar  in  construction  to  the  first,  but  of  larger  dimen- 
sions, was  then  prepared,  the  magnet  cylinder  being  25  inches  in  length,  and  having 
a bore  of  5 inches  in  diameter.  In  this  second  machine,  instead  of  the  perma- 


* If  the  direct  current  of  electricity  thus  obtained  were  transmitted  through 
a galvanometer,  it  was  found  that  the  current  produced,  when  the  speed  of 
rotation  continued  uniform,  was  very  nearly  in  direct  proportion  to  the  number 
of  magnets  employed. 


592 


ABSOLUTE  MEASURE  OF  ELECTRO- MAGNETIC  FORCE. 


nent  magnets,  an  electro-magnet,  formed  of  two  rectangular  pieces  of  boiler  plate, 
enveloped  with  coils  of  insulated  copper  wire,  is  employed.  This  electro-magnet  is 
excited  by  the  direct  current  of  the  magneto-electric  machine,  and  the  current 
excited  in  the  armature  of  the  electro-magnet  is  then  transmitted  through  the 
coils  which  surround  a second  electro-magnet,  and  which  is  in  this  case  of  gigan- 
tic dimensions.  The  bore  of  the  magnet  cylinder  of  this  machine  is  10  inches 
in  diameter,  the  electro-magnet  weighs  nearly  3 tons,  and  the  weight  of  the 
entire  machine  is  about  4^-  tons. 

It  is  furnished  with  two  different  armatures,  one  for  the  production  of  cur- 
rents of  high  tension,  the  other  for  producing  large  quantities  of  electricity.  The 
armature  for  high  tension  is  coiled  with  a bundle  of  13  insulated  copper  wires. 
No.  11  gauge,  or  ^ ineh  (o“m'32)  in  diameter,  the  coil  is  376  feet  (114 
metres)  in  length,  and  weighs  232  lb.  (105  kilogrammes.)  The  armature  for 
quantity  is  surrounded  by  layers  of  an  insulated  band  of  sheet  copper,  67  feet 
long,  weighing  344  lb.,  or  nearly  half  as  much  more  as  the  wire.  The  arma- 
ture of  each  machine  was  driven  with  a uniform  velocity  of  1 300  revolutions  per 
minute.  The  stream  of  electricity  obtained  by  means  of  this  armature  last 
described,  when  excited  by  transmitting  the  current  from  the  small  magneto- 
electric machine  through  the  5-inch  electro-magnetic  machine,  by  the  current 
from  which  the  large  machine  was  constantly  excited,  surpassed  the  effects  of  any 
current  ever  before  witnessed ; a length  of  15  inches  of  iron  rod  a quarter  of  an 
inch  in  thickness  was  melted  by  it,  and  a light  between  electrodes  of  gas  coke  half 
an  inch  square,  was  produced,  “ sufficient  to  cast  the  shadows  of  the  flames  of 
the  street  lamps  a quarter  of  a mile  distant  upon  the  neighbouring  walls.” 

(315  a)  Absolute  Measures  of  Electro- Magnetic  Quantities. — Weber,  in 
his  “Electrical  Measurements”  ( Leipzig  Transactions),  has  introduced  a method 
for  the  determination  of  all  electrical  quantities  founded  on  purely  mechanical 
considerations,  and  based  on  the  metrical  system ; the  metre,  the  gramme,  and 
the  second  being  the  fundamental  units. 

The  principal  quantities  to  he  measured  are: — 

1.  The  quantity  of  electricity Q 

2.  The  strength  of  an  electric  current C 

3.  The  electro-motive  force  which  acts  on  the  current  . . E 

4.  The  resi stance  of  a conductor E 

If  t is  the  time  in  seconds,  then  whatever  be  the  system  of  measurement, 

Q=Ct (1) 

E=CR (2) 

Helmholtz  and  Thomson  have  shown,  by  the  principle  of  conservation  of 
energy,  that  if  W is  the  work  spent  in  causing  the  transfer  of  a quantity,  Q,  of 
electricity,  by  means  of  an  electro-motive  force,  E, 

W=QE • • • . • (3) 

This  equation  is  analogous  to  the  proposition  in  hydrostatics  that  the  work  done 
in  forcing  a volume  V,  of  fluid,  into  a vessel  under  the  pressure  P,  is  equal  to  VP. 

Weber  defines  a unit  current  of  electricity  as  that  which,  if  caused  to 
traverse  two  circuits  of  unit  area  placed  at  a great  distance  from  each  other, 
would  cause  them  to  act  on  each  other  with  the  same  forces  as  two  magnets  of 
unit  strength. 

This  gives  a fourth  datum,  which,  combined  with  equations  (1)  (2)  (3),  gives 
a complete  system  of  electro-magnetic  measures. 

The  most  convenient  practical  method  of  measuring  resistance  is  by  com- 
parison with  a wire,  the  resistance  of  which  has  been  determined  by  Weber’s 
method.  Weber  obtained  his  unit  of  resistance  by  suddenly  turning  a coil  of 
wire  about  a vertical  axis,  and  measuring  the  quantity  of  electricity  which  was 
caused  to  traverse  the  coil  by  the  inductive  action  of  the  earth's  magnetism. 
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Thomson  improved  upon  this  method ; and  Jenkin,  Clerk-Maxwell,  and 
Balfour  Stewart  determined  the  resistance  of  a coil  of  wire  revolving  with  known 
velocity,  by  means  of  its  effect  in  altering  the  position  of  a small  magnet  sus- 
pended in  the  centre  of  the  coil.  For  an  account  of  these  experiments,  on  which 
the  British  Association  Unit  of  Resistance  is  founded  {note,  p.  494),  see  the 
Reports  of  the  British  Association  for  1863,  where  an  explanation  of  all  the 
methods  of  electrical  measurement  is  also  given  in  an  elementary  form. 

Weber  has  also  employed  a system  founded  on  the  phenomena  of  mechanical 
force  between  electrified  bodies.  We  have  then 

t?  1 • r Q 0-' 

Repulsive  iorce  = 

where  Q Q'  are  the  quantities  of  electricity,  and  D the  distance  between  them. 

This  system  of  measurement,  which  is  called  the  Electro-static  System,  differs 
from  the  electro-dynamic  system,  and,  according  to  Weber,  the  unit  of  electricity 
in  the  latter  system  (the  metre,  gramme,  and  second  being  the  fundamental 
units),  is  310,740,000  times  that  in  the  former. 

From  the  known  laws  of  electro-magnetic  phenomena,  combined  with  the 
results  of  Weber,  Clerk-Maxwell  has  calculated  the  rate  at  which  an  electro- 
magnetic disturbance  of  short  duration  would  be  propagated  through  air  or 
vacuum.  The  result  of  this  calculation  shows  that  if  light  consists  of  a series 
of  such  electro-magnetic  disturbances,  it  will  be  propagated  with  a velocity 
expressed  by  the  same  number  as  that  which  expresses  the  ratio  of  the  two  units 
of  electricity.  The  actual  velocity  of  light,  as  determined  by  various  observers, 
has  been  stated  at  from  314  to  288  millions  of  metres  per  second.  The  number 
deduced  from  Weber’s  experiments  is  310  millions. 

§ VI.  Thermo-Electricity. 

(316)  The  phenomena  due  to  the  development  of  electricity  by 
heat  are  arranged  under  the  head  of  thermo-electricity , — a term 
which  serves  to  recal  to  mind  the  manner  in  which  the  force  origi- 
nates in  these  cases.  The  present  section  contains  a summary  of  the 
more  important  facts  which  have  been  ascertained  on  this  subject. 

As  any  obstruction  to  the  passage  of  the  electric  current  in  a 
conductor  occasions  the  development  of  heat,  so  any  obstruction  to 
the  equal  propagation  of  heat  in  a conducting  circuit  produces  a 
current  of  electricity.  This  important  result  was  first  obtained  by 
Seebeck,  in  the  year  1822. 

If  the  extremities  of  the  wire  of  a sensitive  galvanometer  be 
united  by  means  of  a straight  piece  of  platinum  wire,  this  wire 
may  he  heated  at  any  point  at  a distance  from  its  connexions  with 
the  galvanometer  wire,  without  producing  a current  through  the 
circuit ; but  if  the  platinum  wire  be  twisted  into  a loop,  its  mole- 
cular tension  at  this  point  is  slightly  altered,  and  if  heat  be  applied 
to  the  wire  close  to  the  loop  and  to  the  right  of  it,  a current  will 
flow  through  the  apparatus  from  right  to  left,  owing  to  the  in- 
equality of  the  conducting  power,  and  the  disturbance  of  regularity 
in  the  transmission  of  the  force  from  the  hotter  to  the  colder 
portions.  These  effects  are  still  more  readily  produced  by  dividing 
1 QQ 
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the  "wire  into  two  portions,  and  coiling  each  extremity  into  a flat 
spiral.  If  one  of  these  spirals  be  heated  to  redness,  and  be 
brought  into  contact  with  the  cold  spiral,  deflection  of  the  needle 
immediately  follows,  in  a direction  which  indicates  the  flow  of  a 
current  from  the  hotter  to  the  colder  portion.  Metals  such  as 
bismuth  or  antimony,  in  which  a crystalline  structure  is  strongly 
developed,  but  which  possess  an  inferior  power  of  conducting  elec- 
tricity, display  these  thermo-electric  phenomena  in  a more  perfect 
degree.  If  one  half  of  a ring  or  rectangular  frame  composed  of 
either  of  these  metals  be  heated,  and  the  other  half  be  kept  cool, 
a current  sufficient  to  deflect  a magnetic  needle  suspended  within 
the  frame  or  ring,  will  be  produced.  Metals  which  are  better 
conductors,  such  as  copper  or  silver,  although  they  also  show  the 
phenomena,  exhibit  it  much  less  distinctly. 

Sir  W.  Thomson  has  found  that  if  portions  of  a metallic 
wire  be  stretched  by  weights,  and  be  connected  with  other  portions 
of  the  same  wire  not  so  stretched,  on  applying  heat  to  their  junc- 
tions, a current  is  produced  from  the  stretched  to  the  unstretched 
wire  through  the  heated  point. 


Fig.  262. 


If  the  rectangle  be  composed  of  two  dis- 
similar metals,  as  when  a bar  of  antimony, 

a,  a,  fig.  262,  is  soldered  to  a bar  of  bismuth, 

b,  b,  the  application  of  beat,  such  as  the 
flame  of  a spirit  lamp,  to  one  of  the  junctions 
will  cause  deflection  of  the  suspended  needle, 
ns.  A bar  of  bismuth  when  soldered  to 
a copper  wire,  will  readily  deflect  the 
needle  of  a galvanometer  of  moderate 
sensibility,  if  even  the  warmth  of  the  hand 
only  he  applied  to  one  of  the  junctions. 


The  earlier  researches  upon  this  subject  appeared  to  show  that 
so  long  as  the  resistances  in  the  circuit  continue  unchanged,  the 
amount  of  force  in  circulation  is  exactly  proportioned  to  the 
difference  in  temperature  of  the  two  junctions.  Becquerel, 
relying  upon  the  accuracy  of  this  datum,  has  applied  a thermo- 
electric pair  of  metals  to  the  measurement  of  temperature. 
Amongst  other  experiments,  he  endeavoured  to  ascertain  the  tem- 
perature of  flames  ; the  metals  which  he  employed  were  thin  wires 
of  platinum  and  palladium ; the  junction  of  the  wires  was  intro- 
duced into  different  parts  of  the  flame  which,  as  might  be  supposed, 
were  found  to  vary  considerably  in  temperature.  The  proportionality 
of  the  current  to  the  temperature,  however,  only  holds  good  with 
those  non-crystalline  metals  which  do  not  oxidize  when  powerfully 
heated  : and  even  these  are  liable  to  irregularity,  so  that  the  de- 
termination of  temperatures  by  this  means  must  not  be  relied  on 
without  special  verifications,  which,  at  high  temperatures,  can 
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scarcely  be  effected  Tvitla  accuracy.  For  small  differences  of  tem- 
perature, however,  the  thermo-electric  pair  or  pile  (326)  surpasses 
in  sensitiveness  all  other  thermometric  means  at  present  in  use. 

If  one  of  the  junctions  of  a thermo-electric  pair  he  maintained 
steadily  at  a low  temperature,  such  as  o°  C.,  whilst  the  temperature 
of  the  other  junction  is  gradually  raised,  it  happens  with  some 
combinations  that  the  current  increases  in  intensity  up  to  a certain 
point,  then  declines,  and  is  reversed ; in  the  case  of  zinc  and  silver, 
the  rise  continues  up  to  248°  (120°  C.)  ; then  the  current  declines, 
becomes  null,  and  xdtimately  is  reversed,  as  the  temperature  con- 
tinues to  rise.  Most  probably  this  is  due  to  the  peculiar  effect 
which  heat  has  upon  the  crystalline  structure  of  zinc.  Iron  and 
antimony  exhibit  the  same  effect,  hut  to  a less  marked  extent  ; 
and  Thomson  has  extended  the  observation  to  a number  of  other 
metals.  If  gold,  silver,  copper,  or  brass  be  heated  with  iron,  the 
direction  of  the  current  was  observed  by  Cumming  to  be  reversed 
at  a red  heat.  So  important  is  the  influence  of  crystalline  struc- 
ture upon  these  results,  that  the  thermo-electric  power  of  bismuth 
is  very  materially  reduced  by  the  addition  of  a small  per-centage 
of  tin,  which  impairs  its  tendency  to  crystallize. 

An  important  connexion  between  the  direction  of  the  planes 
of  cleavage  and  the  direction  of  the  thermo-electric  current  in 
crystalline  metals  was  shown  to  exist  by  Svanberg.  In  bismuth 
and  in  antimony,  for  example,  there  is  one  particular  plane  of 
cleavage  endowed  with  greater  brilliancy  than  the  rest.  Bars 
of  these  metals,  when  placed  with  this  plane  of  cleavage  perpen- 
dicular to  the  direction  of  the  current,  are  more  highly  negative 
than  when  placed  in  any  other  position ; whilst,  if  a second  plane 
of  cleavage,  somewhat  less  brilliant  than  the  former,  be  placed 
across  the  line  of  current,  the  bar  is  more  highly  positive,  thermo- 
electrically,  than  in  any  other  position. 

It  may  be  stated  that  when  two  dissimilar  metals  are  con- 
nected in  any  way  so  as  to  produce  a closed  circuit,  an  electric 
current  is  established  each  time  that  any  difference  in  temperature 
is  produced  between  the  two  points  of  contact ; and  the  current  is 
maintained  so  long  as  the  difference  of  temperature  continues. 

The  metals  may  be  arranged  in  the  following  thermo-electric 
order : — 


Bismuth 

Mercury 

Lead 

Tin 

Platinum 


Copper  and  Silver 

Zinc 

Iron 

Antimony 

Tellurium. 


Q Q 2 
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When  heated  together;  the  current  proceeds  from  those  which 
stand  last  on  the  list  towax-ds  those  which  precede  them.  It  is  to 
he  remarked  that  the  thermo-electric  order  of  the  metals  is  entirely 
different  from  the  voltaic  order.  Matthiessen  {Phil.  Trans.  1858) 
gives  the  following  as  the  results  of  a careful  series  of  experi- 
ments upon  the  thermo-electric  order  and  energy  of  various 
bodies,  for  temperatures  usually  ranging  between  about  40°  and 
ioo°  (40  and  38°  C).  If  the  electro-motive  force  of  the  thermo- 
electric current  excited  between  silver  and  copper  he  taken  as 
equal  to  1 (the  current  passing  from  the  silver  to  the  copper  at 
the  heated  junction),  the  force  of  the  current  between  silver  and 
each  metal  in  succession  heated  to  the  same  point,  will  be  repre- 
sented by  the  numbers  given  in  the  following  table.  Where  the 
positive  sign  is  prefixed,  the  current  is  from  the  silver  to  the  other 
metal  at  the  heated  junction  ; when  the  negative  sign  is  prefixed, 
the  current  is  from  the  other  metal  at  the  heated  point  towards 
the  silver.  The  substances  marked  with  an  asterisk  are  supposed 
to  have  been  chemically  pure  : — 


Thermo-Electric  Order  of  Metals, 


Bismuth,  commercial,  press- 

+ 



ed  wire 

35'8i 

Gas  coke,  hard  

0-057 

^Bismuth,  pressed  wire 

32-91 

♦Zinc,  pressed  wire  

o' 208 

♦Bismuth,  cast  

24-96 

♦Copper,  voltaic 

0-244 

Crystallized  bismuth,  axial 

24-59 

♦Cadmium  

0-332 

Crystal  of  bismuth,  equa- 

Antimony,  pressed  wire  ... 

1897 

torial  

17U7 

Strontium  . . . 

2-028 

Cobalt  

8-97 

Lithium  

3-768 

Potassium 

5’49 

♦Arsenic  

3-828 

N ickel  

5-02 

Calcium  

4-260 

Palladium 

3'56 

Iron,  piano  wire 

5-2.8 

Sodium  

3 °94 

Antimony,  axial 

6965 

♦Mercury  

2-524 

Antimony,  equatorial 

9"435 

Aluminum 

1-283 

♦Red  phosphorus 

9-6OO 

Magnesium  

I-I75 

♦Antimony,  cast 

9-871 

♦Lead,  pressed  wire  

1-029 

Alloy,  12  bismuth,  1 tin,  cast 

IS"6? 

♦Tin,  pi-essed  wire  

I "OOO 

Alloy,  2 antimony,  r zinc, 

Copper  wire  

rooo 

cast 

22*70 

Platinum 

°723 

♦Tellurium  ... 

I79-8 

Iridium  

0-163 

♦Selenium 

290*0 

♦Antimony,  pressed  wire  ... 
♦Silver 

0036 

o- 

According  to  the  experiments  of  Wheatstone  and  of  Pouillet, 
who  have  arrived  at  the  same  result  by  very  different  methods, 
the  electro-motive  force  of  a pair  of  bismuth  and  copper,  when 
one  junction  is  maintained  at  too0  C.  aud  the  other  at  o°  C.,  is 
■5T  of  that  exerted  between  a pair  of  copper  and  zinc  plates  ar- 
ranged in  voltaic  relation,  as  in  Daniell's  battery. 

Thermo-electric  circuits  may  also  be  formed  with  inferior  con- 
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ductors.  Nobili  brought  the  point  of  a heated  cone  of  porcelain 
clay  into  contact  with  a cold  cylinder  of  the  same  material,  each 
connected  with  the  galvanometer  by  cotton  soaked  in  a conduct- 
ing liquid : the  current  passed  from  the  cone  to  the  cylinder. 

(317)  Thermo- Multiplier. — By  connecting  together  successive 
pairs  of  two  different  metals,  and  heating  the  alternate  joints, 
whilst  the  other  junctions  are  kept  cool,  a thermo-electric  battery 
may  be  constructed.  The  size  of  the  elements  which  are  employed 
contributes  nothing  to  the  effect,  except  so  far  as  by  increasing  the 
area  of  the  conducting  section,  the  conducting  power  of  the  circuit 
is  increased.  Such  a battery  will  decompose  a solution  of  potassic 
iodide,  and  Botto  states  that  with  a pile  consisting  of  100  pairs 
of  platinum  and  iron  wire,  each  25™™'  long  and  omm-25  of  an  inch 
in  diameter,  he  succeeded  in  decomposing  even  diluted  sulphuric 
acid.  A thermo-electric  current  from  a single  pair  is  sufficient  to 
convulse  the  limbs  of  a frog.  The  principle  of  the  arrangement 
by  which  a thermo-multiplier  or  thermo-electric  battery  may  be 
constructed  is  shown  in  fig.  263 ; to  one 
series  of  junctions,  a high  temperature,  to 
the  other  a low  temperature  may  be  applied ; 
the  shaded  bars,  a,  represent  bars  of  anti- 
mony, those  in  outline,  b,  indicate  bars  of 
bismuth.  The  intensity  of  such  a current, 
however,  is  comparatively  feeble,  and  the 
resistance  which  it  experiences  in  traversing 
even  metallic  conductors  of  considerable 
diameter,  such  as  the  metallic  bars  them- 
selves which  are  used  in  the  construction 
of  the  battery,  seriously  reduces  its  power. 

A very  cheap  and  effective  thermo-electric 

pile  may  be  made  of  wires  of  iron  and  German-silver.  Nobili  and 
Melloni  applied  a thermo-electric  battery,  consisting  of  36  pairs  of 


Tig.  263. 


small  bars  of  bismuth  and  antimony,  to  tliermometric  purposes. 
Such  a battery  was  employed  by  Melloni,  in  his  investigations  on 
radiant  heat,  to  the  exclusion  of  almost  every  other  thermoscopic 
means.  When  the  alternate  junctions  of  the  bars  at  each  end  of 
the  pile  were  covered  with  lamp-black,  a coating  was  obtained 
which  absorbed  the  radiations  proceeding  from  a surface  the  tem- 
perature of  which  was  much  below  that  of  the  human  body ; even 
the  amount  of  radiant  heat  emitted  by  insects  could  be  estimated 
by  connecting  this  battery  with  a galvanometer  of  extreme  sensi- 
tiveness.* 


* Melloni  used  a galvanometer  formed  of  copper  wire  orura-5  in  diameter, 


598 


peltier’s  thermo-electric  experiments. 


The  conducting  power  of  red  phosphorus  and  of  selenium  is 
so  slight  that  neither  of  them  can  he  used  for  the  construction  of 
thermo-electric  piles : that  of  tellurium  is  also  small,  but  it  is 
sufficient  to  admit  of  its  use,  and  its  electro-motive  power,  when 
opposed  thermo- electrically  to  bismuth,  is  so  great  that  a pile 
consisting  of  8 pairs  of  these  elements,  where  the  alternate  junc- 
tions are  heated  to  ico°  C.,  whilst  the  others  are  cooled  to  o°  C., 
will  decompose  a solution  of  cupric  sulphate ; and  Matthiessen 
estimates  the  electro-motive  force  of  100  pairs  of  such  a pile  as 
equal  to  that  of  4 cells  of  DanielTs  arrangement.  Bunsen  has 
employed  piles  consisting  of  pyrolusite  mixed  with  copper  or  pla- 
tinum, or  with  copper  pyrites  combined  with  metallic  copper,  and 
with  10  pairs  of  such  a thermopile  he  estimates  that  he  has  by  a 
proper  regulation  of  temperature  an  electro-motive  force  equal  to 
1 of  Daniell’s  cells. 

An  effective  form  of  thermopile  was  contrived  by  Marcus,  who 
used  for  the  positive  element  an  alloy  consisting  of  10  parts  of 
copper,  6 of  zinc,  and  6 of  nickel ; and  for  the  negative  element  an 
alloy  composed  of  t 2 parts  of  antimony,  5 of  zinc,  and  1 of  bismuth. 
If  these  alloys  be  cast  into  bars  7 inches  long,  half  an  inch  broad, 
and  an  eighth  of  an  inch  thick,  they  maybe  screwed  together  in  pairs, 
the  alternate  junctions  being  heated  by  a row  of  gas  jets,  whilst 
the  other  junctions  are  kept  cool  by  immersion  in  a current  of 
cold  water  : 60  pairs  of  such  a battery  were  found  by  ’Wheatstone 
to  have  an  electro-motive  force  equal  to  a of  Danielh's  cells ; but 
Marcus  states  that  with  6 pairs  he  has  succeeded  in  decomposing 
water. 

(318)  In  connexion  with  these 
thermo-electric  effects,  a curious  ob- 
servation was  made  by  Peltier  (Ann. 
de  Chimie,  II.  lvi.  379,  and  lxxi. 
301):  — When  a weak  current  of 
electricity  was  transmitted  through 
a compound  bar  of  bismuth  and 
antimony,  from  the  antimony  to 
the  bismuth,  as  in  No.  1,  fig.  264, 
a thermometer,  placed  at  the  point 
of  junction,  was  observed  in  one  ex- 
periment to  rise  45 °,  but  when  the 

about  8 metres  long,  and  arranged  around  the  astatio  needles  in  40  convolutions. 
Much  of  the  sensitiveness  of  the  instrument  depends  upon  the  exact  equality  of 
t ie  magnetization  of  the  two  needles  : the  compound  needle  should  require  from 
jj  to  60  seconds  in  order  to  complete  an  oscillation. 


Fig.  264. 

JJ  C A. 
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■current  was  reversed,  as  in  No.  2,  the  temperature  fell  y0$  C. 
In  some  later  experiments,  Peltier  succeeded  even  in  freezing 
water  placed  in  a cavity  drilled  at  the  point  of  junction  of  the 
two  metals,  when  the  bar  was  cooled  to  o°  C.  by  immersion 
in  snow.  When  feeble  currents  of  equal  intensity  are  trans- 
mitted through  a compound  metallic  bar,  whatever  metals  be 
employed,  there  is  a difference  in  the  temperature  at  the  points 
of  junction,  according  to  the  direction  in  which  the  current  is 
passing;  the  amount  of  the  difference  of  temperature  varying 
with  the  metals  which  arc  used.  The  rise  of  temperature  occurs 
almost  uniformly  when  the  current  passes  through  the  two  metals 
in  the  same  direction  as  that  in  which  the  thermo-electric  current 
would  be  produced  by  elevation  of  temperature.*  For  example, 
there  is  a rise  of  temperature  when  the  current  passes  from  iron 
to  zinc,  from  iron  to  platinum,  from  iron  to  copper,  from  zinc  to 
copper,  from  copper  to  bismuth,  and  from  antimony  to  copper; 
but  when  the  current  is  reversed  between  the  same  pairs,  there  is 
either  a much  smaller  elevation,  or  in  some  cases  even  an  actual 
depression  of  temperature.  This  subject  has  been  discussed  at 
great  length  by  Clausius  and  by  Thomson,  in  their  researches  on 
the  mechanical  theory  of  heat. 

§ VII.  Animal  Electricity. 

(319)  Some  fish,  particularly  the  torpedo,  the  electrical  eel 
( Gymnotus  electricus),  and  the  Malapterurus  electricus,  have  the 
remarkable  power  of  giving  electrical  shocks  at  pleasure,  by  means 
of  an  apparatus  specially  adapted  to  the  purpose. 

The  torpedo,  which  is  a species  of  ray,  is  a flat  fish,  tolerably 
abundant  in  the  Mediterranean ; it  is  provided  with  two  electrical 
organs  situated  one  on  each  side  of  the  spine,  near  the  head,  occu- 
pying the  whole  thickness  of  the  fish ; these  organs  are  supplied 
with  large  thick  nerves,  and  it  has  been  found  that  on  cutting 
these  nerves  all  voluntary  electric  power  ceases : but  according  to 
Matteucci,  the  irritation  of  that  end  of  the  cut  nerve  which  is 
attached  to  the  organ  in  a lively  torpedo,  occasions  the  electric 
discharge,  and  even  irritation  of  detached  portions  of  the  organ 
produces  contraction  in  the  limb  of  a frog  recently  killed,  if  the 
crural  nerve  of  the  frog  be  allowed  to  rest  upon  the  organ  of  the 
torpedo.  The  structure  of  the  electrical  organs  is  gelatinous,  and 
the  material  is  divided  by  membranous  septa  into  400  or  500 


* An  exception  is  presented  in  the  case  of  lead  dnd  copper,  and  of  tin  and 
copper,  in  which  the  current  is  towards  the  copper  from  the  heated  metal. 
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columns,  wliicli  have  some  resemblance  to  grains  of  rice  in  appear- 
ance ; these  columns  run  from  the  dorsal  to  the  ventral  surface  of 
the  fish,  and  are  about  the  thickness  of  a goose-quill ; the  dorsal 
surface  is  positive,  the  ventral  negative.  The  electricity  Is  most 
strongly  developed  just  at  the  points  where  the  nerves  enter  the 
organ ; a powerful  shock  is  received  on  simultaneously  touching  the 
hack  and  the  belly  of  the  fish  at  any  part,  but  the  shock  obtained 
is  strongest  immediately  over  the  two  organs.  A weaker  shock  is 
experienced  on  touching  different  parts  even  of  the  same  surface, 
since  the  electric  charge  differs  in  intensity  at  different  points  of 
the  same  surface.  Frequent  discharges  exhaust  the  animal  quickly: 
the  frequency  of  this  discharge  is  under  the  control  of  the  animal, 
hut  not  its  direction.  The  electric  discharges  of  the  torpedo  are 
partly  dissipated  when  the  fish  is  immersed  in  water  by  the  con- 
ducting power  of  this  liquid,  and  Matteucci  estimated  that  in  air 
the  shock  given  by  the  animal  is  four  times  as  powerful  as  when 
it  is  in  water. 

(320)  In  the  gymnotus,  which  is  a fresh -water  fish,  tolerably 
abundant  in  the  marshes  of  Surinam,  and  in  the  tributaries  to  the 
Orinoco,  there  are  four  electrical  organs,  a large  and  a small  one 
on  each  side,  running  from  the  head  to  the  tail  of  the  animal. 
These  organs,  like  those  of  the  torpedo,  are  supplied  with  large 
nerves,  and  have  a membranous  structure,  the  septa  running  in  a 
more  or  less  longitudinal  direction  from  the  head  towards  the  tail. 
The  longer  the  column  that  produces  the  shock,  the  greater  is  the 
force  of  the  electric  discharge  : the  anterior  portions  of  this  animal 
are  positive  to  the  posterior,  so  that  the  strongest  shocks  are  ob- 
tained by  touching  the  fish  simultaneously  near  the  head  and  near 
the  tail ; but  shocks  more  or  less  intense  may  be  obtained  from 
any  part  of  the  body,  if  the  hands  be  separated  for  a short  distance 
in  the  direction  of  the  head  and  tail  of  the  animal : scarcely  any 
shock  is  felt  if  the  hands  be  placed  one  on  each  side  of  the  fish  at 
the  same  distances  from  the  head  or  the  tail.  So  great  is  the 
electric  energy  of  the  animal,  that  the  specimen  which  was  exhi- 
bited in  the  Adelaide  Gallery,  40  inches  (about  1 metre)  iu  length, 
was  calculated  by  Faraday,  at  each  medium  discharge,  to  emit  as 
great  a force  as  the  highest  discharge  of  a Leyden  battery  of  fif- 
teen jars,  exposing  3500  square  inches  (upwards  of  2 square 
metres)  of  coated  surface.  Shocks  differing  in  intensity  with  the 
position  of  the  observer  and  his  distance  from  the  fish,  were  felt  in 
all  parts  of  the  tub  which  contained  it ; this  tub  was  46  inches  (i-i6 
metre)  in  diameter.  The  shocks  from  the  gymnotus  have  power 
sufficient  to  kill  or  to  stun  fish ; the  same  discharge  produces  a 


MUSCULAR  CURRENT  IN  LIVING  ANIMALS. 


601 


more  powerful  effect  upon  a large  fisli  than  it  does  upon  a small 
one,  since  the  larger  animal  exposes  a larger  conducting  surface 
to  the  water  through  the  mass  of  which  the  electricity  is  passing, 
and  consequently  it  receives  a more  violent  shock.  On  one  occa- 
sion when  a live  fish  was  put  into  the  tub,  the  animal  was  seen  by 
Faraday  to  coil  itself  into  the  form  of  a semicircle,  the  fish  lying 
across  the  diameter : this  position  was  the  one  most  favourable  to 
the  full  effect  of  the  electrical  discharge ; an  instant  afterwards 
the  fish  floated  motionless  upon  its  side,  deprived  of  life  by  the 
shock  which  it  had  received,  and  was  then  speedily  devoured  by 
the  gymnotus. 

The  shock  of  both  the  torpedo  and  the  gymnotus  gives  rise  to 
momentary  currents  sufficient  to  deflect  the  galvanometer,  to  mag- 
netize a needle,  and  to  decompose  potassic  iodide  : from  both 
species  sparks  have  also  been  obtained  between  two  insulated  gold 
leaves  properly  connected  with  the  fish. 

(321)  The  Muscular  Current  in  Living  Animals. — The  re- 
searches of  Mattcucci  have  shown  that  in  the  living  animal  an 
electrical  current  is  perpetually  circulating  between  the  internal 
portion  of  a muscle  and  its  external  surface ; this  current  is  due 
probably  to  the  chemical  actions  which  are  produced  by  the  vital 
changes  which  are  continually  occurring  in  the  organic  tissue. 
The  muscular  current,  as  it  has  been  termed,  ceases  to  manifest 
itself  in  warm-blooded  animals  in  a very  few  minutes  after  the 
life  of  the  entire  animal  has  terminated;  but  in  cold-blooded 
animals,  and  especially  in  the  frog,  it  continues  for  a much  longer 
period.  Vital  contractility  also  continues  in  these  animals  for  a 
longer  period  than  in  the  higher  orders  of  the  vertebrata,  and 
hence  the  frog  has  been  extensively  employed  in  researches  of  this 
description. 

The  following  is  one  of  the  forms  of  experiment,  devised  by 
Matteucci,  to  show  the  existence  of  the  muscular  current : — Five 
or  six  frogs  are  killed  by  dividing  the  spinal  column  just  below 
the  head ; the  lower  limbs  are  removed,  and  the  integuments 
stripped  off  them ; the  thighs  are  next  separated  from  the  legs  at 
the  knee-joint,  and  arc  cut  across  transversely.  The  lower  halves 
of  these  prepared  thighs  are  then  placed  upon  a varnished  board, 
and  so  arranged  that  the  knee-joint  of  one  limb  shall  be  in  con- 
tact with  the  transverse  section  of  the  next,  and  thus  a muscular 
pile  is  formed  consisting  of  ten  or  twelve  elements ; the  terminal 
pieces  of  this  pile  are  each  made  to  dip  into  a separate  small  cavity 
in  the  board,  in  which  a little  distilled  water  is  placed.  If  the  wires 
of  a sensitive  galvanometer  be  attached  to  a pair  of  platinum  plates, 
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and  these  plates  be  plunged  simultaneously,  one  into  each  cavity 
in  connexion  with  the  muscular  pile,  a deviation  of  the  galvano- 
meter needle  will  he  observed  in  a direction  which  indicates  the 
existence  of  a current  passing  from  the  centre  or  cut  transverse 
surface  of  the  muscle  towards  its  exterior. 

Dubois  Reymond,  by  the  use  of  still  more  sensitive  instru- 
ments, has  shown  that  even  the  smallest  shreds  of  muscular  tissue 
exhibit  proof  of  the  existence  of  such  a current,  and  the  conclu- 
sion which  he  draws  from  his  experiments  is  the  following  : — Any 
point  of  the  natural  or  artificial  longitudinal  section  of  a muscle 
is  positive  in  relation  to  any  point  of  the  natural  or  artificial 
transverse  section. 

Interesting  as  this  subject  is  in  a chemical  point  of  view,  in 
connexion  with  the  changes  which  take  place  in  the  circulating 
fluids,  it  would  he  irrelevant  to  our  present  purpose  to  pursue  it 
further.  The  question  belongs  more  properly  to  the  physiologist 
than  to  the  chemist ; and  the  reader  who  desires  fuller  informa- 
tion upon  this  branch  of  inquiry  is  referred  to  the  various  papers 
of  Matteucci,  in  the  Annales  de  Chimie,  and  the  Philosophical 
Transactions,  and  to  the  work  of  Dubois  Reymond,  or  to  the  more 
recent  systematic  treatises  on  physiology. 


§ VIII.  Magnetic  Polarization  of  Light — Diamagnetism. 

(322)  Influence  of  Magnetism  on  Polarized  Light  transmitted 
through  Uncrystallized  Transparent  Bodies. — Allusion  has  been 
already  made  (127)  to  a peculiar  kind  of  polarization  to  which  light 
is  subject,  when  transmitted  through  certain  transparent  media, 
which  are  under  the  influence  of  magnets  of  high  power.  Some 
transparent  bodies  are  better  fitted  than  others  to  exhibit  this 
phenomenon.  Some  years  ago  Faraday  prepared  a peculiar  kind 
of  glass  for  optical  purposes ; it  consisted  of  a mixture  of  silicate 
and  borate  of  lead,  and  was  much  denser  than  ordinary  flint  glass  : 
this  glass  is  particularly  well  adapted  to  display  the  effects  of  mag- 
netic polarization.  Let  a piece  of  this  glass  which  has  been  pro- 
perly annealed  be  cut  into  the  form  of  a rectangular  bar  or  prism, 
terminated  by  flat  parallel  faces,  and  let  it  be  placed  between  the 
poles  of  a powerful  electro-magnet  not  in  action,  the  axis  of  the 
prism  being  parallel  to  a line  which  joins  the  two  poles — in  fact 
m the  direction  of  the  keeper  of  a horse-shoe  magnet.  A ray  of 
polarized  light  may  be  transmitted  along  the  axis  of  the  glass  bar, 
and  if  examined  by  an  analysing  plate  in  the  usual  manner  (120) 
the  light  will  disappear  when  the  plane  of  reflection  from  the  ana- 
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lysing  plate  is  at  right  angles  to  the  plane  of  polarization.  If, 
now,  -whilst  the  polarized  ray  is  at  the  point  of  maximum  obscura- 
tion, the  soft  iron  be  magnetized  by  the  action  of  the  battery,  the 
light  will  instantly  reappear,  and  if  white  light 
be  used,  the  reflected  ray  will  be  coloured.  The 
moment  that  the  connexion  with  the  battery 
is  broken,  the  light  will  disappear ; but  it  will 
again  become  visible  each  time  that  the  iron 
is  rendered  magnetic.  If  the  north  end  of 
the  magnet  be  towards  the  observer,  the  rota- 
tion of  the  plane  of  polarization  is  to  the 
right,  as  represented  in  fig.  265,  No.  1 ; but  if  the  direction  of 
the  magnetism  be  reversed,  so  that  the  south  end  is  nearest  the 
observer,  the  rotation  is  to  the  left,  as  in  No.  2. 

Different  bodies,  when  placed  between  the  poles  of  an  electro- 
magnet, possess  the  property  of  causing  the  ray  to  rotate  in  dif- 
ferent degrees,  but  all  singly  refracting  solids  and  liquids  manifest 
it : in  magnetized  gases,  and  in  vacuo,  no  such  effects  have  been 
discovered.  The  extent  of  the  rotation  is,  cateris  paribus,  directly 
as  the  intensity  of  the  magnetism,  and  as  the  length  of  the  medium 
traversed  by  the  ray.  By  placing  the  transparent  bodies  in  the 
axis  of  a coil  of  wire  conveying  an  electric  current,  the  same  effects 
are  produced,  but  in  a lower  degree  : the  more  numerous  the  coils 
of  the  helix,  and  the  longer  the  column  of  the  transparent  body 
which  is  traversed  by  the  ray,  the  greater  is  the  extent  of  the  rota- 
tion. If  while  a ray  of  polarized  light  is  traversing  a diamagnetic 
medium  (324)  an  electric  current  be  passed  round  the  ray,  in  a 
plane  perpendicular  to  the  direction  of  the  ray,  the  rotation  occurs 
in  the  same  direction  as  that  in  which  the  current  is  passing. 
The  interposition  of  bodies  which  are  not  susceptible  of  mag- 
netism, between  the  coils  of  the  helix  and  the  transparent  body 
placed  in  its  axis,  does  not  sensibly  affect  the  polarizing  action, 
but  the  interposition  of  a hollow  iron  cone  between  the  helix  and 
the  transparent  body  in  its  axis,  in  some  cases  greatly  heightens 
the  effect,  in  others  it  neutralizes  it,  the  rotatory  influence  varying 
with  the  thickness  of  the  core. 

Matteucci  found  that  by  elevating  the  temperature  of  a bar 
of  heavy  glass  to  about  6oo°  (316°  C.),  the  rotatory  power  is  in- 
creased by  about  one-tliird,  when  compared  with  the  effect  of  the 
same  bar  at  ordinary  temperatures.  According  to  Matthiessen, 
fused  phosphoric  acid,  agate,  fluor  spar,  and  flint,  exhibit  no  sus- 
ceptibility to  magnetic  polarization.  Bertin  (Ann.  de  Chimie,  III. 
xxiii.  31)  gives  the  following  rotatory  power  for  columns  of  equal 
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length  of  various  bodies  at  ordinary  temperatures;  assuming  that 
of  heavy  glass  as  equal  to  I : — 


Heavy  glass 

. I'OO 

Stannic  chloride 

• 077 

Carbonic  disulphide  .... 

• 074 

Common  flint  glass  .... 

• °‘53 

Phosphorous  chloride  (PC13)  . 

. 0-51 

Water 

• o-2  5 

Alcohol  (sp.  gr.  o- 850) 

o'i8 

Ether 

. 0-15 

The  salts  of  calcium,  of  zinc,  and  of  magnesium,  as  well  as  many 
other  saline  -substances,  increase  the  rotatory  power  of  water, 
when  added  to  it,  the  effect  being  proportioned  to  the  strength  of 
the  solution.  Verdet  has  determined  by  careful  measurement 
{Ann.  de  Chimie,  III.  lii.  129)  the  extent  to  which  this  rotatory 
power  is  possessed  by  various  bodies  in  solution ; and  the  same 
observer  has  shown  that  many  magnetic  bodies  experience  a rota- 
tion in  a direction  the  reverse  of  that  produced  in  diamagnetic 
bodies;  for  example,  the  addition  of  a salt  of  iron  to  water 
diminishes  the  rotatory  power  of  the  liquid ; an  aqueous  solution 
of  ferric  chloride,  containing  40  per  cent,  of  the  salt,  gives  a 
negative  rotation,  which  is  five  or  six  times  as  powerful  as  the 
positive  rotation  possessed  by  water.  Salts  of  chromium,  titanium, 
cerium,  uranium,  and  lanthanum  produce  a similar  effect;  whilst 
the  salts  of  nickel  and  cobalt,  which  are  also  magnetic,  produce 
a positive  effect,  and  increase  the  ordinary  rotatory  power.  Potassic 
ferrocyanide,  although  it  contains  iron,  exerts  a positive  rotatory 
effect. 

Bodies,  such  as  oil  of  turpentine,  which  naturally  produce 
coloured  rotatory  polarization  (126)  have  the  power  exalted,  anni- 
hilated, or  reversed,  according  to  the  direction  and  intensity  of 
the  electric  current  which  is  transmitted  through  the  coil.  The 
polarization  produced  by  magnetism  differs  from  the  ordinary 
Fig  266  coloured  rotatory  polarization  shown  by  oil  of 
a turpentine,  in  this  remarkable  particular — viz., 
^ that  the  magnetic  rotation  is  always  in  the 
v/  ) f same  direction  as  that  of  the  current  which 
circulates  around  the  coil. 

Let  c d,  fig.  266,  represent  a vessel  filled 
with  oil  of  turpentine  endowed  with  right- 
handed  rotation,  and  let  a b be  a polarized 
ray.  If  the  ray  proceed  from  a to  the  ob- 
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server  at  b,  tlie  rotation  will  of  course  appear  to  be  right-handed 
to  him,  as  shown  by  the  circle,  c ; and  if  from  b to  a,  the  rota- 
tion will  still  appear  to  be  right-handed  to  the  observer  at  a,  as 
shown  by  the  circle,  d.  If  now  a current  be  passed  round  c d, 
in  the  direction  of  the  circular  arrow  at  c,  the  rotation  to  the 
observer  at  b will  appear  to  be  increased  ; while  to  an  observer  at 
a,  it  will  appear  to  be  neutralized  or  reversed. 

These  effects  upon  the  polarized  ray  are  due  to  the  temporary 
strain  exerted  upon  the  molecules  of  the  transparent  bodies  while 
under  the  influence  of  the  magnet.  Matteucci  found  that  by  sub- 
mitting the  glass  or  other  transparent  body  to  compression  he  could 
modify  or  diminish  the  extent  of  the  rotation  which  the  same 
substance  would  produce  when  submitted  to  the  action  of  equal 
electro-magnetic  force,  in  circumstances  in  other  respects  similar. 

(323)  Magnetism  of  Bodies  in  general. — It  was  formerly 
imagined  since  iron  was  susceptible  of  magnetism  in  a high  degree, 
nickel  in  an  inferior  degree,  and  cobalt  in  a degree  still  less,  that 
all  other  substances  might  also  be  magnetic,  although  to  an  extent 
so  minute  as  to  elude  the  ordinary  means  of  observation.  More- 
over, as  experiment  had  proved  that  a reduction  of  temperature 
exalts  the  magnetic  power  of  iron  and  of  nickel,  it  seemed  not  un- 
reasonable to  anticipate  that  by  extreme  depression  of  temperature 
a point  might  be  attained  at  which  every  species  of  matter  would 
show  itself  obedient  to  the  magnet.  Experiments  made  upon  this 
subject  at  very  low  temperatures  have  not,  however,  justified  these 
expectations.  The  employment  of  magnets  of  unusual  power  has, 
on  the  other  hand,  revealed  the  existence  of  a susceptibility  to 
this  force  in  cases  where  under  ordinary  circumstances  it  had  not 
been  observed.  (Faraday,  Phil.  Trans.  1846.) 

Before  adverting  to  these  experiments,  it  will  he  advisable  to 
define  clearly  the  different  parts  of  the  space  between  the  two  poles 
where  the  magnetic  action  is  manifested.  Let  us  suppose  that  we 
are  looking  down  upon  the  poles,  n,  s (fig.  267), 
of  a powerful  horse-shoe  magnet ; the  space 
between  them  has  been  termed  by  Faraday 
the  magnetic  field ; the  line  a,  x,  will  give  the 
direction  of  its  axis ; the  line  e,  q,  which  is 
in  the  same  horizontal  plane,  but  at  right 
angles  to  a x,  will  form  the  equator  of  the 
magnetic  field.  A bar  of  iron  suspended  by 
its  centre  above  such  a magnet,  will  take  a 
horizontal  direction  parallel  to  the  axis,  a x,  and  is  said  to  point 
axially.  By  using  electro-magnets  of  enormous  power  (303)  many 
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bodies  not  usually  reputed  to  be  magnetic  will  take  the  axial 
position  like  a bar  of  iron.  For  example,  if  an  elongated  frag- 
ment of  luematite,  or  native  ferric  oxide,  which  is  indifferent  to 
a common  magnet,  be  suspended  horizontally  at  its  centre  by 
a few  fibres  of  silk  between  the  poles  of  such  an  electro-magnet, 
it  will  point  axially ; even  a sheet  of  -writing-paper  rolled  up 
so  as  to  form  a short  cylinder  will,  usually,  owing  to  the  small 
quantity  of  iron  or  of  cobalt  that  it  contains,  assume  a similar 
direction. 

Faraday  has  found  as  a general  rule  that  the  salts  of  the 
magnetic  metals  are  themselves  magnetic,  provided  that  these 
metals  enter  into  the  busy l of  the  salts.  For  instance,  crystals  of 
ferrous  sulphate  placed  in  a thin  glass  tube,  which  is  not  mag- 
netic, will  cause  the  tube  to  point  axially.  Such  salts  pre- 
serve their  magnetic  properties  even  wrhen  dissolved  in  water : 
if  the  solution  be  placed  in  a glass  tube  of  the  form  shown  in 
fig.  268,  the  tube,  when  suspended  by  a loop  of 
copper  wire  and  a few  fibres  of  raw  silk,  will 
take  an  axial  position  between  the  poles  of  the 
magnet.  Solutions  of  nickelous  and  cobalt- 
ous  sulphate  act  in  a manner  similar  to  the 
solutions  of  the  salts  of  iron.  The  pure  salts 
of  chromium  and  of  manganese  have  in  like  manner  proved  to  be 
magnetic,  and  lienee  these  metals  themselves  are  inferred  to  be 
so,  although,  from  the  high  temperature  required  to  reduce  them 
to  the  magnetic  condition,  it  is  difficult  to  obtain  the  metals  in 
mass  in  such  a state  of  chemical  purity  as  would  enable  the  fact 
to  be  verified  by  experiments  upon  the  metals  themselves. 

(324)  Diamagnetism. — All  the  magnetic  bodies  mentioned 
above  are  attracted  indifferently  by  either  magnetic 
Fig.  269.  . an(^  •£  0p  elongated  form,  they  place  themselves 

with  their  longest  diameter  in  the  axial  direction 
when  suspended  by  their  centre  between  two  contrary 
magnetic  poles.  It  is,  however,  far  from  being  true 
that  all  substances  are  magnetic.  Bodies  exist  which, 
when  brought  near  to  a magnetic  pole,  arc  repelled 
instead  of  being  attracted : such  substances  have 
been  termed  diamagnetics.  If  a straw  (s,  fig.  269) 
be  suspended  horizontally  by  a silk  fibre,  and  from 
one  extremity  of  the  straw  a small  piece  of  phos- 
phorus, r,  be  supported  in  a ring  of  fine  copper  wire, 
repulsion  of  the  phosphorus  will  be  produced  indif- 
ferently by  either  pole.  In  such  an  experiment  it 
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Mill  be  found  convenient  to  place  a soft  iron  armature,  bevelled 
off  to  a blunt  point,  upon  tbe  pole  of  tbe  magnet,  in  order  to 
concentrate  tbe  power,  because  tbe  repulsive  force  is  very 
feeble  when  compared  with  tbe  attractive  power  developed 
in  iron.  If  a stick  of  phosphorus  be  suspended  between 
the  two  poles  of  the  electro-magnet,  it  takes  the  equatorial 
position,  assuming  a direction  at  right  angles  to  that  of  a 
bar  of  iron,  the  phosphorus  being  repelled  by  each  pole  to  the 
greatest  distance  possible.  Phosphorus,  it  will  be  observed,  is  a 
non-conductor  of  electricity;  but  some  of  the  metals,  of  which 
bismuth  and  antimony  are  the  most  remarkable,  exhibit  this  repul- 
sive action  in  a still  higher  degree. 

Substances  of  an  organic  nature,  such 
as  slices  of  wood,  apple,  potato,  or 
flesh,  likewise  show  this  diamagnetic 
power,  though  not  strongly.  In 
fact,  all  bodies  which  are  not  mag- 
netic, exhibit  diamagnetic  properties. 

Owing  to  the  feeble  amount  of  these 
repulsive  actions,  it  is  necessary  to 
screen  the  objects  under  experiment 
from  the  influence  of  currents  of  air, 
by  surrounding  them  with  a glass- 
case,  as  represented  in  fig.  270,  in 
which  b represents  a bar  of  bismuth, 
or  other  diamagnetic  body,  delicately 
suspended  by  a few  fibres  of  unspun 
silk,  c.  The  bismuth  bar  is  shown 
in  the  equatorial  position  between  the  two  poles  of  the  electro- 
magnet, which  project  through  apertures  made  for  their  reception 
in  the  table. 

(325)  Diamagnetism  of  Gases. — The  earlier  experiments  upon 
the  gases,  owing  to  the  very  small  amount  ot  ponderable  matter 
to  be  acted  upon,  gave  results  which  seemed  to  prove  that  they 
were  indifferent  to  the  influence  of  the  magnet ; but  subsequent 
researches  have  shown  that  even  the  different  gases  and  vapours 
are  susceptible  of  the  diamagnetic  influence  in  a degree  which 
varies  with  the  nature  of  the  gas. — (Faraday,  Phil.  Mag.,  1847, 
xxxi.  p.  401.) 

The  gases  upon  which  experiments  were  made  by  Faraday 
appear  to  stand  in  the  following  order,  beginning  with  those 
which  are  least  diamagnetic : — atmospheric  air,  nitric  oxide, 
nitrogen,  carbonic  anhydride,  nitrous  oxide,  carbonic  oxide,  hy- 
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drogen  coal  gas,  olefiant  gas,  hydrochloric  acid,  ammonia,  and 
chlorine. 

Elevation  of  temperature  exalts  the  diamagnetic  condition, — a 
stream  of  hot  oxygen  appearing  to  he  diamagnetic  in  an  atmo- 
sphere of  cold  oxygen.  A similar  result  was  obtained  with  all 
such  gases  as  were  compared  with  each  other  at  high  and  at  low 
temperatures.  On  the  other  hand,  depression  of  temperature 
lowers  the  diamagnetic  force,  so  that  a current  of  cooled  gas  when 
allowed  to  flow  into  a warmer  atmosphere  of  the  same  kind,  takes 
an  axial  position  in  the  magnetic  field.  If  a stream  of  one  gas 
he  allowed  to  escape  into  an  atmosphere  of  a second  gas  more 
diamagnetic  than  itself,  the  less  diamagnetic  gas  takes  the  axial 
position  ; when  atmospheric  air,  for  instance,  is  made  to  flow  into 
coal  gas,  the  air  takes  the  axial  or  magnetic  position  between  the 
poles ; though  air  itself  would  take  the  equatorial  position  in 
oxygen  gas.  The  diamagnetism  of  gases  was  first  indicated  in  an 
experiment  by  Bancalari : he  found  that  the  flame  of  burning 
bodies  was  influenced  by  the  action  of  a powerful  electro-magnet. 
This  effect  is  beautifully  exhibited  by  simply  placing  the  flame  of 
a taper,  or  of  any  combustible  substance,  between  the  poles  of  the 
magnet,  when  in  action ; the  flame  appears  to  be  repelled  towards 
either  side  by  the  poles,  and  if  the  magnet  be  sufficiently  powerful, 
the  flame  divides  into  two  streams,  which  pass  off  horizontally,  one 
on  either  side,  in  the  equatorial  direction.  If  the  taper  be  ex- 
tinguished, whilst  the  wick  still  continues  to  glow,  the  ascending 
column  of  smoke  when  placed  between  the  poles  of  the  magnet 
exhibits  these  motions  equally  well. 

The  following  simple  contrivance  was  employed  by  Faraday 
to  show  the  position  assumed  by  the  different  gases.  A bent 
tube  conveyed  the  gas  for  experiment  in  a very  slow  but  conti- 
nuous stream  into  the  centre  of  the  magnetic  field ; generally  a 
piece  of  paper,  moistened  Avith  a solution  of  ammonia,  was  placed 
in  the  bent  tube.  Supposing  the  gas  to  be  lighter  than  air,  three 
Avide  glass  tubes,  open  at  each  end,  and  three  or  four  inches 
(8  or  10  centimetres)  long,  were  suspended  with  their  lower  aper- 
tures in  the  equatorial  line,  as  represented 
in  fig.  271,  Avith  the  middle  tube  just 
above  the  bent  tube  for  the  delivery  of 
the  gas.  In  each  tube  a piece  of  paper 
moistened  with  hydrochloric  acid  was  sus- 
pended. The  Avhole  was  screened  from 
currents  of  air  by  plates  of  glass.  So 
long  as  the  iron  was  not  magnetized, 
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the  gas  flowed  readily  up  the  axis  of  the  middle  tube;  but 
ou  bringing  the  electro-magnet  into  action,  the  gas,  instead 
of  passing  directly  up  the  central  tube,  was,  when  more  dia- 
magnetic than  air,  diverted  into  each  of  the  side  tubes ; and 
the  currents  were  rendered  visible  by  the  white  fumes  produced 
when  the  ammonia  carried  by  the  gas  came  into  contact  with  the 
vapours  of  the  acid  contained  in  the  tube.  If  the  gas  under 
experiment  were  heavier  than  atmospheric  air,  the  position  of 
all  the  tubes  was  inverted,  and  in  place  of  ascending  cur- 
rents, descending  currents  were  obtained.  The  action  of 
the  magnet  upon  the  different  gases  was  also  shown  by 
blowing  soap  bubbles,  filled  with  each  gas  for  trial,  upon  the 
end  of  a capillary  tube,  and  bringing  the  suspended  bubble  near 
to  the  pole  of  the  magnet;  on  completing  the  circuit  the  bubble 
was  attracted  or  repelled  according  as  the  gas  was  magnetic  or 
diamagnetic. 

By  suspending  a feebly  magnetic  glass  tube,  attached  to  the 
thread  of  a delicate  torsion  balance,  between  the  magnetic  poles 
successively  in  oxygen  and  in  vacuo , E.  Becquerel  {Ann.  de  Chimie, 
III.  xxviii.  324)  found  that  the  tube  was  less  strongly  attracted  in 
oxygen  than  in  the  exhausted  receiver,  and  by  varying  the  expe- 
riment in  different  ways  he  succeeded  in  proving  that  oxygen  is  a 
decidedly  magnetic  body ; he  has  calculated  that  a cubic  metre  of 
oxygen,  which  at  o°  C.  and  76omm-  Bar.  weighs  i’4298  kilo.,  if 
it  were  condensed  till  it  had  a specific  gravity  equal  to  that  of 
iron,  would  act  upon  a magnetic  needle  with  a force  equal  to  that 
of  a little  cube  of  iron  weighing  540mgrma- ; or  that  the  mag- 
netism of  oxygen  is  to  that  of  metallic  iron  as  1 : 2647.  He 
computes  that  the  magnetic  effect  of  the  oxygen  in  the  air  is 
equal  to  that  of  a shell  of  metallic  iron  of  an  inch  (omm'i) 
in  thickness  surrounding  the  globe  of  the  earth. 

The  fact  of  the  magnetism  of  oxygen  was  first  suggested  by 
Faraday  [Phil.  Mag.  1847,  xxxi.  41 2)  and  was  amply  proved  by  him 
{Phil.  Trans.  1851,  23), independently  of  Becquerel.  He  has  further 
ascertained  that,  like  iron,  it  loses  its  magnetism  when  strongly 
heated,  but  recovers  it  when  the  temperature  falls.  In  this  dimi- 
nution in  magnetic  intensity  as  the  temperature  rises,  he  considers, 
probably  lies  the  explanation  of  the  diurnal  variations  of  the  needle, 
the  cause  of  which  has  so  much  perplexed  magnetic  observers  : the 
explanation  is,  however,  not  regarded  as  adequate  by  some  eminent 
magneticians. 

(326)  The  following  table  contains  a list  of  various  substances 
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arranged  in  the  order  of  their  magnetic*  and  diamagnetic  powers, 
as  approximative^  determined  by  Faraday : — 


Magnetic. 

Diamagnetic. 

Iron 

Bismuth 

Nickel 

Phosphorus 

Cobalt 

Antimony 

Manganese 

Zinc 

Chromium 

Silico-borate  of  lead 

Cerium 

Tin 

Titanium 

Cadmium 

Palladium 

Sodium 

Crown  glass 

Flint  glass 

Platinum 

Mercury 

Osmium 

Lead 

Oxygen 

Silver 

Copper 

Water 

Gold 

Alcohol 

Ether 

Arsenicum 

Uranium 

Rhodium 

Iridium 

Tungsten 

Nitrogen. 

It  is  worthy  of  particular  remark  that  the  same  substance  may 
appear  to  be  either  magnetic  or  diamagnetic  according  to  the 
nature  of  the  medium  in  which  it  is  placed.  If  a glass  rod  be 
suspended  horizontally  in  a vessel  of  water,  which  is  a strongly 
diamagnetic  body,  it  will  point  axially,  like  a rod  of  iron  : whereas 
the  same  rod,  if  suspended  in  a solution  of  ferrous  sulphate,  which 
is  magnetic,  will  point  in  the  equatorial  direction.  In  like  man- 
ner a tube  containing  a solution  of  ferrous  sulphate  will  in  pure 
Avater  seem  to  be  magnetic,  while  in  a still  stronger  solution  of 
the  sulphate  it  will  act  as  a diamagnetic  substance  ; just  as  a soap 
bubble  filled  with  carbonic  anhydride,  which  is  heavier  than  air, 
will  fall  to  the  ground,  while  if  filled  with  hydrogen,  which  is 
much  lighter  than  the  atmosphere,  it  will  ascend. 

* Faraday  regards  all  substances  as  magnetic,  and  designates  those  sub- 
stances generally  termed  magnetic,  as  jjaramagnetic,  in  contradistinction  to  those 
which  are  diamagnetic. 
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Air,  in  consequence  of  its  containing  oxygen  in  an  uncora- 
bined  condition,  is  a magnetic  substance. 

(327)  The  same  Elements  in  combination  may  be  Magnetic  or 
Diamagnetic  according  to  the  nature  of  the  Compound. — One  of  tbe 
most  interesting  peculiarities  of  diamagnetism  is  exhibited  in  the 
circumstance  that  the  same  body  may  assume  the  magnetic  or  the 
diamagnetic  state  according  to  the  nature  of  the  compound  which 
it  forms.  A metal  may,  for  example,  occur  as  the  basic  or  electro- 
positive constituent  of  a compound,  or  it  may  enter  into  the  com- 
position of  those  substances  which  form  the  acid  or  electro-negative 
constituent  of  the  compound.  A good  illustration  of  the  difference 
thus  produced  occurs  in  the  case  of  iron.  Iron  acts  as  a basyl  in 
the  crystals  of  green  vitriol  (FeS04,  7 H,0),  of  which  the  metal 
forms  about  a fifth  by  weight,  and  it  gives  to  them  a decidedly 
magnetic  power;  but  in  potassic  ferrocyanide  (K4FeCyG,  3 H30), 
which  also  contains  iron,  to  the  extent  of  more  than  an  eighth  of 
its  weight,  the  crystals  are  diamagnetic.  The  iron  in  this  case 
occurs  in  the  electro-negative  constituent  of  the  salt,  and  not  as 
a basyl.*  In  the  same  way,  potassic  dichromate  (K2Cr04,Cr03), 
where  the  chromium  forms  part  of  the  acid  radicle,  is  diamagnetic, 
while  chromic  sulphate  (Cr„  3 S04),  where  the  metal  acts  as  a 
basyl,  is  decidedly  magnetic.  Some  of  the  compounds  of  cobalt 
exhibit  analogous  differences. 

(328)  Influence  of  Structure  on  Diamagnetism. — In  prose- 
cuting this  subject,  Tyndall  and  Knoblauch  [Phil.  Mag.  1850, 
vol.  xxxvi.  p.  178,  and  xxxvii.  p.  1)  have  been  led  to  the  conclusion 
that  a substance  may  appear  to  be  either  magnetic  or  diamagnetic 
according  to  the  arrangement  of  its  component  particles.  It 
must  not,  however,  be  supposed  that  there  is  not  a real  distinction 
between  the  two  classes  of  substances ; but  that,  under  certain  cir- 
cumstances, a truly  magnetic  body  may  appear  to  be  diamagnetic, 
and  a body  truly  diamagnetic  may  appear  to  be  magnetic.  The 
following  experiment  may  be  cited  in  order  to  explain  this  point. 
A small  flat  circular  disk  was  prepared  with  a paste  of  wheaten 
flour ; and  in  this  disk  a number  of  short  pieces  of  iron  wire  were 
placed,  all  parallel  to  each  other,  and  all  passing  from  one  surface 
of  the  disk  to  the  other,  perpendicularly  to  its  two  faces.  This 
disk  was  suspended  from  a fibre  of  silk,  by  its  edge,  in  a vertical 
direction,  between  the  poles  of  an  electro-magnet ; but  though  it 


* It  is,  however,  remarkable  that  the  red  prussiate,  or  potassic  ferricyanide 
(K3FeCy0),  is  according  to  Pliicker’s  observation,  distinctly,  though  feebly,  mag- 
netic. Faraday  enumerates  it  among  the  diamagnetic  class. 
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was  undoubtedly  magnetic,  the  plate  placed  itself  with  its  faces 
parallel  to  the  equator  of  the  magnetic  field.  Each  of  the  short 
pieces  of  wire,  however,  had  assumed  the  axial  position,  although 
the  disk  as  a whole  arranged  itself  in  a diamagnetic  position. 

When  a similar  disk  was  prepared  in  which  threads  of  bismuth 
were  substituted  for  the  iron  wire,  the  disk  placed  itself  in  the 
magnetic  direction,  with  its  faces  parallel  to  the  axis  of  the  mag- 
netic field.  The  bismuth,  however,  is  unquestionably  diamagnetic, 
and  each  of  the  pieces  of  this  metal  which  the  plate  contains 
assumes  the  diamagnetic  direction. 

The  conclusion  which  Tyndall  and  Knoblauch  draw  from  these 
experiments  is,  that  if,  in  a magnetic  or  in  a diamagnetic  mass,  there 
be  one  particular  direction  in  which  the  particles  which  compose 
it  are  more  closely  approximated  to  each  other  than  in  any  other 
direction,  the  line  which  corresponds  to  this  direction  of  greatest 
density  will  be  the  one  in  which  the  magnetic  or  diamagnetic  action 
is  most  strongly  marked.  One  of  the  experiments  made  in  sup- 
port of  this  view  is  the  following  : — Powdered  bismuth  was  formed 
by  means  of  gum-water  into  a mass  sufficiently  coherent  to  be 
worked  into  a small  cylindrical  bar  about  an  inch  (25™™')  long 
and  a quarter  of  an  inch  (6mm)  thick.  When  this  cylinder  was 
suspended  by  its  centre,  in  a horizontal  direction  between  the  poles 
of  the  electro-magnet,  it  pointed  equatorially  as  an  ordinary  bar 
of  bismuth  would  have  done ; but  when  this  same  cylinder  was 
compressed  laterally,  so  as  to  form  a flat  plate,  it  assumed  a 
direction  with  its  faces  parallel  to  the  axial  position,  though  its 
length  in  some  cases  was  ten  times  as  great  as  its  thickness. 

Again,  ferrous  carbonate  is  a magnetic  body : if  reduced  to 
fine  powder,  and  formed  into  a cylinder  similar  to  that  made  with 
the  bismuth,  it  will  point  axially,  or  like  a magnet,  between  the 
poles ; but  if  compressed  into  a plate,  this  plate  will  set  with  its  faces 
parallel  to  the  equatorial  direction.  Here,  in  each  case,  those  parts 
in  which  the  particles  of  the  bismuth,  or  the  salt  of  iron,  are  by 
compression  brought  the  nearest  to  each  other,  are  those  in  which 
the  diamagnetic  or  the  magnetic  action  predominates.  It  is  by 
an  application  of  this  principle  that  Tyndall  and  Knoblauch  account 
for  the  fact  discovered  by  Pliicker,  that  in  all  crvstalliue  bodies 
belonging  to  those  systems  which  exercise  a doubly  refractive  in- 
fluence on  light,  the  optic  axis  assumes  a definite  direction  under 
the  influence  of  the  electro-magnet.  Assuming  that  the  optic  axis 
ot  a crystal  is  the  direction  in  which  the  particles  of  the  crystal 
have  experienced  the  greatest  degree  of  condensation,  the  effects 
obtained  by  experiment  admit  of  explanation.  The  position  assumed 
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bv  the  optic  axis  is  not  uniformly  tlie  same  in  different  specimens 
of  the  same  substance,  though  in  the  same  specimen  it  is  always 
the  same.  For  example:  Iceland  spar,  when  pure,  is  a diamagnetic 
substance,  but,  if  it  contain  ferrous  carbonate,  it  exhibits  magnetic 
properties.  In  the  course  of  their  researches,  Tyndall  and  Knob- 
lauch took  pieces  from  several  specimens  of  Iceland  spar,  some  of 
which  were  magnetic,  others  diamagnetic.  These  different  samples 
were  cut  into  the  form  of  disks,  or  flat  circular  plates,  the  surfaces 
of  which  were  parallel  to  the  optic  axis  of  the  crystals.  When  the 
disks  were  suspended  horizontally  at  their  centres  between  the 
poles  of  an  electro-magnet,  so  that  the  optic  axis  of  the  crystal 
was  in  a horizontal  plane,  each  disk  always  assumed  a determinate 
direction.  When  the  disk  was  taken  from  a magnetic  crystal,  the 
optic  axis  placed  itself  axially  between  the  poles  ; when  from  a dia- 
magnetic crystal,  the  optic  axis  assumed  the  equatorial  direction. 
Thus  it  appears,  that  whether  the  crystal  be  magnetic  or  diamag- 
netic, the  action  is  exhibited  in  each  case  most  powerfully  in  the 
direction  of  the  optic  axis,  which  is  assumed  to  be  the  line  in 
which  the  particles  are  most  closely  approximated  to  each  other. 
Faraday  has  shown  that  the  directive  force  of  the  crystal,  whether 
magnetic  or  diamagnetic,  diminishes  as  the  temperature  rises. 

(329)  Law  of  Diamagnetic  Repulsion. — It  has  been  ascertained 
by  E.  Becquerel  and  by  Tyndall,  that  the  diamagnetic  repulsion, 
as  measured  by  means  of  the  torsion  balance,  is  as  the  square  of 
the  intensity  of  the  current.  The  phenomena  of  diamagnetism 
may  be  accounted  for,  as  was  remarked  by  Faraday,  on  the  sup- 
position that  electric  currents  are  circulating  around  the  particles 
of  the  diamagnetic  body  in  a direction  the  reverse  of  those  which 
are  supposed  to  exist  in  magnetic  bodies,  though  he  was  unable 
to  satisfy  himself,  by  experiment,  of  the  existence  of  such  polarity ; 
but  the  experiments  of  lleich,  of  Weber,  and  of  Tyndall  [Phil. 
Trans.  1855,  1856),  appear  to  have  proved  conclusively  that  bodies 
which  are  under  diamagnetic  influence,  exhibit  polar  characters. 
The  polarity  of  these  bodies  is  such  that  a diamagnetic  substance 
possesses  a feeble  magnetic  polarity,  the  magnetism  of  each  pole 
being  similar  to  that  of  the  pole  of  the  inducing  magnet  in  its 
vicinity  : whereas  in  an  ordinary  magnetic  substance  the  inducing 
magnetism  is  opposite  to  that  of  the  magnetic  pole  by  which  the 
magnetism  is  elicited. 

The  principle  of  Weber’s  beautiful  apparatus,  with  which  Tyndall’s  decisive 
experiments  were  made,  will  be  understood  without  difficulty.  Let  H,  h'  (fig. 
272)  represent  two  similar  vertical  helices  of  copper  wire;  ah,  c d,  two  bars  of 
bismuth  or  other  diamagnetic  body  attached  to  cords,  which  pass  over  the  wheels 
w,  w',  so  that  they  can,  by  moving  one  of  the  wheels,  be  placed,  at  pleasure,  in 
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either  of  the  positions  shown  in  fig.  274,  1 and  2.  ns  represents  one  of  a pair 
of  bar  magnets,  arranged  astatically,  and  delicately  suspended  side  by  side  by  a 
few  fibres  of  unspun  silk,  T.  m is  a mirror  attached  to  the  centre  of  the  magnet, 
and  by  viewing  a scale  reflected  in  this  mirror  through  a telescope  at  a distance 
of  3 or  4 metres,  the  smallest  deflection  of  the  magnets  may  be  estimated  and 
measured.  On  transmitting  a voltaic  current  from  one  or  two  of  Grove’s  cells 


Fig.  272.  Fig.  273. 


through  the  coils  in  opposite  directions,  the  bismuth  bars  within  the  helices  will 
become  demagnetized;  and  by  carefully  raising  or  lowering  the  astatic  bars 
n s,  s n,  shown  in  section  with  the  coils  H,  11'  in  fig.  273,  until  they  are  opposite 
the  middle  of  the  coils,  a position  may  be  found  in  which  the  magnets  become 
indifferent  to  the  action  of  the  current.  If,  whilst  the  apparatus  is  thus  ar- 
ranged, the  wheel  W be  turned  to  the  right,  the  bismuth  bars  will  be  brought 
into  the  position  fig.  274,  I,  and  a deflexion  of  the  astatic  magnets  will  be 
effected.  The  lower  end,  b,  of  one  bismuth  bar,  if  polar,  would  be  (from  the 
reversed  direction  of  the  currents  in  the  helices)  in  the  same  condition  as  the 
upper  end,  0,  of  the  other  bismuth  bar,  and  each  will  therefore  attract  one  par- 
ticular end,  say  the  north,  of  each  magnet  composing  the  astatic  combination, 
and  would  repel  the  south  end;  each  conspiring  to  produce  a deflection  of  both 
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magnets  in  the  same  direction  : but  on  turning  the  wheel  to  the  left,  so  as  to 
bring  the  bismuth  bars  into  the  position  shown  in  273,  2,  the  astatic  combina- 
tion will  be  deflected  to  an  equal  extent  in  the  opposite  direction. 

These  effects  are  most  marked  with  bodies  like  bismuth  and  antimony, 
which  have  the  greatest  diamagnetic  energy ; but  they  are  also  distinctly  shown 
even  in  non-conducting  bodies,  such  as  heavy  glass,  phosphorus,  and  sulphur. 

If  solid  bismuth  give  a deviation  which  is  represented  by  75  divisions  of  the 
scale  employed,  the  following  table  will  represent  the  action,  found  by  Tyndall, 
of  the  other  bodies  enumerated  in  it : — 


Bismuth 75 

Powdered  bismuth 37 

Antimony  ] 3*5 

Carbonic  disulphide  ...  55 

White  marble 5 


Heavy  glass  4 

Phosphorus  4 

Distilled  water  4 

Calc-spar 2 

Nitre  1 -7 


(330)  Definite  Quantity  of  Force ; Conservation  of  Energy ; 
Mutual  Relations  of  Different  Kinds  of  Force. — The  progress  of 
philosophical  inquiries  for  many  years  past  has  been  of  such  a 
nature  as  to  produce  a growing  conviction  in  the  minds  of  the 
active  cultivators  of  science,  that  force  is  equally  indestructible 
with  matter ; and  that,  consequently,  the  amount  of  force  which 
is  in  operation  in  the  earth  (probably  in  the  solar  system),  is  as 
definite  as  that  of  the  material  elements  through  which  its  existence 
is  made  known  to  us. 

That  the  quantity  of  force  or  energy  associated  with  matter  is 
definite,  may  be  illustrated  in  various  ways ; one  or  two  examples 
must  suffice.  The  first  which  we  will  select  will  show  the  fixity  in  the 
proportion  of  heat  which  is  associated  with  a given  quantity  of 
matter.  A kilogramme  of  charcoal  when  burned  with  a free 
supply  of  air,  combines  with  2-7-  kilos,  of  oxygen,  and  produces 
3}  kilos,  of  carbonic  anhydride.  The  chemical  action  produced 
by  this  combustion  is  attended  with  the  extrication  of  a definite 
quantity  of  heat : and  this  amount  of  heat,  if  it  be  applied  without 
loss,  is  sufficient  to  convert  12^-  kilos,  of  water  at  150  C.,  into 
steam  at  ioo°  C.  : associated  with  each  kilogramme  of  charcoal 
there  must  therefore  be  a definite  amount  of  energy  which  is 
brought  into  action  when  that  charcoal  is  burned.  A different 
but  equally  definite  amount  of  heat  is  emitted  when  a kilo,  of 
phosphorus,  of  sulphur,  of  hydrogen,  or  of  any  other  combustible 
is  burned  with  free  access  of  air  (199  et  seq.).  The  quantity  of 
electricity  associated  with  a given  quantity  of  matter  is  equally 
definite  (282).  When  a piece  of  amalgamated  zinc  is  placed  in 
voltaic  relation  with  a plate  of  platinum  in  diluted  sulphuric 
acid,  for  each  kilo,  of  zinc  which  is  dissolved,  a quantity  of  elec- 
tricity is  liberated,  by  means  of  which  a kilo,  of  metallic  copper 
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may  be  separated  from  the  solution  of  a sufficient  quantity  of 
cupric  sulphate,  or  3^  kilos,  of  silver  may  be  reduced  from  a 
solution  of  argentic  nitrate. 

But  it  appears  further,  that  there  is  no  such  thing  as  a 
destruction  of  energy.  The  cases  in  which  a superficial  examination 
would  lead  to  the  conclusion  that  force  is  annihilated,  show  on 
closer  investigation  that  such  a supposition  is  erroneous.  The 
only  mode  in  which  we  can  judge  of  the  existence  of  a force  is 
from  the  effects  which  it  produces,  and  of  these  effects  that  which 
is  most  universal  is  the  power  either  of  producing  motion,  of 
arresting  it,  or  of  altering  its  direction : whatever  possesses  this 
power  has  been  looked  upon  as  a form  of  force.  Motion  is  con- 
sequently regarded  as  tbe  signal  of  force.  There  is  no  difficulty  in 
showing  that  gravity,  elasticity,  cohesion,  and  adhesion,  are  all 
forces  in  the  sense  of  the  above  definition.  But  even  the  more 
subtle  and  complex  agents — light,  heat,  electricity,  magnetism,  and 
chemical  action,  are  all  capable  of  originating  motion,  and  may 
thus  fairly  be  admitted  under  the  definition  of  force  above  given.* 

It  will  be  found  that  in  all  cases  in  which  force  disappears,  it 
has  expended  itself  either  in  eliciting  or  setting  into  action  an 
equivalent  amount  of  some  other  force,  or  else  it  has  temporarily 
disappeared  in  producing  a definite  amount  of  motion.  In  this 
case  it  is  especially  to  be  remarked  that  the  amount  of  motion 
which  it  has  thus  brought  into  action,  when  that  motion  is  de- 
stroyed, will  again  give  rise  either  to  an  equal  amount  of  the  force 
which  originally  produced  it,  or  to  an  equivalent  quantity  of  some 
other  manifestation  of  force. 

For  example,  the  chemical  action  between  charcoal  and  oxy- 
gen terminates  as  soon  as  the  charcoal  is  wholly  converted  into 
carbonic  anhydride;  and  a quantity  of  heat,  which  is  equivalent 
to  that  amount  of  chemical  action,  remains  as  the  representative 
of  the  force  thus  expended.  The  heat  which  has  thus  been  de- 
veloped is  ready  to  do  other  work ; it  may  be  employed  in  con- 
verting a certain  quantity  of  water  into  steam,  and  the  steam  so 
obtained  can  be  applied  to  the  production  of  motion,  the  amount 
of  which  may  be  measured  by  determining  the  number  of  kilos, 
which  can  be  lifted  through  a given  distance  by  the  steam  thus  pro- 
duced. Motion  may  again  be  made  to  produce  heat,  and,  as  Joule's 
experiments  show,  the  quantity  of  heat  thus  rendered  manifest  is 


* Even  in  the  case  of  light,  for  which,  when  it  has  disappeared  by  absorption, 
no  quantitative  measurement  free  from  doubt  has  yet  been  given,  it  is  probable 
that  conversion  into  heat  takes  place. 
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strictly  determined  by  tbe  amount  of  motion  which  is  applied  to 
its  development. 

It  appears,  however,  not  only  that  force  is  definite  in  its 
amount,  and  indestructible  in  its  essence,  hut  that  many  of  the 
more  important  varieties  of  force  are  intimately  related,  and  are 
capable  in  turn  of  eliciting  each  other.  The  forces  amongst 
which  such  mutual  relations  have  been  experimentally  proved  to 
exist  in  the  closest  manner,  are  those  of  light,  heat,  electricity, 
magnetism,  and  chemical  attraction.  The  transfer  of  any  one  of 
these  forces  from  one  point  to  another,  or,  in  other  words,  the 
exertion  of  any  one  of  these  forces,  is  always  attended  with  a 
collateral  manifestation  of  one  or  more  of  the  other  forms  of  force. 
In  the  action  of  a voltaic  circuit,  consisting  of  a single  pair 
of  plates  of  zinc  and  platinum,  the  solution  of  a certain  quantity 
of  zinc,  or  the  chemical  action  between  the  zinc  and  the  acid, 
may  be  made  to  develope  several  forces — viz.:  i.  Electricity, 
but  there  is  no  direct  manifestation  of  this  force  so  long  as  the 
circuit  is  closed.  2.  Chemical  action  : if  a voltameter,  charged  with 
a solution  of  cupric  sulphate,  be  interposed  in  the  circuit  between 
two  electi'odes  of  copper,  a certain  quantity  of  copper,  corre- 
sponding to  the  zinc  which  is  being  dissolved  in  the  battery,  will 
be  deposited  on  one  electrode,  whilst  a corresponding  amount  of 
copper  will  be  dissolved  from  the  other  electrode.  Here  is  a che- 
mical action,  which  corresponds  in  amount  to  that  which  is  taking 
place  between  the  zinc  and  sulphuric  acid  in  the  active  cell  of  the 
battery.  3.  Magnetism : if  the  connecting  wire  be  coiled  round 
a piece  of  soft  iron,  the  iron  will  become  powerfully  magnetic  for 
the  time  during  which  the  current  is  traversing  the  conducting 
wire.  4.  Heat : if,  whilst  the  voltameter,  the  electro-magnet, 
and  the  galvanometer  are  still  included  in  the  circuit,  part  of  the 
circuit  be  composed  of  a thin  wire  which  traverses  the  bulb  of 
Harris's  air  thermometer,  an  elevation  of  temperature  in  the  wire 
proportioned  to  the  amount  of  electricity  in  circulation  will  be 
obtained,  but  in  proportion  to  the  quantity  of  heat  evolved,  the 
chemical  action  is  lessened,  and  the  power  of  the  magnet  is 
reduced  ; and  5.  Light  : on  interrupting  the  connexion  of  any 
part  of  the  circuit  a bright  spark  is  obtained.  Chemical  attraction, 
then,  whilst  in  operation,  can  throw  a current  of  electricity  into 
circulation,  and  a current  of  electricity  will  develope  an  equivalent 
amount  of  magnetism  in  a direction  at  right  angles  to  such  current. 
It  also  produces  in  conductors,  heat  proportioned  to  the  resistance 
which  it  experiences,  and  if  the  heat  be  sufficiently  intense,  it  is 
attended  with  the  emission  of  light. 
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The  observations  of  Favre  already  quoted  (280)  showing  the 
dependence  of  the  quantity  of  heat  evolved  in  any  given  circuit 
upon  the  amount  of  magnetic  or  mechanical  work  which  it  is 
producing,  afford  interesting  additional  proofs  of  the  important 
proposition  that  force  is  never  really  either  generated  or  destroyed. 
Man  has  but  the  power  to  elicit  it  when  latent,  to  transfer  its 
energy  to  new  points,  or  to  change  the  form  of  its  manifestation  so 
as  to  obtain  an  equivalent  amount  of  power  under  new  conditions. 

The  more  closely  the  investigation  is  followed  in  this  direction, 
the  more  completely  is  the  truth  of  this  principle  rendered  mani- 
fest. Thus  Soret  (Comptes  Rendus,  xlv.  301)  transmitted  a con- 
tinuous electric  current  through  portions  of  conductors  which,  like 
Ampere’s  wires  (fig.  245),  are  free  to  obey  their  mutual  impulse  of 
attraction  and  repulsion ; and  he  found  that  if  the  moveable  con- 
ductors were  allowed  to  approach  each  other  in  accordance  with 
the  direction  of  the  attraction,  a diminution  of  the  intensity  of 
the  current  is  observed  during  the  occurrence  of  this  motion, — a 
portion  of  the  intensity  of  the  current  being  expended  in  the  pro- 
duction of  motion.  If,  on  the  other  hand,  a compulsory  movement 
in  opposition  to  the  attractive  force  is  effected,  the  intensity  of 
the  current  is  increased  during  the  act  of  movement. 

Again  the  same  observer  found,  as  might  indeed  have  been 
anticipated  from  Faraday’s  magneto-electric  researches  (311),  that 
if  a battery  in  connexion  with  a helix  be  in  conducting  commu- 
nication with  a galvanometer,  the  current  through  the  galvano- 
meter is  reduced  during  the  introduction  of  a soft  iron  core  into 
the  axis  of  the  helix ; but  it  is  increased  at  the  moment  of  with- 
drawing the  iron  core.  The  introduction  of  a non- magnetic  sub- 
stance, such  as  a core  of  copper,  produces  no  sensible  effect. 

We  have  already  traced  briefly  the  evolution  of  electricity  from 
chemical  action ; and  Faraday  has  further  shown  that  the  elec- 
tricity developed  by  friction  in  the  ordinary  electrical  machine  pro- 
duces either  a corresponding  amount  of  magnetic  action  on  the 
needle  of  the  galvanometer,  or  an  equivalent  amount  of  chemical 
decomposition  in  electrolytes  through  which  it  is  transmitted 
(297) ; whilst  in  the  fusion  of  metallic  wires  we  have  evidence  of 
its  heating  power,  and  in  the  electric  spark  wc  sec  its  agency  in 
producing  light. 

The  experiments  of  Faraday,  followed  by  those  of  other  philoso- 
phers, have  proved  that  the  motion  of  a magnet  of  a given  strength, 
under  certain  conditions,  produces,  in  a closed  metallic  conductor, 
a definite  current  of  electricity,  and  through  the  electricity  thus 
set  in  motion,  light,  heat,  and  chemical  action  may  be  deve- 
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loped,  as  is  beautifully  shown  in  the  magneto-electric  machine 

(3I5)- 

On  the  other  hand,  heat  may  be  made  to  develope  electricity ; 
and  the  thermo-multiplier  (317)  of  Nobili  and  Melloni  shows  that 
the  current  of  electricity  which  is  produced  is  exactly  proportioned, 
cceteris  paribus,  to  the  amount  of  heat  by  which  it  is  excited. 
The  ignition  of  solid  matter  shows  that  heat  may  elicit  light  under 
favourable  circumstances.  It  further  appears  that  heat  may  excite 
chemical  action  ; and  as  it  may  also  give  rise  to  a current  of 
electricity,  through  that  current  of  electricity  it  may  produce  the 
development  of  magnetism. 

Light  mayproduce  important  chemical  actions, but  these  actions 
have  only  in  a few  cases  been  reduced  to  a form  in  which  they  can 
develope  electricity,  magnetism,  or  heat.  The  quantitative  valu- 
ation of  light,  and  its  relation  with  the  other  forces,  still  remains 
to  be  wrought  out.  Indeed,  the  subject  appears  to  offer  a field 
for  research,  difficult,  because  as  yet  scarcely  trodden,  though  full 
of  interest  and  promise. 

The  reader  who  desires  to  pursue  the  subject  of  the  mutual 
relations  of  different  kinds  of  force,  is  referred  to  an  interesting- 
essay  on  the  subject  by  Grove,  entitled  On  the  Correlation  of  the 
Physical  Forces.  For  further  information  on  the  other  subjects 
which  have  been  treated  of  in  this  chapter,  in  addition  to  the 
papers  already  quoted,  the  student  is  referred  to  the  important 
series  of  memoirs  by  Faraday,  published  during  the  last  thirty 
years  in  the  Philosophical  Transactions,  which  have  also  been 
reprinted  in  a separate  form ; or  to  the  Treatises  of  Becquerel  and 
De  La  Rive  on  Electricity  and  Magnetism,  and  to  TyndalFs  work 
on  Heat  considered  as  a Mode  of  Motion. 
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Specific  Gravities  corresponding  to  Degrees  of  Baurne’s  Hydrometer 
for  Liquids  heavier  than  Water  ( Poggiale ). 


Degrees. 

Specific 

Gravity. 

Degrees. 

Specific 

Gravity. 

Degrees. 

Specific 

Gravity. 

Degrees. 

Specific 

Gravity. 

O 

i'OOO 

20 

n6i 

40 

r3s3 

60 

i*7“ 

I 

I '007 

21 

1-171 

41 

i-397 

61 

i*732 

2 

1*014 

22 

ri8o 

42 

1-410 

62 

i*753 

3 

1 '022 

23 

1-190 

43 

1-424 

63 

i*774 

4 

I ‘029 

24 

ri99 

44 

i*438 

64 

1796 

5 

1-036 

25 

1*210 

45 

i' '453 

65 

1-819 

6 

1-044 

26 

I-22I 

46 

1-468 

66 

1-846 

7 

I -052 

27 

J-231 

47 

**483 

67 

1-872 

8 

ro6o 

28 

I*242 

48 

1-498 

68 

1-897 

9 

1-067 

29 

r253 

49 

i*5i4 

69 

1-921 

TO 

ro75 

3° 

1-264 

5° 

r53° 

70 

1-946 

11 

1-083 

3i 

i*275 

51 

i*546 

71 

i*974 

12 

1-091 

32 

1-286 

S2 

1 563 

72 

2*000 

13 

i-ioo 

33 

1-297 

53 

1-580 

73 

2-031 

14 

i'io8 

34 

1-309 

54 

I-597 

74 

2-059 

15 

ri  16 

35 

1-320 

55 

1-615 

j 6 

1-125 

36 

1 *332 

56 

1*634 

l7 

iT34 

37 

1-345 

57 

1*652 

18 

i*i43 

38 

i*357 

5« 

1-671 

19 

1-152 

39 

1-370 

59 

1-691 

Specific  Gravities  on  Baume’s  Scale  for  Liquids  lighter  than 
Water  [Francaeur) . 


Degrees. 

Specific 

Gravity. 

Degrees. 

Specific 

Gravity. 

Degrees. 

Specific 

Gravity. 

Degrees. 

Specific 

Gravity. 

IO 

1-000 

23 

0-918 

36 

C849 

49 

0-789 

II 

0*993 

24 

0-913 

37 

0844 

5° 

0-785 

12 

0-986 

25 

0-907 

38 

0-839 

51 

0-781 

13 

O-980 

26 

0-901 

39 

0-834 

52 

0*777 

14 

o*973 

27 

0-896 

40 

0*830 

53 

o*773 

I 15 

0-967 

28 

0-890 

41 

0-825 

54 

0-768 

16 

0-960 

29 

0-885 

42 

0-820 

55 

0*764 

17 

o*954 

30 

o-88o 

43 

o'8i6 

56 

0-760 

18 

0-948 

31 

0-874 

44 

081 1 

57 

o*757 

19 

0 942 

32 

0869 

45 

0-807 

58 

o*753 

20 

0936 

33 

0-864 

46 

0’802 

59 

o*749 

21 

0-930 

34 

0859 

47 

0-798 

60 

o*745 

22 

0924 

35 

0-854 

48 

o*794 
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The  degrees  of  TwaddelFs  hydrometer  are  readily  converted 
into  their  corresponding  specific  gravities  by  multiplying  them  by 
5,  and  adding  1000.  The  following  is  a short  table  of 


Degrees  on  Tioaddell’s  Hydrometer,  and  the  corresponding 

Specific  Gravities. 


Degrees. 

Specific 

Gravity. 

Degrees. 

Specific 

Gravity. 

Degrees. 

Specific 

Gravity. 

Degrees. 

Specific 

Gravity. 

I 

1005 

8 

1*040 

LI 

i*o  75 

22 

I*IIO 

O 

1*010 

9 

I 045 

l6 

ro8o 

23 

1*115 

3 

1*015 

10 

1*050 

I? 

1 ‘085 

24 

1*120 

4 

1*020 

1 1 

I 055 

18 

1*090 

2 5 

1*125 

5 

I *025 

12 

I 060 

19 

1*095 

26 

ri3° 

6 

I*030 

J3 

1*065 

20 

1*100 

27 

ri35 

7 

r°35 

14 

1*070 

21 

nos 

28 

1*140 

English  Weights  and  Measures. — Avoirdupois. 


Grains. 

Drachms. 

Ounces. 

lb. 

Qrs. 

Cwt. 

Tons. 

Grain . . 

I 

Drachm  . 

27'34 

1 

Ounce 

437  5 

16 

1 

Pound  . 

7000 

256 

16 

I 

Quarter  . 

196000 

7168 

448 

28 

I 

Cwt.  . . 

784000 

28672 

1792 

I 12 

4 

I 

Ton  . . 

15680000 

573440 

35840 

224O 

80 

20 

I 

Troy  Weight. 


Grains. 

Dwts. 

Ounces. 

lb. 

Grain  .... 

I 

Pennyweight . 

24 

I 

Ounce  .... 

480 

20 

I 

Pound  .... 

576° 

24O 

12 

I 

i 

i 


cubic  inch  of  distilled  water  in  air  at  62°  F.  = 252*456  grains, 

cubic  inch  of  distilled  water  in  vacuo  at  62°  F.  = 252*722  grains. 

Cubic  inches. 


i Gallon 
1 Pint 

1 Fluid  ounce 
1 Litre 

1 Cubic  centimetre 


= 277*276 
= 34'659 

= 1’7329 

= 61024 

= 0*061024 


1 Cubic  inch  = 16*387  cubic  centimetres. 


rooooo  parts  of  gas  at  320  F.,  29*922  Bar.  (also  at  32°),  become  at  6o°  F., 
Bar.  30  inches  (also  at  6 o°)  = x* 05722  parts. 
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Comparison  of  French  and  English  Weights. 


i Milligramme 
i Centigramme 
1 Decigramme 
i Gramme* 
i Kilogrammme 


Grains. 

= 0-015432 

= O' Io4323 

= 1 ’543234 

= *5'432348 

= I5432-348 


Oz.  At. 


35-2739  = 


lb.  At. 


2-2046 


Comparison  of  French  and  English  Measures  of  Length. 


English  Inches. 

Feet. 

Yards. 

1 Millimetre 

= OO3937079 

1 Centimetre 

= 0-3937079 

1 Decimetre 

= 3-937079 

1 Metref 

= 39-37079 

= 3‘28o899 

= I 093633 

1 Kilometre 

= 3937079 

= 3280-899 

= IO93633 

The  length  of  the  platinum  metre  is  estimated  at  the  temperature  of  320  F., 
the  English  standard  yard  at  62°  F. 

1 English  inch  is  equal  to  25’4  millimetres. 


To  Reduce  Grammes  to  Gh'ains. 

Log.  grammes  + ‘188432  + 1 = log.  grains. 

To  Reduce  Cubic  Centimetres  to  Cubic  Inches. 

Log.  cubic  centimetres  + (‘7855007  — 2)  = log.  cubic  inches. 

To  Reduce  Millimetres  to  Inches. 

Log.  millimetres  -f-  (-5951663  — 2)  log.  inches. 

To  Convert  Grains  into  Grammes. 

Log.  grains  + ("8115680  — 2)  = log.  grammes. 

To  Convert  Cubic  Inches  into  Cubic  Centimetres. 

Log.  cubic  inches  + "2144993  + 1 = log.  cubic  centimetres. 

To  Convert  Inches  into  Millimetres. 

Log.  inches  + ‘4048337  + 1 = log.  millimetres. 


* This  determination  of  the  gramme  was  made  from  the  kilogramme 
des  Archives  by  Professor  W.  H.  Miller,  in  fixing  the  national  standards  (Phil. 
Trans.  1856,  893). 

t The  metre,  at  the  time  that  its  length  was  fixed  by  the  French  Govern* 
mcnt,  was  supposed  to  be  a ten-millionth  part  of  a quadrant  of  a meridian  circle 
of  the  earth  passing  through  Dunkirk  and  Barcelona.  Subsequent  more  ex- 
tended geodetic  measurements  have  shown  that  it  differs  from  this  by  about 
■-roVtr  of  its  length.  The  standard  platinum  metre  of  Borda  at  o°  C.  is  equal  to 
^10  English  bronze  standard  yard  at  62°  F. 
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For  Conversion  of  Metrical  into  English  Measures. 


A.  Length. 


Metrical  to  English. 

I.  Millimetres  to  ! nr  . . r . 

Inches.  j " Metres  to  feet. 

Englis 

3.  Inches  to 
Millimetres. 

h to  Metrical. 

4.  Feet  to  Metres. 

i = 0-03937 

I = 3-2809 

I = 25-4 

I = 0-3048 

2 = 0-07874 

2 6-5618 

2 = 50'S 

2 = 0-6096 

3 = o-ri8u 

3 = 9'8427 

3 = 76’2 

3 = 09144 

4 = 0-13748 

4 = I3‘T236 

4 = iot'6 

4 = 1-2192 

3 = o- 1 0683 

5 = 164045 

5 = 1270 

5 = 1-5240 

6 = 0-23622 

6 = 19-6854 

6 = 152-4 

6 = 1-8288 

7 = °‘27559 

7 = 22-9663 

7 = i77'8 

7 = 2i336 

8 = 0-31496 

8 = 26-2472 

8 = 203-2 

8 = 2-4384 

9 = °'35433 

9 = 29'5281 

9 = 228-6 

9 = 2‘7432 

2-mm.  _ near]y  i 

4 inches  = rather 

inch. 

more  than  iocm- 

B.  Capacity. 

Metrical  to  English. 


1.  Cubic  Centimetres 
to  Cubic  Inches. 

2.  Litres  to  Fluid 
Ounces. 

3.  Litres  to  Pints. 

4.  Litres  to  Gallons. 

I = 0061024 

1 = 35'2754 

I ==  1-76377 

I = 0-22047 

2 = 0-122048 

2 = 7°'55°8 

2 = 3‘52754 

2 = O-44O94 

3 = 0-183072 

3 = 105-8262 

3 = 5'29I3I 

3 = 0-66141 

4 = O-244096 

4 = 141-1016 

4 = 7'°55°8 

4 = o"88i88 

5 = 0-305120 

5 = i76‘377° 

5 = 8-81885 

5 = 1-10235 

6 = 0-366144 

6 = 21 1 6524 

6 = 10-58262 

6 = 1-32282 

7 = 0-427168 

7 = 246-9278 

7 = 12-34639 

7 = 1 ‘54330 

8 = 0488192 

8 = 282-2032 

8 = 1411016 

8 = i'76377 

9 = 0549216 

9 = 3X7*4786 

9 = x5'87393 

9 = 1-98424 

The  capacity  of  a litre  is  that  of  a cube  each  side  of  which  is  a decimetre. 


English  to  Metrical. 


1.  Cubic  Inches  to 
Cubic  Centimetres. 

2.  Fluid  Ounces  to 
Cubic  Centimetres. 

I = 16-387 

1 = 28-349 

2 = 32-774 

2 = 56-699 

3 = 49-161 

3 = 85‘°48 

4 = 65-548 

4 = 1 13‘398 

5 = 81  ‘935 

5 = i4i‘747 

6 = 98-322 

6 = 170-096 

7 = 114-709 

7 = 198-446 

8 = 131-096 

8 = 226-796 

9 = 147-483 

9 = 255‘i46 

3.  Pints  to 
Litres. 

4.  Gallons  to 
Litres. 

I = C56699 

1 = 4‘5358 

2 = ri3398 

2 = 9-0717 

3 = 1-70097 

3 = i3‘6o76 

4 = 2-26796 

4 = i8‘I434 

5 = 2-83495 

5 = 22-6793 

6 = 3-40194 

6 = 27-2152 

7 = 396893 

7 = 3 1 ‘75 10 

8 = 4'33592 

8 = 36-2869 

9 = 5-10291 

9 = 40-8228 
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C.  Weight. 

Metrical  to  English. 


i.  Grammes 
to  Grains. 

2.  Kilogrammes 
to  Ounces. 

3.  Kilogramme, 
to  Pounds. 

i = 15*432348 

1 = 35*2739 

I = 2-2046 

2 = 30-864696 

2 = 70-5478 

2 = 4-4092 

3=  46-297044 

3=  105-8217 

3 = 66138 

4 = 61-729392 

4=  141-0956 

4 = 8*8184 

5=  77-161740 

'5  = 176*3695 

5 = 11-0230 

6=  92-594088 

6=  211-6434 

6 = 13-2276 

7 = 108-026436 

7=  246-9173 

7 = 15*4322 

8 = 123-458784 

8 = 282-1912 

8 — 176368 

9=  138-891132 

, 9 = 317*4651 

9 = 19-8414 

A milligramme  is  about  grain. 


The  weight  of  a gramme  is  that  of  a cubic  centimetre  of  distilled  water 

at  40  C.  (390  -2F.) 


English  to  Metrical. 


1.  Grains 
to  Grammes. 

2.  Ounces 
to  Grammes. 

3.  Pounds  to 
Kilogrammes. 

4.  Hundred  Weights 
to  Kilogrammes. 

I = 0-06479 

1 = 28-349 

1 

- 0-45358 

I = 50-80097 

2 = 0-12959 

2 = 56-699 

2 

= 0-90717 

2 = IOI-60194 

3 = 0-19439 

3=  85-048 

3 

= 1-36076 

3=152*40291 

4 — 0-25919 

4 = 113*398 

4 

= i'8i434 

4=  20320368 

5 = 0-32329 

5 = 141*747 

5 

- 2-26793 

5 = 254  00485 

6 = 0-38879 

6 = 170-096 

6 

= 2-72152 

6 = 304-80582 

7 = o*45359 

7 = 198-446 

7 

= 3-17510 

7 — 355*60679 

8 = 0 51838 

8 = 226-796 

8 

= 3-62869 

S = 406-40736 

9 = 0-58319 

9 = 255*146 

9 

= 4’oS22S 

9 = 457-20873 
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Values  of  Millimetres  in  English  Inches. 


| Milli- 

English 

Milli- 

English 

Milli- 

English 

metre3. 

inches. 

metres. 

inches. 

metres. 

inches. 

I 1 • 

■ 0-03937079 

45  • 

. . 1-7716 

125  . . 

. 4941 

2 

. 0-07874158 

50  . 

. . 1-968 

13°  . . 

. 5-118 

! 3 • 

. 0-11811237 

55  • 

. . 2-165 

x35  • • 

• 5*3 1 5 

4 • 

• 0-15748316 

60  . 

2-362 

140  . . 

• 5 '5 1 2 

5 • 

. 0-19685395 

65  • 

• • 2'559 

145  • • 

• 5'7o8 

6 . 

. 0-23622474 

70  . 

• • 2’756 

150  . . 

. 5-906 

7 • 

• 2 7359553 

75  ■ 

• • 2 ’953 

x55  • • 

• 6-103 

8 . 

. 0-31496632 

80  . 

• • 3*x49 

160  . . 

. 6-299 

9 • 

• 0-35433711 

8.5  • 

• • 3’346 

165  . . 

. 6-496 

TO  . 

• °’3937°79° 

90  . 

• • 3'543 

170  . . 

• 6693 

X5  • 

• 0 5905 

95  • 

• • 3740 

x75  • • 

. 6-890 

20  . 

• o'7^>74 

100  . 

• • 3’937 

180  . . 

• 7087 

25  • 

. 0-9842 

105  . 

• • 4*x34 

185  . . 

• 7'2S4 

3°  • 

. n8n 

no  . 

• • 4*33 x 

190  . . 

• 7’48o 

33  • 

• r3779 

IT5  • 

. . 4-528 

x95  • • 

• 7’677 

40  . 

• i’5748 

120  . 

. . 4-744 

200  . . 

. 7-874 

Table  of  the  corresponding  Heights  of  the  Barometer  in  Millimetres 

and  English  Inches. 


Milli- 

metres. 

English 

inches. 

Milli- 

metres. 

English 

inches. 

Milli- 

metres. 

English 

inches. 

720 

— 

28-347 

739 

— 

29-095 

758  = 

29*843 

721 

= 

28-386 

740 

29-I34 

759  = 

29-882 

722 

zz 

28-425 

741 

= 

29-174 

760  = 

29*922 

723 

zz 

28-465 

742 

= 

29-213 

761  = 

29-961 

724 

— 

28-504 

743 

= 

29-252 

762  = 

30-000 

725 

= 

28-543 

744 

= 

29-292 

763  = 

30039 

726 

zz 

28-583 

745 

= 

29‘33I 

764  = 

30*079 

727 

zzz 

28-622 

746 

= 

29-370 

765  = 

30-118 

728 

zz 

28-662 

747 

ZZ 

29-410 

766  = 

30*I58 

729 

• — 

28-701 

748 

ZZ 

29-449 

767  = 

30*197 

73° 

— 

28-740 

749 

zz 

29-488 

768  = 

30*236 

731 

zz: 

28-780 

75° 

= 

29-528 

769  = 

30-276 

732 

zz: 

28-819 

751 

— 

29*567 

29-606 

77°  = 

30*315 

733 

zz 

28-858 

752 

= 

771  = 

30*355 

734 

zz 

28-898 

753 

= 

29*645 

772  = 

3°*394 

735 

— 

28-937 

754 

= 

29-685 

773  = 

3°*433 

736 

= 

28976 

755 

= 

29*724 

774  = 

30*473 

737 

738 

= 

29016 

29'055 

756 

757 

= 

29*764 

29-803 

775  = 

3°'512 

s s 


1 
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Table  for  the  Conversion  of  Degrees  on  the  Centigrade  Thermometer 
into  those  of  Fahrenheit’ s Scale. 


° Cent. 

° Pah. 

0 Cent. 

0 Pah. 

0 Cent. 

0 Fah. 

0 Cent. 

0 Fah. 

100 

— I48'0 

— 49 

— 56'2 

2 

3S'6 

53 

127*4 

— 99 

— 146*2 

-48 

— 54'4 

3 

37'4 

54 

129*2 

— 98 

— T44’4 

— 47 

— 52-6 

4 

39'2 

55 

1310 

— 97 

— 142-6 

— 46 

— 50-8 

5 

41-0 

56 

132*8 

— 96 

— 140-8 

— 45 

— 49-0 

6 

42-8 

57 

1.34-6 

— 95 

— 1390 

— 44 

— 47 '2 

7 

44-6 

58 

i36'4 

— 94 

— 137-2 

— 43 

— 45'4 

8 

46-4 

59 

138*2 

— 93 

— I35'4 

— 42 

— 43'6 

9 

48-2 

60 

1400 

— 92 

— i33'6 

— 41 

— 41-8 

10 

5°'° 

6i 

141*8 

— 9i 

— 131-8 

— 40 

— 40'o 

11 

51-8 

62 

143*6 

— 90 

— 130-0 

— 39 

— 38-2 

12 

53'6 

63 

i45'4 

- 89 

— 128-2 

-38 

— 36‘4 

13 

55'4 

64 

147*2 

— 88 

— 126-4 

— 37 

— 34'6 

M 

57'2 

65 

149*0 

- 87 

— 124-6 

— 36 

— 32-8 

15 

59'° 

66 

150-8 

— 86 

— 122*8 

— 35 

— 31-0 

16 

6o-8 

67 

152*6 

- 83 

121*0 

— 34 

— 29*2 

17 

62 -6 

68 

i54'4 

- 84 

119-2 

“33 

— 27-4 

18 

64-4 

69 

156*2 

~ 83 

— II7-4 

— 32 

— 25-6 

*9 

66- 2 

7° 

158*0 

— 82 

-"S'6 

— 31 

— 23-8 

20 

68-o 

7i 

1598 

— 81 

— II3-8 

— 30 

22‘0 

21 

69-8 

72 

1616 

— 80 

1 1 2'0 

— 29 

20*2 

22 

71  *6 

73 

i63'4 

— 79 

— 1 1 0*2 

— 28 

— i8-4 

23 

73‘4 

74 

165*2 

- 73 

— 108*4 

— 27 

— 16 -6 

24 

75'2 

75 

167*0 

~ 77 

— io6-6 

— 26 

— 14-8 

25 

77'° 

76 

i68‘8 

— 76 

— 104*8 

— 25 

— 13'0 

26 

78-8 

77 

1706 

~ 75 

— 103-0 

— 24 

11*2 

27 

80  6 

78 

172*4 

— 74 

— 1 01  *2 

— 23 

— 9'4 

28 

82-4 

79 

174*2 

~ 73 

— 99' 4 

— 22 

— 7-6 

29 

84-2 

80 

176*0 

— 72 

— 97 -6 

— 21 

- 5'8 

30 

86-o 

81 

i77*S 

— 7i 

— 95'8 

— 20 

— 4-0 

31 

87-8 

82 

179*6 

— 70 

— 94-0 

— 19 

— 2*2 

32 

89-6 

83 

181*4 

— 69 

— 92*2 

— 18 

— o-4 

33 

9r4 

84 

iS3*2 

— 68 

— 9°'4 

— 17 

+ l'4 

34 

93'2 

85 

185-0 

- 67 

— 88-6 

— 16 

3'2 

35 

95° 

86 

186-8 

— 66 

— 86-8 

— 15 

5'° 

36 

96-8 

87 

iS8*6 

— 65 

— 85-0 

— 14 

6-8 

37 

98-6 

88 

190*4 

— 64 

— 83-2 

— *3 

8-6 

38 

100*4 

89 

192*2 

— 63 

— 81-4 

— 12 

104 

39 

I02'2 

90 

1940 

62 

— 79'6 

— 11 

12*2 

40 

104*0 

91 

i95’8 

— 6r 

— 77'8 

— 10 

14-0 

41 

io5'8 

92 

197*6 

— 60 

— 76-0 

— 9 

15-8 

42 

107-6 

93 

199*4 

— 59 

— 74'2 

— 8 

17-6 

43 

1094 

94 

201*2 

— 58 

— 72-4 

— 7 

19-4 

44 

II1‘2 

95 

203*0 

— 57 

— 70-6 

— 6 

21 '2 

45 

113° 

96 

204*8 

— 56 

— 68-8 

— 5 

23-0 

46 

114-8 

97 

2066 

-55 

— 6 7'o 

— 4 

24-8 

47 

ll6‘6 

98 

2oS*4 

~ 54 

— 65*2 

— 3 

26‘6 

48 

ii8-4 

99 

210*2 

— 53 

— 63'4 

— 0 

28-4 

49 

120*2 

100 

212*0 

— 52 

— 6i*6 

— 1 

30-2 

5° 

1220 

101 

213*8 

— 5i 

— 59'8 

O 

32-0 

5* 

123-8 

102 

215*6 

~ 50 

— 58'o 

+ 1 

33 '8 

52 

125*6 

103 

2I7'4 
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Conversion  of  Degrees  on  the  Centigrade  Thermometer  into  those 

of  Fahrenheit’ s Scale. 


[ Continued ] 


° Cent. 

0 Fah. 

° Cent. 

0 Fah. 

0 Cent. 

0 Fah. 

° Cent. 

0 Fnh. 

1 104 

2192 

15  5 

3iro 

206 

402*8 

257 

4946 

! 105 

221*0 

156 

312*8 

207 

404*6 

258 

496*4 

106 

222*8 

157 

3*4‘6 

208 

406*4 

259 

498*2 

107 

224*6 

158 

3i6'4 

209 

408*2 

260 

500*0 

108 

226*4 

159 

318*2 

210 

410*0 

26t 

501-8 

109 

228*2 

160 

320*0 

2 1 1 

411*8 

262 

503-6 

no 

23OO 

161 

321*8 

212 

413-6 

263 

50,5-4 

in 

23I*8 

162 

323'6 

213 

4I5M 

264 

507-2 

112 

233'6 

163 

325"4 

214 

417-2 

265 

509-0 

”3 

235'4 

164 

327*2 

2*5 

419-O 

266 

510*8 

114 

237*2 

165 

329*0 

216 

420*8 

267 

512*6 

”5 

239*0 

166 

33°‘3 

217 

422*6 

268 

5M4 

116 

240*8 

167 

332'<5 

218 

4244 

269 

516*2 

1 117 

242*6 

168 

334'4 

219 

426*2 

270 

518*0 

! ns 

244'4 

169 

336'2 

220 

428*0 

271 

519-8 

n9 

246*2 

170 

338-o 

221 

429*8 

272 

521*6 

120 

248*0 

171 

339-8 

222 

43*6 

273 

523-4 

121 

249*8 

1-J2 

341-6 

223 

433-4 

274 

5252 

122 

251*6 

173 

343"4 

224 

435-2 

275 

527-o 

123 

253'4 

174 

345’2 

225 

437*0 

276 

528-8 

124 

255"2 

175 

347-o 

226 

438-8 

277 

530-6 

125 

257  o 

176 

348*8 

227 

440*6 

278 

532-4 

126 

258*8 

*77 

350-6 

228 

442-4 

279 

534  2 

127 

260*6 

178 

352-4 

229 

444’2 

280 

536-o 

128 

262*4 

179 

354’2 

230 

446*0 

281 

537'8 

129 

264*2 

180 

356-0 

231 

447-8 

282 

539-6 

130 

2660 

181 

357'8 

232 

449*6 

283 

541-4 

131 

267*8 

182 

359  6 

233 

45 1 ‘4 

284 

543-2 

132 

269*6 

*83 

361-4 

234 

453*2 

285 

545*0 

133 

271*4 

184 

363-2 

235 

455-o 

286 

546*8 

134 

273*2 

185 

365-0 

236 

456-8 

287 

548-6 

J35 

275*0 

186 

366*8 

237 

458-6 

288 

550-4 

136 

276*8 

187 

368*6 

238 

460*4 

289 

552-2 

137 

278*6 

188 

3704 

239 

462*2 

290 

5540 

138 

280*4 

189 

372*2 

240 

464*0 

291 

555-8 

J39 

282*2 

190 

374-o 

24I 

465-8 

292 

557-6 

140 

284*0 

191 

375-8 

242 

467-6 

293 

559-4 

141 

285*8 

192 

377-6 

243 

469-4 

294 

561*2 

142 

287*6 

*93 

379"4 

244 

471‘2 

295 

5630 

M3 

289*4 

194 

381*2 

245 

473-0 

296 

564-8 

144 

291*2 

*95 

38  3"° 

246 

474*8 

297 

566*6 

145 

293*0 

196 

384-8 

247 

476-6 

298 

568*4 

146 

294*8  * 

*97 

386*6 

248 

4784 

299 

570*2 

147 

296*6 

198 

388-4 

249 

480*2 

300 

572-0 

148 

298*4 

*99 

390"2 

250 

482*0 

3or 

573-8 

149 

300*2 

200 

392*0 

25* 

483-8 

302 

575-6 

150 

3020 

201 

3938 

252 

485-6 

3°3 

577M 

J51 

3°3'8 

202 

395-6 

253 

4874 

3°4 

579-2 

I52 

3056 

203 

397'4 

254 

489-2 

3°5 

58ro 

T53 

3°7'4 

204 

399'2 

255 

491-0 

306 

582*8 

i54 

309*2 

205 

401*0 

256 

492*8 

307 

584-6 
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Conversion  of  Degrees  on  the  Centigrade  Thermometer  into  those  of 

Fahrenheit’s  Scale. 

[Continued. ] 


° Cent. 

0 Fah. 

0 Cent. 

0 Fall. 

0 Cent. 

0 Fah. 

0 Cent. 

0 Fah. 

3°8 

586-4 

333 

63 1 '4 

358 

676-4 

704 

1300 

309 

588-2 

334 

633'2 

359 

678-2 

760 

I400 

3I° 

590-0 

335 

635'° 

360 

68o-o 

800 

1472 

31 1 

59r8 

336 

636-8 

37° 

698 

81.5 

1500 

312 

593‘6 

337 

6386 

371 

700 

871 

1600 

313 

595‘4 

338 

640-4 

380 

716 

900 

1652 

3M 

597'2 

339 

642-2 

39° 

734 

926 

17CO 

3I5 

599'° 

340 

6440 

400 

752 

972 

1800 

316 

6oo"8 

34i 

645-8 

410 

770 

IOOO 

1832 

3T7 

6o2"6 

342 

6476 

420 

788 

IQ37 

1 9CO 

3i8 

604-4 

343 

649-4 

426 

800 

1093 

2000 

3l9 

606-2 

344 

651-2 

43° 

806 

I ICO 

2012 

32° 

6o8-o 

345 

653'° 

440 

824 

1148 

2100 

321 

609-8 

346 

654-8 

450 

842 

1200 

2192 

322 

6ir6 

347 

656-6 

460 

860 

1300 

2372 

323 

6i3'4 

348 

658-4 

47° 

878 

1400 

2552 

324 

615-2 

349 

66o"2 

480 

896 

1500 

2732 

325 

617-0 

35° 

662-0 

4S2 

900 

1600 

2912 

326 

6188 

35i 

663-8 

490 

9*4 

1700 

3092 

327 

620-6 

352 

665-6 

5°° 

932 

1800 

3272 

328 

622-4 

353 

667-4 

538 

1000 

1900 

3452 

0 

329 

624-2 

354 

669-2 

593 

1100 

2000 

3032  : 

33° 

6260 

355 

671-0 

600 

I 1 12 

2100 

3812 

33i 

627-8 

356 

672-8 

649 

1200 

2200 

3992 

332 

629-6 

357 

6746 

700 

1292 

2300 

4172 

Without  Correction  for  o° 


°C.  Contain  °F. 

°F.  Contain  CC. 

I = i-8 

1 = °‘55 

2 = 3’6 

2 = i-ii 

3 = 5‘4 

3 = r66 

4 = 7'2 

4 = 2*22 

5 = 9‘° 

5 = 2-77 

6 = io’8 

6 = 333 

7 = 126 

7 = 3-88 

8 = i4’4 

8 = 4'44 

9 = 16-2 

9 = 5-00 
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Table  of  the  Tension  of  Aqueous  Vapour  expressed  in  Inches  of 
Mercury,  at  3 2°  F.,  for  each  degree  F.  between  o°  and  ioo°. 
From  Dixon’s  1 Treatise  on  Heat’  (p.  257).  Regnault. 


Temp. 

°F. 

Inches  of 
Mercury. 

Temp. 
0 F. 

Inches  of 
Mercury. 

Temp. 
0 F. 

Inches  of 
Mercury. 

Temp. 
0 F. 

Inches  of 
Mercury. 

O 

OO439 

26 

°-I395 

51 

C3742 

76 

O-8964 

I 

°'°459 

27 

°-I457 

52 

0-3882 

77 

78 

O-9266 

2 

0-0481 

2S 

0-1522 

53 

0-4026 

0-9577 

3 

°'°5°3 

29 

0-1589 

54 

0-4^75 

79 

O-9898 

4 

0-0526 

3° 

o- 1 660 

55 

0-4329 

80 

I-0227 

5 

0-0551 

31 

1 733 

56 

0-4488 

81 

I-0566 

6 

00576 

32 

o-i8io 

57 

0-4653 

82 

IO915 

7 

00603 

33 

0-1883 

58 

0-4822 

83 

1-1274 

8 

0-0630 

34 

0-1959 

59 

0-4997 

84 

1-1643 

9 

00659 

35 

0-2038 

60 

0-5178 

85 

I-2023 

10 

0-0689 

36 

0-2119 

61 

o-5364 

86 

1-2413 

11 

0072 1 

37 

C2204 

62 

o-5556 

87 

I-2815 

12 

°'°75  3 

38 

0-2291 

63 

o-5755 

88 

1-3228 

13 

0-0788 

39 

0-2381 

64 

o-5959 

89 

M 

0-0823 

40 

o'2475 

65 

0-6170 

9° 

I-4088 

15 

0-0861 

41 

0-2571 

66 

0-6388 

9i 

1-4537 

16 

0-0899 

42 

0-2672 

67 

0-6612 

92 

1-4998 

n 

0-0940 

43 

o'2775 

68 

0-6843 

93 

1-5471 

18 

0-0982 

44 

C2882 

69 

0-7081 

94 

1-5958 

l9 

0-1027 

45 

0-2993 

7° 

0-7327 

95 

1-6457 

20 

01073 

46 

0-3108 

71 

0-7580 

96 

I-6971 

21 

O' 1 12 1 

47 

03226 

72 

0-7841 

97 

1-7498 

22 

01 1 7 1 

48 

o-3349 

73 

0-8109 

98 

1-8039 

23 

0-1223 

49 

o‘3476 

74 

0-8386 

99 

1-8595 

24 

25 

0-1278 
0 1335 

5° 

0-3607 

75 

0 8671 

100 

1-9170 

Tension  of  Aqueous  Vapour  in  Millimetres  of  Mercury  for  each 
degree  C.  between  o°  and  350  (Regnault). 


0 

Mm. 

O 

Mm. 

O 

Mm. 

O 

4-600 

12 

10-457 

24 

22-184 

I 

4'940 

13 

11162 

25 

23-550 

2 

5-302 

14 

11-908 

26 

24-988 

3 

.S’68? 

i5 

12-699 

27 

26-505 

4 

6-097 

16 

13-536 

28 

28'IOI 

5 

6'534 

17 

I4421 

29 

29-782 

6 

6-998 

18 

15357 

30 

31-548 

7 

7-492 

19 

16-346 

31 

33-406 

8 

8-017 

20 

17-391 

32 

35-359 

9 

8-574 

21 

18495 

33 

37-411 

10 

9-165 

22 

19-6.59 

34 

39-565 

11 

9-792 

23 

20'883 

35 

41-827 

< 


« 


INDEX 


Absorption  bands  of  the  spectrum,  170 
,,  of  heat,  affected  by  surface, 

284 

,,  ,,  proportional  to  ra- 

diatingpowers,  285 
,,  of  light,  connexion  with 

chemical  composition,  165 
Acids,  general  characters  of,  6,  8,  note 
Action  of  water,  aided  by  heat  and  pres- 
sure, on  crystallization,  118 
Adhesion,  67 

,,  between  liquids,  78 
,,  of  gases  to  liquids,  96 
,,  of  gases  to  solids,  98 
,,  influence  of  surface  on,  73 
Adiathermic,  or  athermanous  bodies,  290 
iEsculin,  fluorescence  of,  188 
Affinity  (chemical  attraction),  5,  9 
Air,  compression  of,  evolves  heat,  304 
,,  dialysis  of,  no 
,,  downward  pressure  of,  56 
,,  elasticity  of,  Regnault’s  experiments, 
47,  note 

,,  expansion  of,  by  heat,  252 
„ gauges,  364 

,,  heat  from,  by  compression,  305 
„ pump,  48,  49 
,,  „ Sprengel’s,  no 

,,  specific  heat  of,  308 
,,  thermometer,  253 
,,  water  and  mercury,  relative  weights 
of,  51,  note 

,,  weight  of,  Prout’s  and  Regnault’s 
results,  51 

Albumen,  use  of,  in  photography,  223 
Alcohol,  compressibility  of,  45 

,,  latent  heat  of  vapour  of,  342 
,,  vapour  density  of,  270 
Alkalies,  general  characters  of,  6,  7 
Allotropy,  142 

Alloys,  conductivity  of,  for  electricity,  504 
„ „ of,  for  heat,  274 

Amalgam  for  electrical  machine,  410 
Amalgamated  zinc,  voltaic  use  of,  45 1 
Amber,  its  electric  powers,  405 
Ammonium,  bimalate  crystals  of,  how 
modified,  120 

Ampbre’s  theory  of  electro-magnetism, 
559 

Analysing  plate  for  polarized  light,  208 
Analysis,  chemical,  6 
Angle  of  incidence  for  light  equal  to  angle 
of  reflection,  1 54 
Anhydrides,  8,  note 


Animal  charcoal,  decolorizing  power  of,  74 
Anode,  zincode,  or  positive  pole,  5 1 7 
Anorthic  system  of  crystals,  135 
Antimony,  diamagnetism  of,  607 

,,  its  thermo-electric  properties, 
594.  596 

Apiohn’s  formula  for  wet-bulb  hygro- 
meter, 359 

Aragonite,  rings  in  polarized  light,  210 
Arago’s  rotations,  586 
Are  (sq.  decametre),  36 
Areometer  (hydrometer),  42 
Armstrong’s  hydro-electric  machine,  445 
Arnott’s  ventilating  valve,  280 
Astatic  needles,  455 

Athermanous,  or  adiathermic  bodies,  291 
Atlantic  cable,  568,  note 
Atmolyser,  Graham’s,  104 
Atmosphere,  decrease  of  density  and  tem- 
perature with  altitude,  61 
,,  definite  limit  of?  63 

,,  pressure  of,  52,  56 

Atmospheric  electricity,  445,  449 

,,  lines  of  the  spectrum,  171 


Atoms,  5,  28 

Atomic  classification  of  elements,  32,  33 
,,  heat,  31 1 
, , theory,  2 1 

,,  weights  distinguished  from  equi- 

valents, 22 

,,  weights  of  elements,  table  of,  24 
Attraction,  adhesive,  67 
capillary,  69 

chemical  characters  of,  5,  9,  15 
cohesive,  63 
electrical,  406 
magnetic,  396 
varieties  of,  5 
Audibility,  limits  of,  299,  note 
Aurora  borealis,  449 
Auroral  electric  discharge,  578 
Axial  magnetic  position,  605 
Axis  of  a crystal,  what,  128 


Balance,  essential  parts  of,  37 
Baldwin’s  phosphorus,  191 
Bands  of  interference,  198 
Barium,  spectrum  of,  180 
Barometer,  55 

,,  correction  of,  for  capillary  de- 
pression, 71 

,,  measurement  of  heights  by,  62 

„ water,  53 

Bases,  what,  8 


BAS 


G32 


COM 


Basyl,  8,  note 

Basylous  (electro-positive)  elements,  1 1 
Battery,  rotation  of,  round  magnet,  565 
,,  electrical,  425,  434 

,,  voltaic,  different  forms  of,  474 

Beats  in  sound,  196 
Becquerel’s  simple  voltaic  circuits,  471 
Biaxal  crystals,  coloured  rings  of,  210 
,,  doubly  refracting  crystals,  203 
Bimalate  of  ammonia,  experiments  on 
crystals,  120 

Bismuth,  diamagnetism  of,  607 

„ thermo-electric  value,  594,  596 
Bohnenberger’s  electroscope,  550,  note 
Boilers,  explosion  of,  spheroidal  state,  371 
Boiling  point,  effect  of  pressure  on,  334 
,,  measurement  of  heights 

by,  335 

,,  mode  of  observing,  33 1 

,,  raised  by  adhesion,  332 

,,  raised  by  salts  in  solution, 

333 

Boiling-points,  table  of,  330 
Boiling,  process  of,  329 
Bologna  stone,  191 
Boracic  acid,  spectrum  of,  172,  175 
Boyle’s  law  of  elasticity  of  gases,  45 
,,  ,,  failure  of,  at  great  pressures, 

365 

Brass,  specific  heat  of,  303 
Breguet’s  pyrometer,  259 
Brittleness,  65 

Bromine,  absorption  bands  in  spectrum 
of,  172 


Cables,  electric,  568 
Csesium,  discovery  of, 


178 


by  spectroscope, 


on 


,,  spectrum  of,  1S0 
Cagniard  de  Latour,  experiments 
vapours,  366 

Calcium,  carbonate  of,  dimorphous,  140 
,,  salts  of,  solubility  diminished  by 
heat,  76 

„ spectrum  of,  180 
Calc  spar,  expansion  of,  by  heat,  248 
,,  ,,  rings  of  polarized  light  in,  209 

Calorific  equivalents  of  elements,  378,  389 
,,  „ indirect  calculation 

„ , . of,  383 

Calorimeter,  mercurial,  385 
„ water,  375,  377 
Calotype  process,  219 
Canton’s  phosphorus,  191 
Caoutchouc,  its  adhesive  power,  68 
,,  its  absorption  of  gases, 

Capacity  for  heat,  301 
Capillary  action,  force  exerted  by,  72 
,,  attraction,  69 
» depression  of  mercury,  71 
Carbon,  dimorphism  of,  140 
Carbonate  of  lime,  dimorphism  of, 
Carbonic  acid,  solidification  of,  361 
»i  disulphide,  use  in  gilding,  546 
Cassia,  oil  of,  dispersive  action  on  spec- 
trum, 1 66  1 


109 


140 


Cast-iron,  melted,  handled  with  impunity, 
372 

Cathetometer,  55,  note 

Cathode,  platinode,  or  negative  pole,  517 

Cements,  68 

Centigrade  thermometer,  254 
Centimetre,  36 

Charcoal,  absorbent  action  of,  on  gases, 
98 

„ surface  action  of,  73 

Chemical  actions  suspended  by  voltaic, 
520 

,,  action  of  light,  215 

„ affinity,  5,  10 

,,  analysis,  what,  6 

„ combination,  laws  of,  15 

,,  equivalent,  what,  18,  2 r 

, , precedes  voltaic  action,  46 1 

,,  properties  of  a body  distin- 

guished from  physical,  3 
,,  rays,  extinction  of,  237 

Chemistry,  its  object,  1 
Chimney,  draught  of,  276 
Chlorate  of  potassium  formed  by  electro- 
lysis, 535 

,,  sodium,  polarizing  power  of, 

212 

,,  ,,  artificially  hemihe- 

dral,  120 

Chlorophane,  phosphorescence  of,  146 
Chlorophyll,  fluorescence  of,  188 
Chlorous  (electro  uegative)  elements,  1 1 
Chromium,  salts  of,  dichromic,  166 
,,  ,,  magnetic,  606 

Chrysotype,  224 

Circuits  of  one  metal  and  two  liquids,  471 
Circulation  of  water  by  heat,  278 
Cleavage  of  crystals,  1 2 3 
Cobalt,  magnetism  of,  400 
Coffey’s  still,  347 
Cohesion  figures,  79 

,,  general  nature  of,  5,  63 
,,  mode  of  measuring,  63 
,,  of  solids,  64 
Cold,  apparent  reflection  of,  286 
,,  intense,  production  of,  321,  364 
,,  produced  by  electric  currents,  598 
,,  „ evaporation,  33S 

Collodion,  preparation  of,  221 

,,  use  in  photography,  221 
Colloids,  89 

Coloured  circular  polarization,  21 1 
,,  flames,  spectra  of,  172,  174 
„ rings  of  polarized  light,  209 
,,  solutions,  spectra  of,  165 
,,  tests  for  acids,  6 
Colours,  complementary,  164 
,,  Newton’s  theory  of,  164 
,,  of  polarized  light,  209 

,,  of  thin  plates,  199 

Combination  distinguished  from  mixture, 
10 

,,  by  volume,  28 
Combining  proportions  and  equivalents, 
what,  18,  19 
Compass,  mariner’s,  395 


COM 


633 


OIL 


Compound  bodies  distinguished  from  ele- 
ments, i 

Compounds  formed  by  substitution,  14 
Compressibility  of  gases,  46 
,,  of  liquids,  45 

Concave  mirror,  principle  of,  156 

>>  „ reflection  of  heat  by,  283 

Condensation,  extempore  arrangements 
( for,  346 

Condenser,  electric,  423 
„ Liebig’s,  346 

,,  of  JEtuhmkorff’s  coil,  577 
Condensing  syringe,  50 
Conducting  wire  of  voltaic  circuits  acts 
on  the  magnet,  453 
,,  ,,  voltaic,  magnetism  of, 

555 

,,  wires,  mutual  actions  of,  560 

Conduction  of  beat,  influence  of  structure 
on,  277 

,,  ,,  in  crystals,  276 

Conductivity  of  bodies  for  heat,  273 
,,  voltaic,  of  liquids,  507 

>>  „ of  metals,  501,  503 

Contact  ofmetals,  electric  excitement,  460 
>>  ,,  not  necessary  to  voltaic 

action,  471 

Convex  lens,  160 

Convection  of  electricity,  441,  515 
„ of  heat,  277 

„ voltaic,  515 

Cooling,  law  of,  by  radiation,  288 
Copper,  chloride,  spectrum  of,  172,  175 
,,  electrolytic,  deposit  of,  469 
,,  sheathing,  voltaic  protection  of, 

469 

Cornish  boiler,  275 
Correction  of  gases  for  pressure,  60 
?>  „ temperature,  263 

,,  for  weighings  in  air,  43 
Coulomb’s  electrometer,  409 
Counter-currents,  voltaic,  474,  476 
Crown  of  cups,  Volta’s,  460 
Cryophorus,  339 

Crystalline  form  developed  by  solution, 
I23 

,,  structure,  developed  by  heat- 

ing and  cooling,  123 
Crystallization,  116 

,,  light  emitted  during,  147 

„ purification  of  salts  by, 

119 

,,  sudden,  120 

,,  supposed  influence  of 

light  on,  214 

Crystalloids,  89 
Crystals,  axes  of,  128 
,,  biaxal,  203,  210 

,,  broken,  reparation  of,  12 1 

,,  classification  of,  129 

,,  cleavage  of,  123 

,,  doubly  refracting,  expansion  of, 

by  heat,  248 

,,  how  modified  during  formation, 

120 

,,  how  procured,  1 16 


Crystals,  modification  of,  Pasteur’s  expe- 
riments on,  120 

,,  primary  and  secondary  forms  of, 

124 

,,  principal  section  of,  203,  note 
,,  structure  of,  124 

,,  symmetry  of,  12S 

,,  uniaxal,  203,  210 

Cupping-glass,  action  of,  57 
Current  affinity,  539 
Curves  of  pressure  of  condensed  gases, 
368 

Cylinder  electrical  machine,  419 

Daguerreotype,  225 
Dalton’s  atomic  theory,  2 1 

,,  law  of  tension  of  vapours,  350 
Daniell’s  hygrometer,  358 
,,  pyrometer,  260 

,,  voltaic  battery,  477 

Declination  or  variation  of  a magnet,  402 
Deep  sea  sounding,  62 
Definite  proportion,  law  of,  15 
Deluc’s  pile,  549 
Density  of  a body,  38,  note 

„ of  atmosphere,  decrease  of,  with 
altitude,  62 

Desiccation  of  gases,  100 
Deville  and  Troost,  process  for  specific 
gravity  of  vapours,  271 
Dew,  theory  of,  287 
„ point,  357 
Diactinic  bodies,  230 
Dialysis,  89 

,,  of  gases,  no 
Diamagnetism,  606 

,,  a polar  force,  614 

,,  effect  of  structure  on,  61  r 

,,  influenced  by  chemical 

function,  61 1 

Diaphragms,  use  of,  in  voltaic  battery,  479 
Diathermacy,  influence  of  struct  ure  on,  296 
,,  of  gases  and  vapours,  294 

,,  of  solids  and  liquids,  293 
Diathermic  bodies  bad  radiators,  297 

,,  or  diathermanous  bodies,  290 
Dichromic  media,  spectra  of  solutions,  16 6 
Dido  struck  by  lightning,  446 
Didymium,  spectrum  of  solutions  of,  166 
Dielectrics,  408 
Differential  galvanometer,  499 
,,  thermoscope,  253 

,,  ,,  radiant  heat  mea- 

sured by,  287 

Diffusion,  Dalton’s  theory  of,  114 

,,  decomposition  of  double  salts 

by,  84 

,,  of  gases,  101 

,,  ,,  accelerated  by  heat, 

102 

,,  of  liquids,  laws  of,  80,  81 

,,  separation  of  gases  by,  103 

„ ,,  salts  by,  84 

,,  volume  of  a gas,  102 

Dilatation,  increasing  ratio  of,  with  rise 
of  temperature,  257 
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Dimetric  (pyramidal)  system,  131 
Dimorphism,  139 

„ influence  of,  on  heatof  com- 

bination, 380 

„ influence  of  temperature  on, 

140 

Dipping-needle,  402 
Discharging-rod,  424 
Disguised  electricity,  415 
Dispersion  of  light  in  spectrum,  166 
Displacement  bjr  chemical  action,  12 
Disruptive  electric  discharge,  435 
Dissected  battery,  488 
Dissection  of  crystals  by  solvents,  122 
Distillation,  344 
Divisibility  of  matter,  4 
Dodecahedron,  relation  to  the  cube,  130 
Double  diaphragm  voltameter,  522 
,,  decomposition,  31 
,,  refraction,  201 
,,  weighing,  37 

Doubly  oblique  system  of  crystals,  135 
Ductility,  65 

Dumas’  method  of  taking  specific  gravity 
of  vapours,  269 
Dyad  elements,  32 

Eaeth,  conducting  power  of,  for  currents, 
566 

,,  magnetism  of,  401 
Earth’s  orbit,  diameter  of,  195 
Ebullition,  329 

Eflusion  of  gases  and  liquids,  105 
Elasticity,  law  of,  44 
„ of  gases,  46 

,,  of  liquids  and  solids,  44,  45 

Electric  arc,  509 

,,  attraction  and  repulsion,  406 
,,  balance,  429 

,,  battery,  425,  434 

,,  brush,  440 
,,  cable,  568 

,,  ,,  delay  of  signals  in,  569 

,,  charge,  dissipation  of,  439 

,,  „ distribution  of,  416 

,,  condenser,  423 
,,  conduction,  432 

,,  „ in  gases,  508 

,,  ,,  in  liquids,  506 

,,  „ in  solids,  504,  508 

,,  conductors,  408 

,,  convection,  441 

,,  currents,  direct  and  inverse,  573, 

584 

,,  „ mutual  actions  of,  561 

,,  „ primary  and  secondary, 

573,  584 

,,  discharge,  416 

,,  ,,  in  vacuo,  magnetic  ac- 

tions on,  580 
,,  distribution  of  charge,  416 
,,  eel,  600 
,,  induction,  413 

>1  _ ,,  spread  of,  422 

,,  insulators,  408 
>>  kite,  Franklin’s,  445 
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Electric  lamp,  5x1,  note 
,,  machines,  419,  420 
,,  repulsion  traced  to  induction.  420 

,,  resistance,  Brit.  Assoc.  Standard, 

494 

,,  shock,  425 

,,  spark,  spectra  of,  236 

,,  „ various  forms  ofj  440 

,,  telegraph,  365,  et  tcq. 

,,  theories,  41 1 

theory  of  chemical  attraction,  3 38 
city',  animal,  599 

atmospheric,  448 
from  chemical  action,  44  4 
from  friction,  4 10 
from  heat,  443 
from  pressure,  442 
of  vapour,  444 

quantity  required  for  chemical 
decomposition,  549 
resinous  or  negative,  406 
sources  of,  442 

static  and  voltaic,  compared, 
548 

tension  ofj  417 
two  kinds  of,  406 
vitreous  or  positive,  406 
voltaic,  45 1 
cs,  410 

Electro-chemical  order  of  elements,  467 
Electrode,  515 

Electro-dynamic  cylinder,  339 
Electrolysis  by  ordinary  machine,  348 
definite  amount  of,  318 
,,  direction  of,  3 1 7 
laws  of,  516 
of  basic  salts,  527 
of  monobasic  salts,  325 
of  polybasic  salts,  326 
of  salts,  521 

secondary  results  of,  333 
supposed  generation  of  acid 

by,  524 

,,  variation  in  facility  of,  319 
Electrolyte,  316 

Electrolytes,  table  of  classes  of,  325 
Electrolytic  decomposition  of  gases,  582 
Electro-magnetic  action,  Law  of,  353 
,,  rotations,  363 

,,  magnetism,  law's  of,  357 
,,  magnets,  how  formed,  333 
Electrometer,  balance,  429 

,,  Coulomb’s,  409 
,,  Lane’s  discharging,  429 
,,  Peltier’s,  410 
,,  quadrant,  424 
Electro -motive  force,  466 

,,  ,,  how  measured,  496 

Electrophorus,  421 
Electro-gilding,  347 
„ plating,  545 
,,  platinizing,  347 
,,  positive  and  electro-negative 
elements,  11,  467 
Electroscope,  406 

,,  Bolinenberger’s,  330,  note 
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Electroscope,  gold-leaf,  408 

,,  single  gold-leaf,  464 
Electrotype  moulds,  543 

„ or  voltatype,  541 
Electrotyping  of  non-conductors,  543 
Electrovection,  530 
Electro-zincing,  545 

Elements,  electro-positive  and  electro- 
negative, it,  467 
,,  non- metallic,  list  of,  2 
,,  popular  and  chemical,  1 
,,  table  of  equivalency  of,  33 
Elephant,  struck  by  lightning,  446 
Endosmosis  of  gases,  108 
,,  of  liquids,  85 
Equatorial  magnetic  position,  605 
Equi-diffusive  salts,  83 
Equilibrium  of  temperature,  272 
Equivalency  or  atomicity  of  elements,  32 
Equivalent,  chemical,  what,  18,  20 
,,  proportions,  law  of,  18 
Equivalents  of  compound  bodies,  30 
Ether,  compressibility  of,  45 

,,  elastic  force  of  vapour,  350,  366 
,,  latent  heat  of,  342 
Etiolation  of  plants,  217 
Evaporation  from  solids,  352 

,,  from  saline  solutions,  355 
,,  influence  of  pressure  on,  354 
,,  „ of  surface  on,  353 

„ limit  of,  352 

,,  of  mixed  liquids,  355 
,,  spontaneous,  356 
Exhausting  syringe,  48 
Exosmosis  of  liquids,  86 
Expansion  by  heat,  force  exerted  by,  261 
,,  ,,  formula  for  calcula- 

ting,  258,  note 
„ „ of  gases,  252 

,,  ,,  of  liquids,  249 

,,  ,,  of  solids,  248 

,,  ,,  practical  applications 

of,  261 

,,  of  bodies  in  solidifying,  121 
Extraordinary  ray  of  light,  202 

Factors,  Greenwich,  for  wet-bulb  hy- 
grometers, 360 

Fahrenheit’s  thermometer,  254 
Faraday’s  theory  of  electric  induction,  415 
,,  heavy  glass,  magnetic  polariza- 
,,  tion  by,  602 

Ferricyanide  of  potassium,  electrolytic 
production  of,  536 
Fire-balloon,  279. 

Fire-fly,  147 

Fixed  lines  in  spectrum,  168 
,,  points  of  thermometers,  254 
Flame,  diamagnetic,  608 

,,  its  action  in  dispersing  electri- 
city, 439 

„ measurement  of  its  temperature, 
594 

,,  voltaic  currents  in,  508 
Flow  of  liquids  through  capillary  tubes, 
92,  et  se'p 


Fluidity,  heat  of,  320 
Fluorescence,  186 

, , mode  of  testing  body  for,  1 89 

Fluorescent  rays,  inactive  spaces  in,  1 70 
,,  spectra,  234 

Focus  of  mirror  or  lens,  156,  161 
Force,  indestructible,  616 

,,  quantity  of,  definite,  615 
,,  transformations  of,  617 
Forces,  molecular,  some  varieties  of,  44 
Formul®,  chemical,  23 
Franklin’s  lightning  conductors,  446 
„ electrical  theory,  41 1 

Fraunhofer’s  lines  in  the  solar  spectrum, 
168 

,,  ,,  Kirchhoff’s  theory  of, 

183 

Freezing-machine  by  ammonia,  339,  note 
,,  ,,  by  ether,  338 , note 

,,  mixtures,  321 

,,  of  mercury  in  red-hot  capsule, 

372 

,,  of  water  in  vacuo,  338 

,,  point  of  water  lowered  by  salts, 

324 

,,  lowered  by  pressure,  323 

,,  process  of,  325 

,,  separation  of  impurities  during 
process,  115 

French  weights  and  measures,  35 
Friction,  68 

,,  development  of  heat  by,  241 

Frog,  Galvani’s  experiment  on,  450 
Fusible  metal,  expands  on  solidifying,  122 
Fusing  points,  how  affected  by  pressure, 
322,  note 

„ ,,  of  mixtures  lower,  321 

,,  ,,  table  of,  322 

,,  „ why  fixed,  321 

Gallon,  imperial,  defined,  34 
Galvanism,  450 
Galvanometer,  astatic,  455 

, , differential,  499 

,,  how  graduated,  457,  note 

,,  principle  of,  454 

,,  tangent,  553 

,,  Thomson’s  reflecting,  456 
Gas  battery,  Grove’s,  474 
,,  holder,  58 

Gases,  absorption  of  by  charcoal,  98,  99 
,,  adhesion  of  to  solids,  97 
,,  to  liquids,  95 
,,  coefficient  of  absorption  of,  95 
,,  condensed,  table  of,  367 

,,  conductivity  of  for  heat,  275 

,,  cooling  effects  of,  275,  505 
,,  correction  of,  for  pressure,  59 
,,  for  temperature,  263 

,,  desiccation  of,  100 
,,  diamagnetism  of,  607 
,,  diathermacy  of,  295 

,,  differ  in  electric  insulation,  439 

,,  diffusion  of,  IOI 

,,  effusion  of,  105 

,,  elasticity  of,  47 
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Gases,  electric  induction  uniform  in,  431 
,,  expansion  of,  by  heat,  252 

,,  liquefaction  of,  36  r 

,,  occlusion  of  in  metals,  113 

,,  passage  of,  through  diaphragms, 
10S 

,,  refractive  powers  on  light,  table 

of,  159 

,,  separation  of  by  diffusion,  103 

,,  solidification  of,  369 

,,  solubility  of,  96,  97 

,,  specific  gravity  of,  howdetermined, 
264 

,,  ,,  heat  of,  308 

,,  transpirability  of,  106 

,,  voltaic,  conductivity  of,  508 

Gassiot’s  electric  cascade,  578 
Gauge  of  air  pump,  53 
Gauges  for  compressed  gases,  364 
Glaciers,  theory  of  their  motion,  327,  note 
Glaisher’s  factors  of  wet-bulb  hygrometer, 
360 

Glass,  absorptive  action  of,  on  radiant 
heat,  292 

,,  compressed,  effects  of,  on  polarized 
light,  21 1 

,,  conducts  electricity  at  red  heat, 
508 

,,  expansion  of,  by  heat,  248,  258, 
270,  note 

,,  specific  heat  of,  303 

,,  unannealed,  action  of  on  polarized 

light,  21 1 
Glow-worm,  147 
Gold,  divisibility  of,  4 
Goniometers,  125 

,,  Wollaston’s  reflecting,  126 
Gramme,  37 

Gravity  diminishes  towards  equator,  34 
,,  how  applied  to  standards  of 
weight,  34 

,,  specific  (see  specific  gravity),  38 
Ground  ice,  288,  note 
Grove’s  voltaic  battery,  478 
Gulf  Stream,  282 

Gutta-percha  insulator  for  electric  cable, 
568 

Gymnotus,  600 

Hardness,  Mohs’  scale  of,  64 
Heat  absorbed  during  evaporation,  328 
„ „ ,,  solution  of  salts, 393 

,,  amount  of,  radiated  from  the  sun, 
241,  282,  319 
,,  atomic,  311 
,,  conduction  of  solids,  273 
,,  conductivity  of,  varies  in  different 
directions,  276 
,,  convection  of,  277 
,,  developed  by  voltaic  current,  453, 
.505 

,,  distinguished  from  temperature,  247 
,,  distribution  of,  in  spectrum,  191 
,,  evolved  by  combination  of  acids  and 
bases,  390 

>>  „ by  friction,  241 


Heat  evolved  by  metallic  precipitations, 
386 

„ ,,  by  percussion,  243 

,,  „ during  combustion  of  com- 

pounds, 382 

,,  ,,  „ decomposition,  381 

„ „ ,,  moistening,  244 

,,  ,,  „ solidification,  327 

,,  „ ,,  solution  of  gases,  393 

,,  ,,  in  combining  definite,  372 

,,  general  effects  of,  240 

,,  latent,  318 
„ „ of  gases,  362 

,,  ,,  of  liquids,  320 

„ „ of  steam,  343 

„ ,,  of  vapours,  341 

,,  loss  of,  prevented,  275 
,,  measurement  of,  253  et  seq. 

,,  mechanical  equivalent  of,  242 
,,  „ theory  of,  245 

,,  of  combination,  experiments  of  An- 
drews on,  374 

,,  ,,  experiments  of  Favre, 

377 

„ of  electrical  discharge,  434,  438 
,,  of  interior  of  earth,  245 
,,  of  voltaic  circuit,  514 
,,  opposed  to  cohesion,  66 
,,  radiant,  absorption  of,  284 
,,  ,,  diffraction  of,  301 

,,  ,,  effect  of  screens  on,  292 

,,  ,,  polarization  of,  300 

,,  ,,  reflection  of,  283 

,,  ,,  refraction  of)  297 

,,  ,,  refrangibility,  change  of, 

300 

,,  ,,  relative  absorbability  of, 

290 

,,  ,,  separation  of,  from  light, 

298 

,,  sources  of,  241 
,,  specific,  301 
„ ,,  how  modified,  303 

,,  ,,  modes  of  measuring,  302 

„ ,,  of  gases,  30S 

,,  ,,  of  liquids  and  vapours  com- 

pared, 310 

,,  ,,  of  solids  and  liquids  com- 

pared, 307 

,,  ,,  of  organic  liquids,  318 

,,  ,»  ,»  solids,  317 

,,  ,,  relation  of, to  atomic  weight, 

3" 

,,  ,,  rise  of,  with  rise  of  tempe- 

rature, 307 
,,  unit  defined,  242,  379 
Heavy  glass,  magnetic  polarization  of,  602 
„ ,,  diamagnetism  of,  615 

Hectare,  36 

Heights,  measurement  of,  by  boiling  point, 
335 

Helix,  voltaic,  556 

Hemihedral  crystals,  artificial  production 
of,  121 

. „ forms  of  crystals,  1 3 1 

Henry's  induction  coils,  583 
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Hexad  elements,  33 
Hexagonal  (rhombohedral)  system,  132 
High-pressure  steam,  336 
Holohedral  or  komokedral  forms  of  crys- 
tals, 131 

Homogeneous  or  monochromatic  light,  164 
Homologous  bodies,  what,  382,  note 
Hot-water  oven,  329 
Hydro-electric  machine,  445 
Hydrogen,  cooling  effect  of,  on  red-hot 
wire,  505 

„ unit  of  equivalents,  19 

„ spectrum  of,  187 

Hydrometer,  42 

Hygrometer,  Daniell’s  dew-point,  358 
,,  wet  bulb,  359 

Ice  expands  in  freezing,  122 
,,  formed  by  radiation  in  India,  288 
„ liquefaction  of,  by  pressure,  323,  note 
,,  machines,  338,  note 
,,  regelation  of,  326 

,,  separation  of  salts  from,  in  freezing, 
ii5 

,,  specific  gravity  of,  122 
„ „ heat  of,  319 

Iceland  spar,  double  refraction  of,  20  r 
Ignition,  colour  of  light  produced  by,  146 
Impressions  of  light  on  the  retina,  dura- 
tion of,  152 

Incandescence  not  combustion,  145 
Inclination  or  magnetic  dip,  401 
Index  of  refraction,  157 
Indium,  discovery  of,  by  spectrum,  178, 
180 

Induced  currents  from  Leyden  jar,  542 
Induction  coil,  575 
Induction,  electric,  412 
,,  magnetic,  396 
,,  magneto-electric,  574 
„ photo-chemical,  215 
„ specific,  430 
, , volta-electric,  5 73 
Insulating  power  of  gases  for  electricity, 
specific,  439 
Insulation,  electric,  407 
Intensity  of  earth’s  magnetism,  403 
Interference  of  light,  196 
Iodide  of  mercury,  dimorphism  of,  140 
Ions,  voltaic,  516 
,,  unequal  transfer  of,  528 
Iron,  expansion  of,  by  heat,  258,  261 
,,  inactivity  of,  in  nitric  acid,  479 
,,  magnetic  induction  of,  396 
„ specific  heat  of,  303,  307,  313 
,,  structure  altered  by  vibration,  123 
Isodimorphous  bodies,  141 
Isomorphism,  1 35 
Isomorphous  groups,  138 

Joule,  experiments  of,  on  mechanical 
equivalent  of  heat,  242 

Keepek  of  the  magnet,  400 
Kilogramme,  37 
Kilometre,  36 


Kirchhoff,  spectrum  observations,  175 
,,  theory  of  Fraunhofer’s  lines, 

183 

Lampblack,  absorption  of  radiant  heat 
by,  290 

Land  and  sea  breezes,  28 r 
Latent  heat  (see  heat,  latent),  318 

,,  photographic  image,  220,  223, 

225  _ 

Lateral  electric  discharge,  433 
Law  of  gaseous  diffusion,  102 
,,  ,,  volumes,  26 

,,  of  reflection  for  light,  154 
„ of  sines  for  light,  157 
Laws  of  chemical  combination,  15 
Lead,  peculiar  expansion  of,  by  heat,  248 
Left-handed  rotatory  polarization,  212 
Lengthening  of  bodies  while  sounding,  150 
Lens,  convex,  160 

Leslie’s  apparatus  for  freezing  water,  338 
Leyden  jar,  424 

,,  ,,  theory  of  its  charge,  426 

,,  ,,  with  moveable  coatings,  425 

Lichtenberg’s  electric  figures,  440 
Liebig’s  condenser,  346 
Light,  analysis  of,  by  absorption,  165 
,,  change  of  refrangibility,  187 
,,  chemical  effects  of,  214 
,,  diminishes  as  square  of  distance, 
.153 

,,  dispersion  of,  166 
,,  double  refraction  of,  201 
,,  electric,  510 

,,  emitted  during  crystallization,  147 
,,  frequency  of  its  undulations,  195 
,,  homogeneous,  164 
,,  interference  of,  196 
,,  of  ignited  bodies,  colours  of,  146 
,,  polarized  (see  polarization),  203 
,,  prismatic  analysis  of,  163 
,,  reflection  of,  154 
,,  refraction  of,  156 
,,  retarded  in  denser  media,  195 
,,  scattering  of,  155 
,,  sensitiveness,  dispersive,  167 
„ sources  of,  145 
,,  theories  of,  148 
,,  total  reflection  of,  161 
,,  velocity  of,  194 
Lightning  conductors,  445 

,,  effects  of,  exemplified,  446 

,,  identity  of,  with  electricity,  445 

Lime  and  its  compounds  less  soluble  in 
hot  than  in  cold  water,  76 
Limpidity  and  viscosity  of  liquids,  66 
Lines  of  spectrum,  influence  of  tempera- 
ture on,  185 

Liquefaction  of  gases,  362 
Liquids,  adhesion  between,  78 
,,  cohesion  of,  65 

,,  compressibility  of,  45 

,,  conductivity  of,  for  heat,  274 
„ diffusion  of,  81 

,,  efflux  of,  through  fine  tubes,  92 

,,  expansion  of,  by  heat,  250 
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Liquids,  latent  heat  of,  320 

,,  rotatory  polarization  of,  212 

, , specific  gravity  of,  39 

,,  transpiration,  influence  of  com- 

position on,  94 

,,  transpiration  of,  Poiseuille’s  ex- 
periments on,  92 
,,  voltaic  conductivity  of,  507 

Lithium,  spectrum  of,  180 
Litmus  paper,  6 
Litre,  36 
Loadstone,  395 

,,  origin  of  its  magnetism,  404 
Local  action  in  voltaic  circuit,  465,  476 
Lutes  and  cements,  68 

Magnet,  effect  of  fracture  on,  397 

,,  influence  of,  on  voltaic  arc,  564 

,,  marked,  or  north  end,  395 

,,  rotation  of,  round  wire,  563 

Magnetic  attraction  and  repulsion,  396 
,,  batteries,  399 

,,  curves,  395 

,,  equator  of  the  earth,  403 

„ field,  605 

,,  induction,  396 

,,  intensity,  how  measured,  401 

,,  metals,  610 

, , needle  disturbed  by  aurora,  450 

,,  ,,  effect  of  current  on,  453 

,,  polarization  of  light,  214,  602 

,,  poles  of  the  earth,  402 

„ storms,  404 

Magnetism  a polar  force,  396 
, , effect  of  heat  on,  400 
,,  effect  of  friction,  &c.,  400 

,,  induced  by  electric  currents, 

453.  555 

,,  not  observed  in  all  bodies,  605 

,,  of  liquid  of  voltaic  circuit, 

454 

,,  of  the  earth,  401 

,,  permanent,  398 

,,  temporary,  396,  557 

Magneto-electric  induction,  574 

„ „ light,  59° 

,,  ,,  machines,  588 

Magnets,  molecular  movements  in,  557 
,,  preparation  of,  398 

Manganese,  oxychloride,  absorptive  bands 
in  spectrum  of,  172 
,,  magnetism  of  its  salts,  606 
Malleability  and  ductility,  65 
Manometer,  54 

Map  of  portion  of  solar  spectrum,  185 
Mariner’s  compass,  399 
Marriotte’s  or  Boyle’s  law,  46 

,,  „ failure  of,  at 

great  pressures, 
47.  ttofc,  365 

Matter  when  burned  not  destroyed,  13 
,,  divisibility  of,  4 
Maximum  density  of  vapours,  35 1 
Measurement  of  heights  by  barometer,  62 
„ „ by  boiling-point, 

335 


Mechanical  theory  of  heat,  245 
Medium  for  light,  155 
Melloni’s  apparatus  for  radiant  heat,  292 
Melting-points,  constant,  321 

,,  effect  of  pressure  on,  323 

note 

,,  table  ofj  322 

Mercurial  calorimeter,  385 
,,  thermometer,  254 
„ trough,  59 

Mercury,  capillary  depression  of,  71 
,,  compressibility  of,  45 

,,  evaporation  of,  352 

„ freezing  of,  321,  363 

,,  frozen  in  red-hot  capsule,  372 

,,  iodide  of,  dimorphism  of,  140 

,,  latent  heat  of,  320 

,,  specific  heat  of,  303,  313 

,,  varying  expansion  of,  with  tem- 

perature, 258 

,,  water  and  air,  relative  weights 
of,  51,  note 
Metallo-chromes,  535 
Metals,  conductivity  of,  for  electricity,  >01, 

503 

>>  >!  heat,  273 

,,  diathermacy  of,  294 

,,  expansion  of,  248 

, , ignited,  permeable  to  gases,  in 

,,  spectra  of,  236 

,,  thermo-electric  order  of,  596 

Metameric  bodies,  what,  382 
Metre,  35 
Milligramme,  37 
Millimetre,  36 

Minerals,  artificial,  crystallization  of,  1 1 7 
Mirror,  concave,  156 
,,  plane,  154 

Mixture  distinguished  from  combination, 
10 

M oiree  mitallique,  123 
Moistening,  heat  emitted  by,  244 
Molecule  distinguished  from  atom,  2S 
Molecular  forces,  44 
Monad  elements,  32 
Monoclinic  (oblique)  system,  134 
Moonlight,  little  heat  of,  299 
Motion  of  particles  by  electric  action,  531 
„ signal  of  force,  616 
Multiple  proportion,  law  of,  16 
Muscular  electric  current,  60 1 
Musical  notes,  ratio  of  vibrations,  150 

Nascent  state  of  bodies,  537 
Nebulrn,  spectra  of,  1S6,  note 
Negative  doubly  refracting  crystals,  202 
Neutralization,  6 
Newton’s  rings,  200 
Nickel,  magnetic,  397,  400 
Nicol’s  prism,  213,  note 
Nitrogen,  spectrum  of,  t86 
Nitrous  acid,  absorption  bands  in  spec- 
trum of,  170,  172 

,,  oxide  evolves  heat  during  decom- 
position, 381 

Nodal  points  and  lines,  150 
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Non-metallic  elements,  list  of,  2 
Notation  by  symbols,  23 
Nuclei,  influence  of,  on  crystallization, 
120 

Oblique  system  of  crystals,  1 34 
Obscure  rays  of  heat,  300 
Octohedron,  relation  to  the  cube,  1 30 
Ohm’s  theory  of  voltaic  current,  486,  491 
Oils,  refractive  power  of,  on  light,  163 
Opacity,  degrees  of,  152 
Optic  axis  of  a crystal,  202 

„ relation  to  magnetism,  612 
Osmometer,  86 
Osmose,  85 

,,  influence  of  septum  on,  87 
,,  negative  and  positive,  87 
Osmotic  force,  measurement  of,  88 
Oxides,  basic,  8 
Oxygen,  magnetism  of,  609 
,,  scale  of  equivalents,  24 
,,  solubility  of,  in  water,  96 

Palladium,  absorption  of  gases  by,  1 1 3 
Paper,  splitting  of,  69 
Papin’s  digester,  338 
Paramagnetic  bodies,  610,  note  ' 

Peltier’s  thermo-electric  experiments,  598 
Pendulum  seconds,  length  of,  35,  note 
Pentad  elements,  33 
Percussion,  heat  produced  by,  243 
Peroxides  of  the  metals,  voltaic  actions 
by,  470 

Perpetual  snow,  306 
Phosphorescence  of  animal  matter,  147 
,,  of  heated  minerals,  146 

Phosphori,  solar,  192 
Phosphorogenic  rays  of  spectrum,  19 1 
Phosphoroscope,  Becquerel’s,  193 
Phosphorus,  allotropic  modifications  of, 
143 

,,  diamagnetic  powers  of,  607 

Photogenic  drawing,  218 
Photographic  lithography,  223 
„ printing,  219 

,,  transparency,  230 

Photometer,  principle  of,  153 
Physical  and  chemical  properties  of 
bodies,  2 

„ states  of  matter,  3 
Pitch  of  sound,  149 
Plane  of  polarization,  206 
Plate  electrical  machine,  420 
Plating  by  magneto- elec  tricity,  590 
Platinized  silver,  voltaic  use  of,  480 
Platinode,  cathode,  or  negative  pole,  517 
Platinum  black,  its  action  on  gases,  99 
Platinum,  penetrability  of,  by  gases,  1 1 1 
Pneumatic  trough,  58 
Points,  action  of,  on  electricity,  4 1 8 
Poiseuille’s  experiments  on  liquid  trans- 
piration, 92 
Polar  forces,  396 
Polarization  by  reflection,  208 

,,  coloured  circular,  21 1 

„ electric,  415 


Polarization  of  electrodes,  474 
,,  of  heat,  300 

,,  of  light  by  double  refraction, 

204 

,,  of  light,  magnetic,  214 

„ plane  of,  206 

,,  voltaic,  463,  464 
Polarized  light,  colours  developed  by,  208 
,,  ,,  difference  from  common 

light,  207 

Polarizing  angle,  law  of  its  variation,  205 
,,  bundles,  208 

Poles  of  voltaic  battery,  515,  517 
Polymeric  bodies,  what,  382,  note 
Porosity,  illustrations  of,  3 

,,  different  degrees  of,  113 
Porous  diaphragms,  use  of,  476 
Positive  and  negative  electricity,  how 
distinguished,  406,  440 
,,  doubly  refracting  crystals,  202 
Potassium,  spectrum  of,  180 
Pound  avoirdupois,  what,  34 
Pressure  gauge,  54 

„ influence  of  on  boiling-point,  334 

,,  of  condensed  gases,  curves  of,  368 
,,  on  freezing  point,  323,  note 
,,  on  solubility,  323,  note 
Pressure  of  the  air,  56 
Principal  section  of  a crystal,  203,  note 
Prism,  its  effects  on  rays  of  light,  160, 
163 

Prismatic  spectrum,  163 

,,  system  of  crystals,  133 

Proof-plane  for  electricity,  416 
Pseudomorphous  bodies,  129 
Pump  for  water,  52 
Pyramidal  system  of  crystals,  131 
Pyrometer,  Daniell’s,  259 

Quartz,  coloured  rotatory  polarization  of, 
212 

„ its  value  for  spectrum  examina- 
tion, 193,  231 

,,  right  and  left  handed,  212 
Quinia,  sulphate,  fluorescence  of,  187 

Radiant  Heat,  see  Heat,  radiant 

,,  power  of  heat  proportioned  to 
absorption,  285 

Radiation,  law  of  cooling  by,  288 
„ of  heat,  282 
,,  varies  with  angle  of  emission, 
285 

Rain,  Hutton’s  theory  of,  361 
Ray  of  light,  152 
Rdaurnur’s  thermometer,  254 
Red-cabbage  test  for  acid  or  alkali,  7 
Reflection  of  heat,  283 

„ of  light  from  curved  surfaces, 

156 

„ „ „ plane  surfaces, 

‘54 

,,  total,  of  light,  16 1 
Refraction  at  inclined  surfaces,  160 
,,  effect  of  composition  on,  167 
,,  of  light,  law  of  sines,  157 
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Refraction  of  light,  simple,  156 
„ of  radiant  heat,  297 
Refractive  index  defined,  158 

,,  power,  effect  of  heat  on,  167 

,,  ,,  measurement  of,  162 

,,  ,,  of  gases,  159 

Refrangibility  of  light,  change  in,  187 
Refringent  energy,  158 
Regelation  of  ice,  326 
Regular  system  of  crystals,  129 
Relative  weight  of  vapours,  30 
Replacement  of  edge  of  a crystal,  124 
Residual  electric  charge,  432 
Resistance  coils,  493 
Retardation  of  signals  of  telegraph,  569 
Retina,  impression  of  light  prolonged,  152 
Revolving  mirror,  applied  by  Wheatstone, 
437 

Rheometer  (galvanometer),  454 
Rheostat,  493 

Rhombic  dodecahedron,  relation  to  the 
cube,  130 

Rhombohedral  system  of  crystals,  132 
Right-handed  rotatory  polarization,  2 1 2 
Rock  crystal,  conduction  of  heat  by,  276 
,,  salt,  its  high  diathermic  power, 
291,  298 

Rubidium,  spectrum  reactions  of,  dis- 
covery by,  178 
, , ^ , , of,  1 80 

Ruhmkorff’s  induction  coil,  576 
Rumford’s  experiments  on  heat  of  friction, 
242 

Salts,  effect  of,  in  lowering  freezing-point, 

323 

,,  ,,  solution  on  boiling  point, 

333 

,,  general  characters  of,  7 

,,  of  magnetic  metals  are  magnetic, 

606 

Saturation,  75 
Scale  of  hardness,  64 
Scales  of  equivalents,  18 
Scattei-ing  of  light,  155 
Sea-water,  maximum  density  of,  262 
,,  freezing-point  of,  324,  note 
Secondary  electric  currents,  576 
Seconds  pendulum,  length  of,  35,  note 
Selenite,  colours  of,  in  polarized  light,  208 
Snowflakes,  crystalline  forms  of,  117 
Sodium  chlorate,  circular  polarization  by, 
212 

,,  ,,  hemihedral  form  of,  how 

obtained,  120 

,,  spectrum  of,  177,  181,  187 
,,  sulphate,  electrolysis  of,  522 

,,  ,,  of,  solubility  of,  77 

Solar  heat  on  earth,  241,  282 
,,  spots,  connexion  of  with  magnetism 
of  earth,  404 

Solidification,  expansion  or  contraction 
attending,  121,  122 
,,  of  gases,  369 

Solids,  bulk  of,  not  immediately  altered 
by  cold,  264 


Solids,  expansion  of  by  heat,  248 
Sol u bili ty  sometimes  di ini n ished  by  heat,  7 6 
Solution,  forces  concerned  in,  75 
Sound,  interference  of  waves  of,  196 
, , produced  during  magnetization  .557 
,,  the  result  of  undulations,  149 

,,  varieties  of,  149 

,,  velocity  of,  144,  note,  149 
Sounding,  deep  sea,  62 
Spark,  electric,  circumstances  which  in- 
fluence, 435,  440 
Specific  electric  induction,  430 
,,  electricity,  539 
,,  gravity,  36 

,,  ,,  of  compound  gases,  how 

calculated,  266 

,,  ,,  of  gases,  determination 

of,  264 

,,  „ of  liquids,  39 

,,  ,,  of  powders,  41 

,,  ,,  of  solids,  40 

„ ,,  „ lighter  than 

water.  42 

,,  ,,  of  soluble  solids,  41 

,,  ,,  of  vapours,  267,  271 

,,  heat  of  elements  (see  heat,  spe- 
cific,) 313 

,,  refractive  energy,  167 
Spectra,  fluorescent,  234 

,,  of  coloured  flames,  174 

,,  of  compounds,  179 

,,  of  gases,  effects  of  heat  on,  185 
,,  ,,  Plticker’s  experiments 

on,  1/3,  185 

,,  photographs  of,  236,  237 

,,  projection  of,  on  screen,  182 

Spectroscope,  176 

Spectrum,  absorption  bands  of,  1 70 
,,  analysis,  175 

,,  atmospheric  lines  of,  171,  note 

„ chemical  actions  of,  227 

, , discovery  of  new  metals  by,  1 7S 

,,  fixed  lines  of,  168 

,,  heat  rays  of,  19 1 

,,  of  coloured  flames,  174 

,,  of  electric  spark,  172 

„ of  first  and  second  order,  185 

„ of  iguited  gases,  173,  185 

,,  photographic,  227 

,,  prismatic,  163 

,,  reactions,  delicacy  of,  176 

,,  variation  of,  with  temperature, 

17S,  185 
Spheroidal  state,  370 
Springs,  how  formed,  356 
Standard  temperature  for  specific  gravities, 
4* 

,,  pressure  for  gases,  60,  note 
Standards  of  weight  and  measure,  34 
Stars,  spectra  of,  169,  185,  note 
Steam,  electricity  of,  445 
,,  hot  bath,  329 

„ latent  heat  of,  343 

,,  specific  heat  of,  308,  310 
,,  temperature  of  at  different  pres- 
sures, 337 
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Steel,  red-hot,  permeable  by  hydrogen,  1 1 1 
Stere  (cubic  metre),  36 
St.  Elmo’s  fire,  449 
Still  and  worm-tub,  345 
,,  Coffey’s,  348 
Stratified  electric  discharge,  578 
Striking  distance  of  electric  spark,  438 
Strontium,  spectrum  of,  180 

,,  sulphide,  phosphorescence  of, 

o • 194 

Structure,  influence  of,  on  conduction  of 
heat,  277 

Submarine  cables,  568 
Substitution,  formation  of  compounds  by,  14 
Sugar,  rotitory  polarization  of,  212 
Sulphate  of  copper,  its  use  in  voltaic  cir- 
cuit, 476 

,,  of  mercury,  u°e  in  telegraphic 
battery,  566 

,,  of  sodium,  anomalous  solubility 
of,  77 

,,  ,,  sudden  crystalliza- 

tion of,  120 

Sulphur,  allotropic  modifications  of,  142 
,,  burning,  fluorescent  light  of,  189 
,,  dimoiphism  of,  140 
,,  vapour,  spectrum  of,  186 
Sulphurous  anhydride,  spheroidal  state  of, 
372 

Sun  spots,  connexion  with  earth's  mag- 
netism, 404 

Supersaturated  solutions,  77 
Symbolic  notation,  23 
Symmetry  of  crystals,  127 
Synthesis,  chemical,  6 
Syphon,  53 

Syringe,  condensing,  50 
„ exhausting,  48 

Table  of  absorbability  of  heat,  290 
,,  of  absorption  of  gases  of  charcoal, 
98,  99 

,,  of  atomic  and  specific  heat  of  com- 
pounds, 315,  317,  318 
,,  ,,  and  specific  heats  of  ele- 

ments, 313 

,,  of  atomic  weights,  24 

,,  of  atoms  and  molecules,  29 

,,  of  Baumd’s  hydrometer,  620 

,,  of  barometer  in  millimetres  and 
inches,  625 

,,  of  boiling  points,  330 
„ ,,  point  of  water  at  diffe- 

rent pressures,  335 

,,  of  bulk  of  vapours  from  equal 
bulk  of  liquids,  344 

„ of  Cagniard  de  Latour’s  experi- 
ments, 366 

,,  of  calorific  equivalents,  384,  389 

,,  of  capillary  action,  71 

,,  of  Centigrade  in  Fahrenheit  de- 
grees, 626 

,,  of  change  of  volume  on  crystal- 
lizing, 122 

,,  of  chemical  action  of  light,  238 
,,  of  classification  of  elements,  33 
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of  compressibility  of  liquids,  4 5 
of  condensed  gases,  367 
of  conductivity  for  heat,  273 
of  decrease  of  temperature  with 
altitude,  306 

of  density  of  air  at  different 
heights,  61 

of  diamagnetic  bodies,  615 
of  diathermaey  of  gases  and  va- 
pours, 295 

„ of  solids  and  li- 

quids, 293 

of  diffusion  of  gases,  105 

,,  of  solutions,  82,  83 
of  distribution  of  heat  in  voltaic 
circuit,  514 

ofeffectof  saksonboilingpoint,  333 
of  efflux  of  liquids  through  fine 
tubes,  93,  94 

of  elasticity  of  gases  at  high  pres- 
sure, 47 

electric  conductivity  of  alloys,  504 
,,  of  liquids,  507 

„ of  metals,  501, 

503 

of  electrical  insulators  and  conduc- 
tors, 408 

of  electro-chemical  order,  467,  468 
of  electrolytes,  525 
of  evaporation  at  different  pres- 
sures, 354 

of  expansion  of  gases  by  heat,  252 
,,  ofliquidsbyheat,  250 

,,  of  solids  by  heat,  248 

,,  of  water  by  heat,  262 

of  fusing  points,  322 
of  Greenwich  factors  for  wet  bulb, 
360 

of  hardness  of  minerals,  64 
of  heat  absorbed  during  solution 
of  salts,  393 

„ evolved  during  combina- 

tions of  acids  and  bases, 
39° 

„ evolved  during  metallic 

precipitations,  387 
„ evolved  during  solution  of 

gases,  393 

„ evolved  in  metals  by  elec- 

tricity, 434 

,,  given  out  by  combustion 

in  chlorine  and  bro- 
mine, 380 

,,  given  out  by  combustion 

in  oxygen,  378 

of  increase  of  mean  dilatation  by 
heat,  258 

of  influence  of  salts  on  boiling- 
Point,  333 
,,  on  freezing 

point,  325 

of  intervals  on  musical  scale,  1 50 
of  isomorphous  groups,  138 
of  lateut  and  sensible  heat  of 
steam,  343 

,,  heat  of  liquids,  320 
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Table  of  latent  heat  of  vapours,  342 
,,  of  magnetic  and  diamagnetic 

bodies,  610 

,,  of  magnetic  polarization,  604 

,,  of  metrical  and  English  measures, 

622,  623 

,,  of  millimetres  iu  inches,  625 
,,  of  order  of  affinity,  12 
,,  of  passage  of  gases  through 

caoutchouc,  no 

,,  of  photographic  transparency,  231 

„ of  range  of  temperatures,  26  r 
,,  of  refractive  powers  of  gases,  159 
,,  ,,  power  of  oils,  163 

„ of  rise  of  specific  heat  with  rise  of 
temperature,  307 
,,  of  solubility  of  gases,  97 

,,  of  specific  electricity,  539 

,,  „ electric  induction,  431 

,,  ,,  gravity  of  gases,  266 

,,  ,,  heat  of  equal  weights  of 

solids,  303 

,,  ,,  ,,  of  gases  and  va- 

pours, 308 

,,  „ „ °f  liquids  and  va- 

pours, 310 

,,  ,,  ,,  of  solids  and  li- 

quids, 307 

,,  of  temperature  of  high  pressure 

steam,  337 

,,  of  tension  of  vapours,  350,  351 
,,  of  thermo-electric  order  of  metals, 
595.  .50 

,,  of  transpiration  of  gases,  107 
,,  ,,  of  vapours,  107 

,,  of  Twaddell’s  hydrometer,  621 

,,  of  voltaic  conductivity  of  metals, 

503 

„ „ „ of  liquids, 

5°7 

Tabular  crystals,  relation  of  to  prismatic, 
132 

Talbotype  process,  219 
Tangent  galvanometer,  554 
Teinte  de  passage,  2 r 3 
Telegraph,  electric,  5 66 
Tellurium,  its  high  thermo-electric  power, 
598 

Temperature,  absolute  zero,  320,  note 

,,  decrease  of  with  altitude, 

* 306 

,,  distinguished  from  heat, 

247 

,,  increase  of,  at  increasing 

depths  of  the  earth,  245 
„ table  of  various,  26 1 
Tension,  electric,  4 1 7 
Tension,  of  vapours,  330 
Tessular  (cubic)  system  of  crystals,  1 29 
Tetartohedral  forms  of  crystals,  131 
Tetrad  elements,  33 
Tetrahedron,  relation  to  the  cube,  130 
Thallium,  discovery  of,  by  spectrum  re- 
action, 178 

1,  spectrum  of,  180 
Thermochrosis,  or  calorific  tint,  296 


Thermo-electrical  effects,  reversal  of,  by 
heat,  595 

,,  order  of  metals,  595 

,,  thermometer,  594 

Thermo-electricity,  594 
Thermometer,  alteration  of  freezing  point 
in,  256 

,,  Breguet’s  metallic,  259 

,,  comparison  of  various 

scales,  254 

,,  graduation  of,  254 

,,  maximum  and  minimum, 

256 

,,  self-registering,  257 

„ tests  of  its  accuracy,  255 

Thermo-multiplier,  597 
Thermoscope,  differential,  253 
Thin  plates,  colours  of,  199 
Thunder,  447 
Timbre,  149 
Tithonometer,  215 
Torpedo,  553 

Total  reflection  of  light,  161 
Tourmaline  becomes  electric  while  heating 
or  cooling,  443 

„ polarizing  action  of,  204 
Trade  winds,  280 

Transfer  of  solids  in  voltaic  arc,  5 1 2 
,,  of  ions  by  voltaic  action,  529 
Translucency,  152 
Transparency  never  perfect,  152 
Transpiration  of  gases,  106 
,,  of  liquids,  94 

Triad  elements,  32 
Trielinic  system  of  crystals,  135 
Trimetric  system  of  crystals,  133 
Trimorphous  (?)  bodies,  141 
Truncation  of  an  angle  of  a crystal,  124 
Tuning  fork,  149 
Turmeric  paper,  6 
Twilight,  cause  of,  156 
Tyndall’s  experiments  on  radiant  heat, 
•293.  294 

Unannealed  glass,  action  of,  on  polarized 
light,  21 1 

Undulation,  mechanism  of,  13 1 
Undulations,  interference  of,  196 

„ unequal  transfer,  voltaic,  32S 
Uniaxal  doubly  refracting  crystals,  203 
Unit  of  heat,  242,  379 
,,  jar,  Harris’s,  428 
Universal  electric  discharger,  435 

Valtl,  formed  during  electrolysis,  336 
Vapour,  maximum  density  of,  332 
Vapours,  Dalton’s  law  of  tensions,  330 
,,  expansion  of,  by  heat,  252,  365 
,,  latent  heat  of,  341 
,,  specific  gravity  of,  how  ascer- 

tained, 267 
,,  tension  of,  330 

,,  ,,  of  saline  solutions,  355 

,,  transpiration  of,  107 
Variation  or  declination  of  a magnet,  402 
Vegetable  colours,  action  of  light  on,  239 
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Velocity  of  electric  discharge,  437,  438 
„ light,  195 

,,  sound,  149 

Ventilation,  280 
Viscosity  and  limpidity,  66 
Volta-electric  induction,  572 
Voltaic  arc,  509 

„ „ stratified,  579 

,,  battery,  Bunsen’s,  479 
,,  ,,  cause  of  decline  in  power, 
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,,  ,,  chemical  effects  of,  515, 

et  seq. 

,,  „ Daniell’s,  477 

„ „ floating,  562 

» „ gas,  4 74 

„ „ Gnjve’s,  478 

,,  „ Smee’s,  479 

,,  circuits,  compound,  485 
„ ,,  elementary,  45  x 

„ ,,  simple,  484 

,,  conduction,  how  measured,  499 

,,  convection,  515 

,,  current,  464 

,,  ,,  direction  governed  by 

chemical  action,  466 
,,  ,,  decomposition  by,  487 

,,  ,,  proportioned  to  chemical 

action,  465 

,,  ,,  resistances  to,  480 

,,  ,,  slow  actions  of,  472 

,,  discharge,  modes  of,  497 
„ pile,  459 

,,  polarization,  462 
Voltameter,  489 

,,  counter-current  of,  491 

Warming  of  buildings  by  hot  water,  278 
„ ,,  by  steam,  329 

Water,  air,  and  mercury,  relative  weights 
of,  51,  note 


Water  barometer,  53 

,,  battery,  551 

,,  compressibility  of,  45 

,,  expansion  of  by  cooling,  262 
,,  freezing  of,  in  red-hot  capsule,  372 
,,  frozen  by  its  own  evaporation,  338 
,,  latent  heat  of,  319 

,,  liquid  below  freezing,  sudden  crys- 
tallization of,  1 19 
,,  maximum  density  of,  262 

,,  not  an  electrolyte,  524 

„ protected  from  freezing  by  ano- 

malous expansion,  278 
„ separation  of  salts  from,  in  freez- 
ing, US 

,,  specific  heat  of,  308 

,,  weight  of  cubic  inch  of,  35 
Waves  of  light,  length  of,  196 
Weight  of  a body,  what,  34 
„ air,  how  proved,  51 

,,  ,,  Prout’s  and  Regnault’s  ex- 

periments on,  51 

Weights  and  measures,  English,  34 
„ „ metrical,  35 

„ ,,  tables  of,  623,  &c. 

Weiss's  systems  of  crystals,  128 
Wet-bulb  hygrometer,  359 
Wheatstone’s  measurement  of  velocity  of 
electricity,  437 

,,  bridge  for  measuring  elec- 
tric currents,  501 

Worm-tub,  345 

Wood,  conduction  of  heat  by,  277 
Yard-measure,  35 
Zamboni’s  pile,  551 

Zeolites,  recent  formation  of,  at  Plom- 
biferes,  118 

Zincode,  anode,  or  positive  pole,  5 1 7 
,,  hottest  in  voltaic  arc,  513 
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Eleventh  Edition,  with  113  Figures  engraved  on  Wood.  8vo,  7 s.  6 d. 



MANUAL  OF  THE  DOMESTIC  PRACTICE 

OF  MEDICINE. 

By  W.  B.  Kesteven,  Fellow  of  the  Royal  College  of  Surgeons  of 
England,  &c.  Third  Edition,  thoroughly  revised.  Fcap.  8vo,  51-. 


NOTES  ON  HOSPITALS. 

By  Florence  Nightingale.  Third  Edition,  enlarged,  and  for  the  most 
part  re-written.  Post  4to,  with  13  Plans,  i8j. 


Jftateria  JfUbtnt  anir  $iciciics. 
THOMSON’S  CONSPECTUS  OF  THE  BRITISH 

PHARMACOPOEIA. 

Twenty-fifth  Edition,  corrected.  By  Edmund  Lloyd  Birkett,  M.D., 
&c.,  Physician  to  the  City  of  London  Hospital  for  Diseases  of  the  Chest. 
i8mo,  6s. 


jyjANUAL  OF  MATERIA  MEDICA  AND 

THERAPEUTICS  : 

Being  an  Abridgment  of  the  late  Dr.  Pereira’s  Elements  of  Materia 
Medica,  arranged  in  conformity  with  the  British  Pharmacopoeia,  and 
adapted  to  the  use  of  Medical  Practitioners,  Chemists  and  Druggists 
Medical  and  Pharmaceutical  Students,  &c.  By  F.  J.  Farre,  M.D.  &c. ; 
assisted  by  R.  Bentley,  M.R.C.S.,  and  R.  Warington,  F.R.S. 
8vo,  with  90  Woodcuts,  21  s. 
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QN  FOOD, 

Its  Varieties,  Chemical  Composition,  Nutritive  Value,  Comparative  Diges- 
tibility, Physiological  Functions  and  Uses,  Preparation,  Culinary  Treat- 
ment, Preservation,  Adulteration,  &c.  Being  the  Substance  of  Four 
Cantor  Lectures  delivered  before  the  Society  for  the  Encouragement  of 
Arts,  Manufactures,  and  Commerce,  in  January  and  February,  1868.  By 
H.  Letheby,  M.B.,  M.A.,  Ph.D.,  See.  Professor  of  Chemistry  in  the 
College  of  the  London  Hospital,  and  Medical  Officer  of  Health  and  Food 
Analyst  for  the  City  of  London.  Crown  8vo.  [In  the  press. 
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DICTIONARY  OF  CHEMISTRY  AND  THE 

ALLIED  BRANCHES  OF  OTHER  SCIENCES. 


By  Henry  Watts,  F.R.  S.,  Editor  of  the  Journal  of  the  Chemical  Society, 
assisted  by  eminent  Scientific  and  Practical  Chemists.  5 vols.  Svo,  £7  3 s. 


“ The  greatest  work  which  England  has  yet 
produced  on  chemistry,  one  of  the  greatest 
indeed  which  she  has  produced  upon  any 
scientific  subject,  is  finished  at  last,  and  we 
are  able  to  congratulate  Mr.  Watts  most  sin- 
cerely upon  its  completion,  The  general  con- 
fidence in  the  learning  and  energy  of  the 
Editor,  which  his  previous  labours  had  in- 
spired, has  been  justified  in  the  fullest 


manner,  and  every  chemist  will  be  proud 
to  acknowledge  the  debt  of  gratitude  which 
he  owes  to  him.  Very  few,  even  among  the 
few  who  were  fitted  for  such  a task,  would 
have  oared  to  undertake  it,  and  no  one  who 
had  undertaken  it  could  possibly  have  exe- 
cuted it  more  ably  or  thoroughly.” 

Chemical  Item. 


ELEMENTS  OF  CHEMISTRY, 

Theoretical  and  Practical.  By  William  Allen  Miller,  M.D.,  LL.D., 
F.R. S.,  Professor  of  Chemistry,  King’s  College,  London.  Fourth  Edition, 
thoroughly  revised.  3 vols.  Svo,  price  3/.  May  be  had  separately  : — 

Tart  I.— CHEMICAL  PHYSICS,  price  15.1. 

„ II.— INORGANIC  CHEMISTRY,  price  21s. 

„ III.— ORGANIC  CHEMISTRY,  price  24s. 


A MANUAL  OF  CHEMISTRY, 

Descriptive  and  Theoretical.  By  William  Odi.ing,  M.B.,  F.R.S., 
Fellow  of  the  Royal  College  of  Physicians,  Secretary'  to  the  Chemical 
Society,  and  Lecturer  on  Chemistry  at  St.  Bartholomew’s  Hospital. 
Part  I.  Svo,  9-r.  sewed.  Part  II.  Nearly  ready. 

Works  by  llic  same  Author. 

OUTLINES  OF  CHEMISTRY;  OR,  BRIEF  NOTES 

OF  CHEMICAL  FACTS.  [New  ready. 

A COURSE  OF  PRACTICAL  CHEMISTRY, 

Arranged  for  the  use  of  Medical  Students,  with  express  reference  to  the 
3 Months’  Summer  Practice.  Fourth  Edition.  Crown  Svo,  with  71  Wood- 
cuts.  7 s.  6d. 


PUBLISHED  BY  MESSRS.  LONGMANS,  GREEN,  6-  CO. 




gix  LECTURES  ON  THE  CHEMICAL 

CHANGES  OF  CARB  ON,  delivered  before  a Juvenile  Auditory 
at  the  Royal  Institution  of  Great  Britain. 

By  Dr.  Odling,  F.R.S.,  Fullerian  Professor  of  Chemistry,  Royal  In- 
stitution. Reprinted  from  the  Chemical  News,  with  Notes  by  W. 
Crookes,  F.R.  S.  Crown  8vo,  4?.  6d. 

LECTURES  ON  ANIMAL  CHEMISTRY, 

Delivered  at  the  Royal  College  of  Physicians.  By  the  same  Author.  Crown 
8vo,  4-f.  6 d. 

HANDBOOK  OF  CHEMICAL  ANALYSIS, 

Adapted  to  the  Unitary  System  of  Notation.  By  F.  T.  Conington, 
M.A.,  F.C.S.  Post  8vo,  7 s.  6d. 

QONINGTON’S  TABLES  FOR  QUALITATIVE 

ANALYSIS.  Designed  as  a Companion  to  the  above,  is.  6 d. 


CHEMICAL  NOTES  FOR  THE  LECTURE 

ROOM— ON  HEAT,  LAWS  OF  CHEMICAL  COMBINA- 
TION, AND  CHEMISTRY  OF  THE  NON-METALLIC 
ELEMENTS. 

By  Thomas  Wood,  Ph.  D.,  F.C.S.,  &c.,  Chemical  Lecturer  at  the 
Brighton  College.  Second  Edition.  Crown  8vo,  3.C.  6 d. 

MOTES  ON  THE  METALS  ; a Second  Series  of 

“ CHEMICAL  NOTES  FOR  THE  LECTURE  ROOM.”  By  the 
same  Author.  Crown  8vo,  5-l 

CHEMICAL  NOTES  FOR  THE  LECTURE  ROOM, 

Two  Series  as  above,  in  1 voh,  8r. 


QN  ANILINE  AND  ITS  DERIVATIVES  : A 

Treatise  on  the  Manufacture  of  Aniline  and  Aniline  Colours.  By  M. 
Reimann,  Ph.  D.  Edited  by  William  Crookes,  F.R.S.  Svo,  with 
5 Woodcuts,  price  I or.  6 d. 


&cmw  anir  |tafaral  Jpsiorir. 

DRANDE’S  DICTIONARY  OF  SCIENCE,  LITE- 

RATURE AND  ART; 

Comprising  the  Definitions  and  Derivations  of  the  Scientific  Terms  in 
general  use,  together  with  the  History  and  Descriptions  of  the  Scientific 
Principles  of  nearly  every  branch  of  Human  Knowledge.  Fourth  Edition, 
reconstructed  and  extended  under  the  Joint-Editorship  of  the  late  Author 
and  the  Rev.  George  W.  Cox,  M.A.  ; assisted  by  Contributors  of  eminent 
Scientific  and  Literary  Acquirements.  3 vols.  medium  8vo,  63^. 
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JJRE’S  DICTIONARY  OF  ARTS,  MANUFAC- 

TURES, AND  MINES; 

Containing  a clear  Exposition  of  their  Principles  and  Practice.  Sixth 
Edition,  re-written  and  enlarged  by  Robert  Hunt,  F.R.S.,  Keeper  of 
Mining  Records,  assisted  by  numerous  Contributors.  With  above  2000 
Woodcuts.  3 vols.  medium  8vo,  4/.  14 s.  6 d. 

gLEMENTARY  TREATISE  ON  PHYSICS, 

Experimental  and  Applied,  for  the  use  of  Colleges  and  Schools.  Trans- 
lated and  edited  from  Ganot’s  Elements  de  Physique  (with  the  Author’s 
sanction)  by  E.  Atkinson,  Ph.D.,  F.C.S.,  Professor  of  Experimental 
Science,  Royal  Military  College,  Sandhurst.  New  Edition,  with  a Plate 
and  620  Woodcuts.  Post  8vo,  15L 


NATURAL  PHILOSOPHY  FOR  GENERAL 

READERS  AND  YOUNG  PERSONS ; 

Being  a Course  of  Physics  divested  of  Mathematical  Formulae,  expressed 
in  the  language  of  daily  life,  and  Illustrated  with  Explanatory  Figures, 
familiarly  elucidating  the  Principles  and  Facts  brought  before  the  reader. 
Translated  and  Edited  from  Ganot’s  Cours  de  Physique,  with  the  Author’s 
sanction,  by  E.  Atkinson,  Ph.D.,  F. C.S.,  Royal  Military  College, 
Sandhurst.  [hi  the  Press. 

^RNOTT’S  ELEMENTS  OF  PHYSICS  OR 

NATURAL  PHILOSOPHY. 

Written  for  General  Use  in  Plain  or  Non-technical  Language.  Sixth 
Edition,  thoroughly  revised  by  the  Author ; and  containing  in  the  Second 
Part  the  new  completing  chapters  on  Electricity  and  Astronomy,  with  an 
Outline  of  Popular  Mathematics.  Svo,  in  Two  Parts,  which  may  be  had 
separately,  price  10 s.  6 d.  each. 

•\AAAAAAAA/WWV/X/\/\/\/\>V<\/V/\»\ 

'J'HE  CORRELATION  OF  PHYSICAL  FORCES. 

By  W.  R.  Grove,  Q. C.,  M. A.,  V.P. R. S.  New  Edition,  being  the 
Fifth,  followed  by  a Discourse  on  Continuity.  Svo,  ioj.  6 d.  The  Dis- 
course on  Continuity  may  be  had  separately,  price  2 s.  6 d. 


J-JEAT  A MODE  OF  MOTION. 

By  John  Tyndall,  LL.D.,  F.  R.S.,  Professor  of  Natural  Philosophy  in 
the  Royal  Institution  of  Great  Britain.  Third  Edition,  with  Additions 
and  Illustrations.  Crown  Svo,  with  Plate  and  108  Woodcuts,  lew.  6d. 

gOUND ; 

A Course  of  Eight  Lectures  delivered  at  the  Royal  Institution  of  Great 
Britain.  By  the  same  Author.  Second  Edition.  With  a Portrait  of  M. 
Chladni,  and  169  Woodcuts.  Crown  Svo.  gs. 


PUBLISHED  BY  MESSRS.  LONGMANS , GREEN, \ CO. 


LIGHT;  ITS  INFLUENCE  ON  LIFE  AND 

HEALTH. 

By  Forbes  Winslow,  M.D.,  D.C.L.  Oxon.  (Hon.)  Fcp.  8vo,  6s. 

AN  ESSAY  ON  DEW,  AND  SEVERAL  AP- 

^ PEARANCES  CONNECTED  WITH  IT. 

% 

By  W.  C.  Wells.  Edited,  with  Annotations,  by  L.  P.  Casella, 
F.  R.A.S.,  and  an  Appendix  by  R.  Strachan,  F.M.S.  8vo,  5_r. 


QUTLINES  OF  ASTRONOMY. 

By  Sir  John  F.  W.  Hersciiel,  Bart.,  K.H.,  &c.,  Member  of  the  Insti- 
tute of  France.  Ninth  Edition,  with  Corrections.  8vo,  with  9 Plates,  i8j. 


CELESTIAL  OBJECTS  FOR  COMMON  TE- 

LESCOPES. 

By  the  Rev.  T.  W.  Webb,  M.A.,  F.  R.A.  S. , Incumbent  of  Hardwick, 
Herefordshire.  Revised  Edition,  with  Illustrations.  i6mo,  Js.  6 d. 

TREATISE  ON  ELECTRICITY, 

In  Theory  and  Practice.  By  A.  De  La  Rive,  late  Professor  in  the 
Academy  of  Geneva.  Translated  for  the  Author  by  C.  V.  Walker, 
F.R.S.  3 vols.  8vo,  with  numerous  Woodcuts,  3 1.  13 s. 


]y[ANUAL  OF  GEOLOGY. 

By  Samuel  Haughton,  M.D.,  F.R.S.,  Fellow  of  Trim  Coll.,  and 
Professor  of  Geology  in  the  Univ.  of  Dublin.  Second  Edition,  with  66 
Figures  engraved  on  Wood.  Fcap.  8vo,  Js.  6 d. 


^ GUIDE  TO  GEOLOGY. 

By  John  Phillips,  M.A.,  LL.D.,  F.G.S.,  Professor  of  Geology  in  the 
University  of  Oxford,  &c.  Fifth  Edition,  revised  and  corrected.  Fcap., 
with  4 Plates  and  53  Diagrams,  4 s. 


THE  PRIMITIVE  INHABITANTS  OF  SCAN- 

DINAVIA : 

Containing  a description  of  the  Implements,  Dwellings,  Tombs,  and  Mode 
of  Living  of  the  Savages  in  the  North  of  Europe  during  the  Stone  Age. 
By  Sven  Nilsson.  Third  Edition,  revised  by  the  Author  ; with  an 
Introduction  by  Sir  John  Lubbock,  Bart.,  F.R.S.  8vo,  with  16  Plates  of 
Figures  of  Remains,  18 s. 
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^JpHE  SCENERY  OF  ENGLAND  AND  WALES, 

Its  Character  and  Origin  ; being  an  attempt  to  trace  the  Nature  of  the 
Geological  Causes,  especially  Denudation,  by  which  the  Physical  Features 
of  the  Country  have  been  produced.  Founded  on  the  Results  of  many 
years’  Personal  Observations,  and  illustrated  by  86  Woodcuts,  including 
Sections  and  Views  of  Scenery  from  Original  Sketches  or  from  Photo- 
graphs. By  D.  Mackintosh,  F.G.S.  Post  8vo,  12s. 

/\/\/  \J  V\/V  \J  V vWWA/XA/WW  V/V/A 

A PRACTICAL  TREATISE  ON  METALLURGY, 

Adapted  from  the  last  German  Edition  of  Professor  Kerl’s  Metallurgy, 
by  William  Crookes,  F.R.S.  and  Ernst  Rohrig,  Ph.D. 

Vol.  I.  Lead,  Silver,  Zinc,  Cadmium,  Tin,  Mercury,  Bismuth, 
Antimony,  Nickel,  Arsenic,  Gold,  Platinum,  and  Sulphur, 
with  207  Woodcuts.  Svo,  price  3U.  6d. 

Vol  II.  Copper  and  Iron,  with  273  Woodcuts,  price  361-. 

Vol.  III.  Completing  the  Work,  is  in  the  Press. 

]y[ANUAL  OF  PRACTICAL  ASSAYING.  , 

By  John  Mitchell,  F.C.S.  Third  Edition,  in  which  are  incorporated 
all  the  late  important  discoveries  in  Assaying  made  in  this  country  and 
abroad  ; including  Volumetric  and  Colorimetric  Assays,  and  the  Blowpipe 
Assays.  Edited  and  for  the  most  part  re-written  by  William  Crookes, 
F.R.S.  &c.  Svo,  with  18S  Woodcuts,  price  2Sr. 

jyjANUAL  OF  THE  METALLOIDS. 

By  James  Apjoiln,  M.D.  Edited  by  the  Rev.  J.  A.  Galbraith.  M.A., 
and  the  Rev.  S.  Haughton,  M.D.,  F.R.S.  Second  Edition,  reused. 
Fcap.  Svo,  with  38  Woodcuts,  ‘js.  6tf. 

]y[ANUAL  OF  CORALS  AND  SEA  JELLIES 

( Caslenterata ).  By  J.  R.  Greene,  B.A.  Edited  by  J.  A.  Galbraith, 
M.A.  and  S.  IIaugiiton,  M.D.  Fcap.  Svo,  with  39  Woodcuts,  5.1. 

MANUAL  OF  SPONGES  AND  ANIMALCULE 

( Protozoa ) ; with  a General  Introduction  on  the  Principles  of  Zoology. 

By  the  same  Author  and  Editors.  Fcap.  Svo,  with  16  Woodcuts,  is. 


XHE  TREASURY  OF  BOTANY,  OR  POPULAR 

DICTIONARY  OF  THE  VEGETABLE  KINGDOM; 

With  which  is  incorporated  a Glossary  of  Botanical  Terms.  Edited  by 
J.  Lindley,  M.D.,  F.R.S.,  and  T.  Moore,  F.L.S.,  assisted  by  numerous 
Contributors.  With  20  Steel  Plates,  and  numerous  Woodcuts  from  Original 
Designs  by  W.  Ii.  Fitch.  2 Parts,  fcap.  Svo,  20.C. 


PUBLISHED  BY  MESSRS.  LONGMANS , GREEN,  & CO. 
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'L'HE  BRITISH  FLORA: 

Comprising  the  Phienogamous  or  Flowering  Plants  and  the  Ferns.  Eighth 
Edition,  revised  and  enlarged,  with  many  figures  illustrative  of  the  Umbel- 
liferous Plants,  the  Composite  Plants,  the  Grasses,  and  the  Ferns.  By  the 
late  Sir  W.  J.  Hooker,  F.  R.A.  S.,  and  the  late  G.  A.  Walker- Arnott, 
F.L.S.  i2mo,  with  12  Plates,  14A  ; with  Coloured  Plates,  21  s. 


LOUDON’S  ENCYCLOPAEDIA  OF  PLANTS: 

Comprising  the  Specific  Character,  Description,  Culture,  History,  Applica- 
tion in  the  Arts,  and  every  other  desirable  particular  respecting  all  the 
plants  indigenous  to,  cultivated  in,  or  introduced  into,  Britain.  Corrected 
by  Mrs.  Loudon,  assisted  by  George  Don,  F.  L.S.,  and  David 
Wooster.  8vo,  with  above  12,000  Woodcuts,  price  421-. 


JJfOMES  WITHOUT  HANDS  : 

A description  of  the  Habitations  of  Animals,  classed  according  to  their 
Principle  of  Construction.  By  the  Rev.  J.  G.  Wood,  M.A.,  F.L. S.,  with 
about  140  Vignettes  on  Wood  (20  full  size  of  page).  Second  Edition.  8vo, 
price  2 is. 

gIBLE  ANIMALS; 

Being  a Description  of  Every  Living  Creature  mentioned  in  the  Scriptures, 
(from  the  Ape  to  the  Coral.)  By  the  same  Author.  With  24  full-page 
Engravings  and  78  Illustrations  in  the  Text.  Forming  One  Volume, 
uniform  with  “Plomes  without  Hands.”  8vo,  price  21s. 


HE  HARMONIES  OF  NATURE  AND  UNITY 

OF  CREATION. 

By  Dr.  G.  Hartwig.  8vo,  with  numerous  Illustrations,  i8j. 

LHE  SEA  AND  ITS  LIVING  WONDERS. 

By  the  same  Author.  Third  Edition,  enlarged.  8vo,  with  many  Illustra- 
tions, 21  s. 

LHE  tropical  world. 

By  the  same  Author,  with  8 Chromoxylographs  and  172  Woodcuts.  8vo, 
price  21s. 

LHE  POLAR  WORLD: 

A Popular  Description  of  Man  and  Nature  in  the  Arctic  and  Antarctic 
Regions  of  the  Globe.  By  the  same  Author.  With  8 Chromoxylographic 
Plates,  3 Maps,  and  85  Woodcuts.  8vo,  price  21  s. 
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By  R.  Whately,  D.D.  late  Archbishop  of 
Dublin.  Sixth  Edition.  8vo.  10s.  6d. 

Elements  of  Logic.  By  It.  Whately, 
D.D.  late  Archbishop  of  Dublin.  Ninth 
Edition.  8vo.  10s.  6<f.  crown  8vo.  4s.  6 d. 

Elements  of  Rhetoric.  By  the  same 
Author.  Seventh  Edition.  8vo.  10s.  6<1. 
crown  8vo.  4s.  6rf. 

English  Synonymes.  ByE.  JaneWhately. 
Edited  by  Archbishop  Whately.  5th 
Edition.  Fcp.  3s. 

An  Outline  of  the  Necessary 

Laws  of  Thought : a Treatise  on  Pure  and 
Applied  Logic.  By  the  Most  Rev.  W. 
Thomson,  D.D.  Archbishop  of  York.  Ninth 
Thousand.  Crown  8vo.  5s.  6 d. 

The  Election  of  Representatives, 

Parliamentary  and  Municipal;  a Treatise. 
By  Thomas  Hare,  Barrister-at-Law.  Third 
Edition,  with  Additions.  Crown  8vo.  6s. 

Speeches  of  the  Right  Hon.  Lord 

Macaulay,  corrected  by  Himself.  Library 
Edition,  8vo.  12s.  People’s  Edition,  crown 
8vo.  3*.  C cl. 

Lord  Macaulay’s  Speeches  on 

Parliamentary'  Reform  in  1831  and  1832. 
16mo.  price  One  Shilling. 

Walker’s  Pronouncing  Diction- 
ary' of  the  English  Language.  Thoroughly 
revised  Editions,  by  B.  H.  Smart.  8vo. 
12s.  16mo.  6s. 

A Dictionary  of  the  English 

Language.  By  R.  G.  Latham,  M.A.  M.D. 
F.R.S.  Founded  on  the  Dictionary  of  Dr.  S. 
Johnson,  as  edited  by'  the  Rev.  II.  J.  Todd, 
with  numerous  Emendations  and  Additions. 
Publishing  in  36  Parts,  price  3s.  6 d.  each, 
to  form  2 vols.  4to.  Yol.  I.  in  Two  Parts, 
price  £3  10*.  now  ready. 

Thesaurus  of  English  Words  and 

Phrases,  classified  and  arranged  so  as  to 
facilitate  the  expression  of  Ideas,  and  assist 
in  Literary  Composition.  By  P.  M.  Roget, 
M.D.  New  Edition.  Crown  8vo.  10*.  Gd. 

The  Debater  ; a Series  of  Complete 
Debates,  Outlinesof  Debates,  and  Questions 
for  Discussion.  By  F.  Rowton.  Fcp.  6s. 


Lectures  on  the  Science  of  Lan- 
guage, delivered  at  the  Royal  Institution. 
By  Max  M uller,  M.A.  Fellow  of  All  Souls 
College,  Oxford.  2 vols.  8 vo.  First  Series, 
Fifth  Edition,  12s.  Second  Series,  Second 
Edition,  18s. 

Chapters  on  Language.  By  F.  W 

Farrar,  M.A.  F.R.S.  late  Fellow  of  Trim 
Coll.  Cambridge.  Crown  8vo.  8s.  Gd. 

A Book  about  Words.  By  G.  H. 

Graham,  Author  of  ‘ English,  or  the  Art 
of  Composition,’  ‘ English  Sy'nony'mes,’ 
‘ English  Grammar  Practice,’  ‘ English 
Style,’  &c.  Fcp.  8vo.  [ Nearly  ready. 

Manual  of  English  Literature, 

Historical  and  Critical : with  a Chapter  on 
English  Metres.  By  Thomas  Arnold,  M.A. 
Second  Edition.  Crown  8vo.  7s.  Gd. 

Southey’s  Doctor,  complete  in  One 
Volume,  edited  by'  the  Rev.  J.  W.  Warter, 
B.D.  Square  crown  8vo.  12s.  Gd. 

Historical  and  Critical  Commen- 
tary on  the  Old  Testament;  with  a New 
Translation.  By  M.  M.  Kalisch,  Ph.D. 
Vol.  I.  Genesis,  8vo.  18s.  or  adapted  for  the 
General  Reader,  12s.  Vol.  II.  Exodus,  15s. 
or  adapted  for  the  General  Reader,  12s. 
Vol  III.  Leviticus,  Part  I.  15s.  or  adapted 
for  the  General  Reader,  8s. 

A Hebrew  Grammar,  with.  Exercises. 
By'  the  same.  Part  I.  Outlines  with  Exer- 
cises, 8vo.  12s.  Gd.  Key,  5s.  Part  II.  Ex- 
ceptional Forms  and  Constructions,  12s.  Gd. 

A Latin-English  Dictionary.  By 

J.  T.  White,  D.D.  of  Corpus  Christi  Col- 
lege, and  J.  E.  Riddle,  M.A.  of  St.  Edmund 
Hal],  Oxford.  2 vols.  4to.pp.  2,128,  price  42s. 

White’s  College  Latin-English  Diction- 
ary' (Intermediate  Size),  abridged  for  the 
use  of  University  Students  from  the  Parent 
Work  (as  above).  Medium  8vo.  pp.  1,048, 
price  18s. 

White’s  Junior  Student’s  Complete 
Latin-English  and  English -Latin  Dictionary 
Square  12mo.  pp.  1,058,  price  12s. 

Separately  /Bnglish-Latin,  5s.  Gd 
(Latin-English,  7s.  6rf. 

An  English-Greek  Lexicon,  con- 
taining all  the  Greek  Words  used  by  Writers 
of  good  authority.  By  C.  D.  Yonge,  B.A. 
New  Edition.  4to.  21s. 

Mr.  Yonge’s  New  Lexicon,  En- 
glish and  Greek,  abridged  from  his  larger 
work  (as  above).  Square  12mo.  8s.  Gd. 

A Greek-English  Lexicon.  Com- 
piled by  II.  G.  Liddell,  D.D.  Dean  of 
Christ  Church,  and  R.  Scott,  D.D.  Master 
of  Balliol.  Fifth  Edition.  Crown  4to.  31s.  6ri. 
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A Lexicon,  Greek  and  English, 

abridged  for  Schools  from  Liddell  and 
Scott’s  Greek-Englisli  Lexicon.  Twelfth 
Edition.  Square  12mo.  7s.  6 d. 

A Practical  Dictionary  of  the 

French  and  English  Languages.  By  Pro- 
fessor Leon  Contanseau,  many  years 
French  Examiner  for  Military  and  Civil 
Appointments,  &c.  New  Edition,  carefully 
revised.  Post  8vo.  10s.  G d. 

Contanseau’s  Pocket  Dictionary, 
French  and  English,  abridged  from  the 
above  by  the  Author.  New  Edition.  18mo. 
price  3s.  Gd. 


A Sanskrit-English  Dictionary, 

The  Sanskrit  words  printed  both  in  the 
original  Devanagari  and  in  Roman  letters ; 
with  References  to  the  Best  Editions  of 
Sanskrit  Authors,  and  with  Etymologies 
and  comparisons  of  Cognate  Words  chiefly 
in  Greek,  Latin,  Gothic,  and  Anglo-Saxon. 
Compiled  by  T.  Benfey.  8vo.  52*.  Gd. 

New  Practical  Dictionary  of  the 

German  Language;  German-English,  and 
English-German.  By  the  Rev.  W.  L. 
Blackley,  M.A.  and  Dr.  Cael  Marti* 
Friedlander.  Post  8vo.  7s.  Gd. 


Miscellaneous  Works  and  Popular  Metaphysics. 


The  Essays  and  Contributions  of 

A.  K.  H.  B.  Author  of  ‘ The  Recreations  of 
a Country  Parson.’  Uniform  Editions  : — 

Recreations  of  a Country  Parson. 

First  and  Second  Series,  3s.  Gd.  each. 
The  Commonplace  Philosopher  in 
Town  and  Country.  Crown  8vo.  3s.  Gd. 
Leisure  Hours  in  Town ; Essays  Consola- 
tory, yEsthetical,  Moral,  Social,  and  Domestic- 
Crown  8vo.  3s.  Gd. 

The  Autumn  Holidays  of  a Country 

Parson.  Crown  8vo.  3s.  Gd. 

The  Graver  Thoughts  of  a Country 

Parson.  First  and  Second  Series,  crown 
8vo.  3s.  Gd.  each. 

Critical  Essays  of  a Country  Parson, 

selected  from  Essays  contributed  to  Eraser’s 
Magazine.  Crown  8vo.  3s.  Gd. 

Sunday  Afternoons  at  the  Parish 
Church  of  a Scottish  University  City. 
Crown  8vo.  3s.  Gd. 

Lessons  of  Middle  Age,  with  some 
Account  of  various  Cities  and  Men. 
Crown  8vo.  3s.  Gd. 

Counsel  and  Comfort  Spoken  from  a 
City  Pulpit.  Crown  8vo.  3s.  Gd. 

Changed  Aspects  of  Unchanged 
Truths ; Memorials  of  St.  Andrews  Sundays. 
Crown  8vo.  3s.  Gd. 

Short  Studies  on  Great  Subjects. 

By  James  Anthony  Froude,  M.A.  late 
Fellow  of  Exeter  College,  Oxford.  Third 
Edition.  8vo.  12s. 

Lord  Macaulay’s  Miscellaneous 

Writings: 

Library  Edition,  2 vols.  8vo.  Portrait,  21s. 
People’s  Edition,  1 vol.  crown  8vo.  4s.  Gd. 


The  Rev.  Sydney  Smith’s  Mis- 
cellaneous Works ; including  his  Contribu- 
tions to  the  Edinburgh  Review.  People's 
Edition,  2 vols.  crown  8vo.  8s. 

The  “Wit  and  "Wisdom  of  the  Rev. 

Sydney  Smith  : a Selection  of  the  most 
memorable  Passages  in  his  Writings  and 
Conversation.  lGmo.  os. 

Epigrams,  Ancient  and  Modern  : 

Humorous,  Witty,  Satirical,  Moral  and 
Panegyrical.  Edited  by  Rev.  John  Booth, 
B.A.  Cambridge.  Second  Edition,  revised 
and  enlarged.  Fcp.  7s.  Gd. 

The  Folk-Lore  of  the  Northern 

Counties  of  England  and  the  Borders.  By 
Willlasi  Henderson.  With  an  Appendix 
on  Household  Stories  by  the  Rev.  S. 
Baiun g-Gould.  Crown  Svo.  9s.  Gd. 

i The  Silver  store.  Collected  from 
Mediaeval  Christian  and  Jewish  Mines.  By 
the  Rev.  S.  Babin  g-Gould,  M.A.  Crown 
Svo.  6s. 

The  Pedigree  of  the  English  Peo- 
ple ; an  Argument,  Historical  and  Scientific, 
on  the  Ethnology  of  the  English.  By  Tho- 
mas Nicholas,  M.A.  Ph.D.  8vo.  16s. 

The  English  and  their  Origin  : a 

Prologue  to  authentic  English  History.  By 
Luke  Owen  Pike,  M.A.  Barrister-at-Law. 
8vo.  9s. 

Essays  selected  from  Contribu- 
tions to  the  Edinburgh  Review.  By  HknRY 
Rogers.  Second  Edition.  3 vols.  fcp.  21s. 

Reason  and  Faith,  their  Claims  and 
Conflicts.  By  the  same  Author.  New 
Edition,  revised  and  extended.  Crown  Svo. 
price  6s.  Gd. 
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The  Eclipse  of  Faith ; or,  a Visit  to  a 
Religious  Sceptic.  By  Henry  Rogers. 
Eleventh  Edition.  Fcp.  os. 

Defence  of  the  Eclipse  of  Faith,  by  its 

Author.  Third  Edition.  Fcp.  3s.  6rf. 

Selections  from  the  Correspondence 

of  R.  E.  H.  Grey  son.  By  the  same  Author. 
Third  Edition.  Crown  8vo.  7s.  6 d. 

Chips  from  a German  Workshop  ; 

being  Essays  on  the  Science  of  Religion, 
and  on  Mythology.  Traditions,  and  Customs. 
By  Max  Muller,  M.A.  Fellow  of  All  Souls 
College,  Oxford.  Second  Edition,  revised, 
with  an  Index.  2 vols.  8vo.  24s. 

Word  Gossip;  a Series  of  Familiar 
Essays  on  Words  and  thtir  Peculiarities. 
By  the  Rev.  W.  L.  Blackley,  M.A.  Fcp. 
8vo.  5s. 

An  Introduction  to  Mental  Phi- 
losophy, on  the  Inductive  Method.  By 
J.  D.  Morell,  M.A.  LL.D.  8vo.  12s. 

Elements  of  Psychology,  containing  the 
Analysis  of  the  Intellectual  Powers.  By 
the  same  Author.  Post  8vo.  7s.  Gd. 


The  Secret  of  Hegel:  being  the 
Hegelian  System  in  Origin,  Principle,  Form, 
and  Matter.  By  James  Hutchison  Stir- 
ling. 2 vols.  8vo.  28s. 

The  Senses  and  the  Intellect. 

By  Alexander  Bain,  M.A.  Prof,  of  Logic 
in  the  Univ.  of  Aberdeen.  Third  Edition. 
8vo.  15s. 

The  Emotions  and  the  Will,  by  the 

same  Author.  Second  Edition.  8vo.  15s. 
On  the  Study  of  Character,  including 
an  Estimate  of  Phrenology.  By  the  same 
Author.  8vo.  9s. 

Mental  and  Moral  Science : a 

Compendium  of  Psychology  and  Ethics. 
By  the  same  Author.  Second  Edition. 
Crown  8vo.  10s.  6 d. 

The  Philosophy  of  Necessity;  or, 

Natural  Law  as  applicable  to  Mental,  Moral, 
and  Social  Science.  By  Charles  Bray. 
Second  Edition.  8vo.  9s. 

The  Education  of  the  Feelings  and 
Affections.  By  the  same  Author.  Third 
Edition.  8vo.  3s.  Gd. 

On  Force,  its  Mental  and  Moral  Corre- 
lates. By  the  same  Author.  8vo.  5s. 


Astronomy,  Meteorology, 

Outlines  of  Astronomy.  By  Sir 

J.  F.  W.  Herschel,  Bart.  M.A.  Ninth 
Edition,  revised ; with  Plates  and  Woodcuts. 
8vo.  18s. 

Saturn  and  its  System.  By  Rich- 
ard A.  Proctor,  B.A.  late  Scholar  of  St. 
John’s  Coll.  Camb.  and  King’s  Coll.  London. 
8vo.  with  14  Plates,  14s. 

The  Handbook  of  the  Stars.  By  the  same 
Author.  Square  fcp.  8vo.  with  3 Maps, 
price  5s. 

Celestial  Objects  for  Common 

Telescopes.  By  T.  W.  Webb,  M.A.  F.R.A.S. 
Second  Edition,  revised  and  enlarged,  with 
Map  of  the  Moon  and  Woodcuts.  16mo. 
price  7s.  6 d. 

Navigation  and  Nautical  As- 
tronomy (Practical,  Theoretical,,  Scientific) 
for  the  use  of  Students  and  Practical  Men. 
By  J.  Merrifield,  F.R.A.S.  and  II. 
Evers.  8vo.  14s. 

A General  Dictionary  of  Geo- 
graphy, Descriptive,  Physical,  Statistical, 
and  Historical  ; forming  a complete 
Gazetteer  of  the  World.  By  A.  Keith 
Johnston,  F.R.S.E.  New  Edition.  8vo. 
price  31s.  6 d. 


Popular  Geography,  fyc. 

M‘Culloch’s  Dictionary,  Geogra- 
phical, Statistical,  and  Historical,  of  the 
various  Countries,  Places,  and  principal 
Natural  Objects  in  the  World.  Revised 
Edition,  with  the  Statistical  Information 
throughout  brought  up  to  the  latest  returns. 
By  Frederick  Martin.  4 vols.  8vo.  with 
coloured  Maps,  £4  4s. 

A Manual  of  Geography,  Physical, 
Industrial,  and  Political.  By  W.  Hughes, 
F.R.G.S.  Prof,  of  Geog.  in  King’s  Coll,  and  in 
Queen’s  Coll.  Lond.  With  6 Maps.  Fcp.  7s.  6 d. 

The  States  of  the  River  Plate: 

their  Industries  and  Commerce,  Sheep 
Farming,  Sheep  Breeding,  Cattle  Feeding, 
and  Meat  Preserving  ; the  Employment  of 
Capital,  Land  and  Stock  and  their  Values 
Labour  and  its  Remuneration.  By  Wilfrid 
Latham,  Buenos  Ayres.  Second  Edition. 
8vo.  12s. 

Maunder’s  Treasury  of  Geogra- 
phy, Physical,  Historical,  Descriptive,  and 
Political.  Edited  by  W.  Hughes,  F.R.G.S. 
With  7 Maps  and  16  Plates.  Fcp.  10s.  Gd 

Physical  Geography  for  Schools 

j and  General  Readers.  By  M.  F.  Maury, 
LL.D.  Fcp.  with  2 Charts,  2s.]6c/. 
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Natural  History  and  Popular  Science. 


Elementary  Treatise  on  Physics, 

Experimental  and  Applied,  for  the  use  of 
Colleges  and  Schools.  Translated  and  Edited 
from  Ganot’s  ‘Ele'ments  de  Physique’ 
(with  the  Author’s  sanction)  by  E.  Atkin- 
son, Ph.D.  F.C.S.  New  Edition,  revised 
and  enlarged ; with  a Coloured  Plate  and 
620  Woodcuts.  Post  8vo.  15s. 

The  Elements  of  Physics  or 

Natural  Philosophy.  By  Neil  Aiinott, 
M.D.  F.R.S.  Physician-Extraordinary  to 
the  Queen.  Sixth  Edition,  re-written  and 
completed.  2 Parts,  8vo.  21s. 

Dove’s  Law  of  Storms,  considered  in 
connexion  with  the  ordinary  Movements  of 
the  Atmosphere.  Translated  by  E.  H. 
Scott,  M.A.  T.C.D.  8vo.  10s.  6 d. 

Sound : a Course  of  Eight  Lectures  de- 
livered at  the  Royal  Institution  of  Great 
Britain.  By  Professor  John  Tyndall, 
LL.D.  F.R.S.  Crown  8vo.  with  Portrait 
and  Woodcuts,  9s. 

Heat  Considered  as  a Mode  of 

Motion.  By  Professor  John  Tyndall, 
LL.D.  F.R.S.  Third  Edition.  Crown  8vo. 
with  Woodcuts,  10s.  6 d. 

Light : its  Influence  on  Life  and  Health. 
By  Forbes  Winslow,  M.D.  D.C.L.  Oxon. 
(Hon.)  Fcp.  8vo.  6s. 

An  Essay  on  Dew,  and  several  Ap- 
pearances connected  with  it.  By  W.  C. 
Wells.  Edited,  with  Annotations,  by  L. 
P.  Casella,  F.R.A.S.  and  an  Appendix  by 
R.  Strachan,  F.M.S.  8vo.  5s. 

A Treatise  on  the  Action  of  Vis 

Inertia;  in  the  Ocean ; with  Remarks  on 
the  Abstract  Nature  of  the  Forces  of  Yis 
Inertias  and  Gravitation,  and  a New  Theory 
of  the  Tides.  By  W.  L.  Jordan,  F.B.G.S. 
with  Charts  and  Diagrams.  8vo.  14s. 

A Treatise  on  Electricity,  in 

Theory  and  Practice.  By  A.  De  La  Rive, 
Prof,  in  the  Academy  of  Geneva.  Trans- 
lated by  C.  Y.  Walker,  F.R.S.  3 vols. 
8vo.  with  Woodcuts,  £3  13s. 

A Preliminary  Discourse  on  the 

Study  of  Natural  Philosophy.  By  Sir 
John  F.  W.  Hkrsciiel,  Bart.  Revised 
Edition,  with  Vignette  Title.  Fcp.  3s.  6rf. 

The  Correlation  of  Physical 

Forces.  By  W.  R.  Grove,  Q.C.  V.P.R.S. 
Fifth  Edition,  revised,  and  Augmented  by  a 
Discourse  on  Continuity.  8vo.  10s.  6 d. 
The  Discourse  on  Continuity,  separately, 
price  2s.  6</. 


Manual  of  Geology.  By  S.  Haeghton, 
M.D.  F.R.S.  Fellow  of  Trin.  ColL  and  Prof, 
of  Geol.  in  the  Univ.  of  Dublin.  Second 
Edition,  with  66  Woodcut?.  Fcp.  7s.  6 d. 

A Guide  to  Geology.  By  J.  Phillips, 
M.A.  Prof,  of  Geol.  in  the  Univ.  of  Oxford.  ! 
F’ifth  Edition.  Fcp.  4s. 

The  Student’s  Manual  of  Zoology 

and  Comparative  Physiology.  By  J.  Bue- 
ney  Yeo,  M.B.  Resident  Medical  Tutor  j 
and  Lecturer  on  Animal  Physiology  in  : 
King’s  College,  London.  [ Nearly  ready. 

Van  Der  Hoeven’s  Handbook  of 

Zoology.  Translated  from  the  Second  1 
Dutch  Edition  by  the  Rev.  W.  Clark, 
M.D.  F.R.S.  2 vols.  8vo.  with  24  Plates  of 
Figures,  60s. 

Professor  Owen’s  Lectures  on 

the  Comparative  Anatomy  and  Physiology 
of  the  Invertebrate  Animals.  Second 
Edition,  with  235  Woodcuts.  8vo.  21s. 

The  Comparative  Anatomy  and 

Physiology  of  the  Vertebrate  Animals.  By 
Richard  Owen,  F.R.S.  D.C.L.  With 
1,472  Woodcuts.  3 vols.  8vo.  £3  13s.  6 <£ 

The  First  Man  and  his  Place  in 

Creation,  considered  on  the  Principles  of 
Common  Sense  from  a Christian  Point  of 
View  ; with  an  Appendix  on  the  Negro. 
By  George  Moore,  M.D.  M.R.C.P.L.  &c. 
Post  8vo.  8s.  6 d. 

The  Primitive  Inhabitants  of 

Scandinavia.  Containing  a Description  of 
the  Implements,  Dwellings,  Tombs,  and 
Mode  of  Living  of  the  Savages  in  the  North 
of  Europe  during  the  Stone  Age.  By  Sven 
Nilsson.  Translated  from  the  Third  Edi- 
tion ; and  edited,  with  an  Introduction,  by 
Sir  John  Lubbock.  With  16  Plates  of 
Figures  and  3 Woodcuts.  8vo.  18s. 

Homes  without  Hands : a Descrip- 
tion of  the  Habitations  of  Animals,  classed  , 
according  to  their  Principle  of  Construction. 
By  Rev.  J.  G.  Wood,  M.A.  F.L.S.  With 
about  140  Vignettes  on  Wood  (20  full  size 
of  page).  New  Edition.  8vo.  21s. 

Bible  Animals ; being  an  Account  of 
the  various  Birds,  Beasts,  Fishes,  and  other 
Animals  mentioned  in  the  Holy  Scriptures. 
By  the  Rev.  J.  G.  Wood,  M.A.  F.L.S. 
Copiously  Illustrated  with  Original  Designs, 
made  under  the  Author’s  superintendence  , 
and  engraved  on  Wood.  In  course  of  pub- 
lication monthly,  to  be  completed  in  Twenty  ■’ 
Parts,  price  One  Shilling  each. 
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The  Harmonies  of  Nature  and 

Unity  of  Creation.  Iiy  Dr.  G.  Hartwig. 
8vo.  with  numerous  Illustrations,  18s. 

The  Sea  and  its  Living  Wonders.  By 
the  same  Author.  Third  Edition,  enlarged. 
8vo.  with  many  Illustrations,  21s. 

The  Tropical  World.  By  the  same  Author. 
With  8 Chromoxylographs  and  172  Wood- 
cuts.  8vo.  21s. 

The  Polar  World:  a Popular  Description  of 
Man  and  Nature  in  the  Arctic  and  Antarctic 
Regions  of  the  Globe.  By  the  same  Author. 
With  8 Chromoxylographs,  3 Maps,  and  85 
Woodcuts.  8vo.  21s. 

Ceylon.  By  Sir  J.  Emerson  Tennent, 
K.C.S.  LL.D.  5th  Edition  ; with  Maps,  &c. 
and  90  Wood  Engravings.  2 vols.  8vo. 
£2  10s. 

Manual  of  Corals  and  Sea  Jellies. 

By.  J.  R.  Greene,  B.A.  Edited  by  J.  A. 
Galbraith,  M.A.  and  S.  Haughton,  M.D. 
Fcp.  with  39  Woodcuts,  5s. 

Manual  of  Sponges  and  Animalcules  ; 

with  a General  Introduction  on  the  Princi- 
ples of  Zoology.  By  the  same  Author  and 
Editors.  Fcp.  with  16  Woodcuts,  2s. 

Manual  of  the  Metalloids.  By  J.  Apjohn, 
M.D.  F.R.S.  and  the  same  Editors.  2nd 
Edition.  Fcp.  with  38  Woodcuts,  7s.  6c/. 

A ‘Familiar  History  of  Birds. 

By  E.  Stanley,  D.D.  late  Lord  Bishop  of 
Norwich.  Fcp.  with  Woodcuts,  3s.  (id. 

Kirby  and  Spence’s  Introduction 

to  Entomology,  or  Elements  of  the  Natural 
History  of  Insects.  Crown  8vo.  5s. 

Maunder’s  Treasury  of  Natural 

History,  or  Popular  Dictionary  of  Zoology. 
Revised  and  corrected  by  T.  S.  Cobbold, 
M.D.  Fcp.  with  900  Woodcuts,  10s.  Gd. 


The  Elements  of  Botany  for 

Families  and  Schools.  Tenth  Edition,  re- 
vised by  Thomas  Moore,  F.L.S.  Fcp. 
with  154  Woodcuts,  2s.  Gc/. 

The  Treasury  of  Botany,  or 

Popular  Dictionary  of  the  Vegetable  King- 
dom ; with  which  is  incorporated  a Glos- 
sary of  Botanical  Terms.  Edited  by 
J.  Lindley,  F.R.S.  and  T.  Moore,  F.L.S. 
assisted  by  eminent  Contributors.  Pp. 

I, 274,  with  274  Woodcuts  and  20  Steel 
Plates.  Two  Parts,  fcp.  8vo.  20s. 

The  British  Flora ; comprising  the 
Phamogamous  or  Flowering  Plants  and  the 
Ferns.  By  Sir  W.  J.  Hooker,  K.H.  and 
G.  A.  Walkkr-Arnott,  LL.D.  12mo. 
with  12  Plates,  14s.  or  coloured,  21s. 

The  Rose  Amateur’s  Guide.  By 

Thomas  Rivers.  New  Edition.  Fcp.  4s. 

Loudon’s  Encyclopedia  of  Plants ; 

comprising  the  Specific  Character,  Descrip- 
tion, Culture,  History,  &c.  of  ail  the  Plants 
found  in  Great  Britain.  With  upwards  of 
12,000  Woodcuts.  8vo.  42s. 

Maunder’s  Scientific  and  Lite- 
rary Treasury ; a Popular  Encyclopaedia  of 
Science,  Literature,  and  Art.  New  Edition, 
thoroughly  revised  and  in  great  part  re- 
written, with  above  1,000  new  articles,  by 

J.  Y.  Johnson,  Corr.  M.Z.S.  Fcp.  10s.  Gd. 

A Dictionary  of  Science,  Litera- 
ture, and  Art.  Fourth  Edition,  re-edited 
by  the  late  W.  T.  Brande  (the  Author) 
and  George  W.  Cox,  M.A.  3 vols.  medium 
8vo.  price  63s.  cloth. 

The  Quarterly  Journal  of  Science. 

Edited  by  James  Samuelson  and  William 
Crookes,  F.R.S.  Published  quarterly  in 
January,  April,  July,  and  October.  8vo. 
with  Illustrations,  price  5s.  each  Number. 


Chemistry,  Medicine,  Surgery,  and  the  Allied  Sciences. 


A Dictionary  of  Chemistry  and 

the  Allied  Branches  of  other  Sciences.  By 
Henry  Watts,  F.C.S.  assisted  by  eminent 
Scientific  and  Practical  Chemists.  5 vols. 
medium  8vo.  price  £7  3s. 

Handbook  of  Chemical  Analysis, 

adapted  to  the  Unitary  System  of  Notation. 
By  F.  T.  Conington,  M.A.  F.C.S.  Post 
8vo.  7s.  6 d. 

Conington’s  Tables  of  Qualitative 

Analysis,  to  aocompany  the  above,  2s.  6c/. 


Elements  of  Chemistry,  Theore- 
tical and  Practical.  By  William  A. 
Miller,  M.D.  LL.D.  Professor  of  Chemis- 
try, King’s  College,  London.  Revised  Edi- 
tion. 3 vols.  8vo.  £3. 

Part  I.  Chemical  Physics,  15s. 

Part  II.  Inorganic  Chemistry,  21s. 

Part  III.  Organic  Chemistry,  24s. 

A Manual  of  Chemistry,  De- 
scriptive and  Theoretical.  By  William 
Odling,  M.B.  F.R.S.  Part  I.  8vo.  9s. 
Part  II.  nearly  ready. 
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A Course  of  Practical  Chemistry, 

for  the  use  of  Medical  Students.  By 
W.  Odling,  M.B.  F.R.S.  New  Edition,  with 
70  new  Woodcuts.  Crown  8vo.  7s.  6 d. 

Lectures  on  Animal  Chemistry  Delivered 
at  the  Royal  College  of  Physicians  in  1865. 
By  the  same  Author.  Crown  8vo.  4s.  C>d. 

Chemical  Notes  for  the  Lecture 

Room.  By  Thomas  Wood,  F.C.S.  2 vols. 
crown  8vo.  I.  on  Heat,  & c.  price  3s.  6 d. 
II.  on  the  Metals,  price  5s. 

The  Diagnosis,  Pathology,  and 

Treatment  of  Diseases  of  Women ; including 
the  Diagnosis  of  Pregnancy.  By  Graily 
Hewitt,  M.D.  &c.  President  of  the  Obste- 
trical Society  of  London.  Second  Edition, 
enlarged;  with  116  Woodcut  Illustrations. 
8vo.  24s. 

Lectures  on  the  Diseases  of  In- 
fancy and  Childhood.  By  Charles  West, 
M.D.  & c.  5th  Edition,  revised  and  enlarged. 
8vo.  16s. 

On  the  Surgical  Treatment  of 

Children’s  Diseases.  By  T.  Holmes,  M.A. 
& c.  late  Surgeon  to  the  Hospital  for  Sick 
Children.  Second  Edition,  with  9 Plates 
and  112  Woodcuts.  8vo.  21s. 

A System  of  Surgery,  Theoretical 

and  Practical,  in  Treatises  by  Various 
Authors.  Edited  by  T.  Holmes,  M.A.  &c. 
Surgeon  and  Lecturer  on  Surgery  at  St. 
George’s  Hospital,  and  Surgeon-in-Cliief  to 
the  Metropolitan  Police.  4 vols.  8vo.  £4  13s. 

Lectures  on  the  Principles  and 

Practice  of  Physic.  By  Sir  Thomas  Wat- 
son, Bart.  M.D.  Pliysician-Extraordinaiy 
to  the  Queen.  New  Edition  in  preparation. 

Lectures  on  Surgical  Pathology. 

By  J.  Paget,  F.R.S.  Surgeon-Extraordinary 
to  the  Queen.  Edited  by  W.  Turner,  M.B. 
New  Edition  in  preparation. 

On  Chronic  Bronchitis,  especially 
as  connected  with  Gout,  Emphysema,  and 
Diseases  of  the  Heart.  By  E.  Headlam 
Greenhow,  M.D.  F.R.C.P.  &c.  8vo.  7s.  6rf. 

A Treatise  on  the  Continued 

Fevers  of  Great  Britain.  By  C.  Murchison. 
M.D.  Physician  and  Lecturer  on  the  Practice 
of  Medicine,  Middlesex  Hospital.  New 
Edition  in  preparation. 

Clinical  Lectures  on  Diseases  of  the 
Liver,  Jaundice,  and  Abdominal  Dropsy. 
By  the  same  Author.  Post  8vo.  with  25 
Woodcuts,  10s.  6rf. 

Anatomy,  Descriptive  and  Sur- 
gical. By  Henry  Gray,  F.R.S.  With 
410  Wood  Engravings  from  Dissections. 
New  Edition,  by  T.  Holmes,  M.A.  Cantab. 
Royal  8vo.  28s. 


The  House  I Live  in;  or  Popular 
Illustrations  of  the  Structure  and  Functions 
of  the  Human  Body.  Edited  by  T.  G.  G irtut. 
New  Edition,  with  25  Woodcuts.  16mo. 
price  2s.  6 d. 

Outlines  of  Physiology,  Human 

and  Comparative.  By  John  Marshall, 
F.R.C.S.  Professor  of  Surgery  in  University 
College,  London,  and  Surgeon  to  the  Uni- 
versity College  Hospital.  2 vols.  crown  8vo. 
with  122  Woodcuts,  32s. 

Physiological  Anatomy  and  Phy- 
siology of  Man.  By  the  late  R.  B.  Todd, 
M.D.  F.R.S.  and  W.  Bowman,  F.R.S.  of 
King’s  College.  With  numerous  Illustra- 
tions. Vol.  II.  8vo.  25s. 

Vol.  I.  New  Edition  by  Dr.  Lionel  S. 
Beale,  F.R.S.  in  course  of  publication  ; 
Part  I.  with  8 Plates,  7s.  6 d. 

A Dictionary  of  Practical  Medi- 
cine. By  J.  Copland,  M.D.  F.R.S. 
Abridged  from  the  larger  work  by  the 
Author,  assisted  by  J.  C.  Copland,  M.R.C.S. 
Pp.  1,560,  in  8vo.  price  36s. 

The  Works  of  Sir  B.  C.  Brodie, 

Bart,  collected  and  arranged  by  Charles 
Hawkins,  F.R.C.S.E.  3 vols.  8vo.  with 
Medallion  and  Facsimile,  48s. 

The  Theory  of  Ocular  Defects 

and  of  Spectacles.  Translated  from  the 
German  of  Dr.  H.  Scheffler  by  R.  B. 
Carter,  F.R.C.S.  With  Prefatory  Notes 
and  a Chapter  of  Practical  Instructions. 
Post  8vo.  7s.  6d. 

A Manual  of  Materia  Medica 

and  Therapeutics,  abridged  from  Dr. 
Pereira’s  Elements  by  F.  J.  Farre,  M.D. 
assisted  by  R.  Bentley,  M.R.C.S.  and  by 
R.  Warington,  F.R.S.  1 vol.  8vo.  with 
90  Woodcuts,  21s. 

Thomson’s  Conspectus  of  the 

British  Pharmacopoeia.  Twenty-fifth  Edi- 
tion, corrected  by  E.  Lloyd  Birkett,  M.D. 
18mo.  6s. 

Manual  of  the  Domestic  Practice 

of  Medicine.  By  W.  B.  Kestkven, 
F.R.C.S.E.  Third  Edition,  thoroughly 
revised,  with  Additions.  Fcp.  5s. 

Essays  on  Physiological  Subjects. 

By  Gilbert  W.  Child,  M.D.  F.L.S.  F.C.S 
of  Exeter  College,  Oxford.  8vo.  5s. 

Gymnasts  and  Gymnastics.  By 

John  II.  Howard,  late  Professor  of  Gym- 
nastics, Comm.  Coll.  Ripponden.  Second 
Edition,  revised  and  enlarged,  with  135 
Woodcuts  of  Apparatus,  4c.  Cr.  8vo.  10s.  6 d. 
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The  Fine  Arts , and  Illustrated  Editions. 


Materials  for  a History  of  Oil  I 

Painting.  By  Sir  Charles  Locke  East- 
lake,  sometime  President  of  the  Royal 
Academy.  Yol.  II.  8vo.  14s. 

Half-Hour  Lectures  on  the  His- 
tory and  Practice  of  the  Fine  and  Orna- 
mental Arts.  By.  W.  B.  Scott.  Second 
Edition.  Crown  8yo.  with  50  Woodcut 
Illustrations,  8s.  6rf. 

Lectures  on  the  History  of  Modern 

Music,  delivered  at  the  Royal  Institution. 
By  John  Hullah.  First  Course,  with 
Chronological  Tables,  post  8vo.  Gs.  6 <7. 
Second  Course,  the  Transition  Period, 
with  26  Specimens,  8vo.  16s. 

The  Chorale  Book  for  England ; 

a complete  Hymn-Book  in  accordance  with 
the  Services  and  Festivals  of  the  Church  of 
England : the  Hymns  Translated  by  Miss 
C.  Wink  worth;  the  Tunes  arranged  by 
Prof.  W.  S.  Bennett  and  Otto  Gold- 
schmidt. Fcp.  4to.  12s.  6 d. 

Congregational  Edition.  Fcp.  2s. 

Six  Lectures  on  Harmony,  De- 
livered at  the  Royal  Institution  of  Great 
Britain  before  Easter  1867.  By  G.  A. 
Macfarp.en.  8yo.  10s.  6 d. 

Sacred  Music  for  Family  Use  ; 

a selection  of  Pieces  for  One,  Two,  or  more 
Voices,  from  the  best  Composers,  Foreign 
and  English.  Edited  by  John  IIullah. 

I vol.  music  folio,  21s. 

Hullah’s  Part  Music,  New  Edition, 
with  Pianoforte  Accompaniments.  Just 
completed,  an  entirely  New  Edition  of 
Hullah’s  Two  Collections  of  Part  Music, 
Sacred  Series  and  Secular  Series,  for  Soprano,  j 
Alto, Tenor,  and  Bass, with  PianoforteAccom- 
paniments,  now  first  supplied.  Each  Series, 
Sacred  and  Secular,  may  now  be  had  in  Two 
Volumes  imperial  8vo.  price  14s.  cloth. 
The  Score  and  the  Voice  Parts  of  each  of  j 
the  133  pieces  of  which  the  Two  Collections 
consist  may  also  be  had  separately. 

Lyra  Germanics,  the  Christian  Year. 
Translated  by  Catherine  Winkworth; 
with  125  Illustrations  on  Wood  drawn  by 
J.  Leighton,  F.S.A.  Quarto,  21s. 

Lyra  Gerxnanica.  the  Christian  Life. 
Translated  by  Catherine  Winkworth  ; 
with  about  200  Woodcut  Illustrations  by 
J.  Leighton,  F.S.A.  and  other  Artists. 
Quarto,  21s. 


The  New  Testament,  illustrated  with 
Wood  Engravings  after  the  Early  Masters, 
chiefly  of  the  Italian  School.  Crown  4to. 
63s.  cloth,  gilt  top  ; or  £5  5s.  morocco. 

The  Life  of  Man  Symbolised  by 

the  Months  of  the  Year  in  their  Seasons 
and  Phases.  Text  selected  by  Richard 
Pigot.  25  Illustrations  on  Wood  from 
Original  Designs  by  John  Leighton, 
F.S.A.  Quarto,  42s. 

Cats’  and  Farlie’s  Moral  Em- 
blems ; with  Aphorisms,  Adages,  and  Pro- 
verbs of  all  Nations:  comprising  121  Illus- 
trations on  Wood  by  J.  Leighton,  F.S.A. 
with  an  appropriate  Text  by  R.  Pigot. 
Imperial  8vo.  31s.  Gd. 

Shakspeare’s  Midsummer  Night’s 

Dream,  illustrated  with  24  Silhouettes  or 
Shadow  Pictures  by  P.  Konewica,  engraved 
on  Wood  by  A.  Vogel.  Folio,  31s.  6d 

Shakspeare’s  Sentiments  and 

Similes  Printed  in  Black  and  Gold,  and  illu- 
minated in  the  Missal  stjde  by  Henry  Noel 
Humphreys.  In  massive  covers,  containing 
the  Medallion  and  Cypher  of  Shakspeare. 
Square  post  8vo.  21s. 

Sacred  and  Legendary  Art.  By 

Mrs.  Jameson.  With  numerous  Etchings 
and  Woodcut  Illustrations.  6 vols.  square 
crown  8vo.  price  £5  15s.  Gd.  cloth,  or 
£12  12s.  bound  in  morocco  by  Riviere.  To 
be  had  also  in  cloth  only,  in  Four  Series, 
as  follows : — 

Legends  of  the  Saints  and  Martyrs. 

Fifth  Edition,  with  19  Etchings  and  187 
Woodcuts.  2 vols.  square  crown  8vo. 
31s.  Gd. 

Legends  of  the  Monastio  Orders.  Third 
Edition,  with  11  Etchings  and  88  Woodcuts. 
1 vol.  square  crown  8vo.  21s. 

Legends  of  the  Madonna.  Third  Edition, 
with  27  Etchings  and  165  Woodcuts.  1 
vol.  square  crown  8vo.  21s. 

The  History  of  Our  Lord,  as  exemplified 
in  Works  of  Art.  Completed  by  Lady 
Eastlake.  Revised  Edition,  with  13 
Etchings  and  281  Woodcuts.  2 vols. 
square  crown  8vo.  42s. 
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Drawing  from  Nature;  a Series  of 
Progressive  Instructions  in  Sketching,  from 
Elementary  Studies  to  Finished  Views, 
with  Examples  from  Switzerland  and  the 
Pyrenees.  By  George  Barnard,  Pro- 
fessor of  Drawing  at  Rugby  School.  With 
18  Lithographic  Plates  and  108  Wood  En- 
gravings. Imp.  8vo.  25s.  or  in  Three  Parts, 
royal  8vo.  7s.  6 d.  each. 

Gwilt’s  Encyclopaedia  of  Archi- 
tecture. Fifth  Edition,  with  Alterations 
and  considerable  Additions,  by  Wyatt 
Papworth.  Additionally  illustrated  with 
nearly  400  Wood  Engravings  by  0.  Jewitt, 
and  upwards  of  100  other  new  Woodcuts. 
8 vo.  52s.  6 d. 

Italian  Sculptors  : being  a History  of 
Sculpture  in  Northern,  Southern,  and  East- 
ern Italy.  By  C.  C.  Perkins.  With  30 
Etchings  and  13  Wood  Engravings.  Im- 
perial 8 vo.  42s. 

Tuscan  Sculptors,  their  Lives, 

Works,  and  Times.  By  the  same  Author. 
With  45  Etchings  and  28  Woodcuts  from 
Original  Drawings  and  Photographs.  2 
vols.  imperial  8vo.  63s. 

Original  Designs  for  Wood-Carv- 
ing, with  Practical  Instructions  in  the  Art. 
By  A.  F.  B.  With  20  Plates  of  Illustra- 
tions engraved  on  Wood.  Quarto,  18s. 

Hints  on  Household  Taste  in 

Furniture,  Upholstery,  and  other  Details. 
By  Charles  L.  Eastlake,  Architect. 
With  about  90  Illustrations.  Square  crown 
8vo.  18s. 

The  Engineer’s  Handbook ; ex- 
plaining the  principles  which  should  guide 
the  young  Engineer  in  the  Construction  of 
Machinery.  By  C.  S.  Lowndes.  Post8vo.  5s. 

Lathes  and  Turning,  Simple,  Me- 
chanical, and  Ornamental.  By  W.  Henry 
Nortiicott.  With  about  240  Illustrations 
on  Steel  and  Wood.  8vo.  18 s. 

The  Elements  of  Mechanism. 

By  T.  M.  Goodicve,  M.A.  Prof,  of  Me- 
chanics at  the  R.  M.  Acad.  Woolwich. 
Second  Edition,  with  217  Woodcuts.  Post 
8vo.  Cs.  Gd. 

Handbook  of  Practical  Tele- 
graphy, published  with  the  sanction  of  the 
Chairman  and  Directors  of  the  Electric 
mid  International  Telegraph  Company,  and 
adopted  by  the  Department  of  Telegraphs 
for  India.  By  R.  S.  Cclley.  Third  Edi- 
tion. 8vo.  12*.  6f/. 


Ure’s  Dictionary  of  Arts,  Manu- 
factures, and  Mines.  Sixth  Edition,  chiefly 
re-written  and  greatly  enlarged  bv  Robert 
Hunt,  F.R.S.  assisted  by  numerous  Con- 
tributors eminent  in  Science  and  the  Arts, 
and  familiar  with  Manufactures.  With 
2,000  Woodcuts.  3 vols.  medium  8 vo. 
£4  14s.  6<£ 

Treatise  on  Mills  and  MiHwork. 

By  W.  Fairbairn,  C.E.  F.R.S.  With  18 
Plates  and  322  Woodcuts.  2 vols.  8vo.  32*. 

Useful  Information  for  Engineers.  By 

the  same  Author.  First,  Second,  and 
Third  Series,  with  many  Plates  and 
Woodcuts.  3 vols.  crown  8vo.  10s.  Gd.  each. 

The  Application  of  Cast  and  'Wrought 
Iron  to  Building  Purposes.  By  the  same 
Author.  Third  Edition,  with  6 Plates  and 
118  Woodcuts.  8vo.  16s. 

Iron  Ship  Building,  its  History 

and  Progress,  as  comprised  in  a Series  of 
Experimental  Researches  on  the  Laws  of 
Strain ; the  Strengths,  Forms,  and  other 
conditions  of  the  Material ; and  an  Inquiry 
into  the  Present  and  Prospective  State  of 
the  Navy,  including  the  Experimental 
Residts  on  the  Resisting  Powers  of  Armour 
Plates  and  Shot  at  High  Velocities.  By  W. 
Fairbairn,  C.E.  F.R.S.  With  4 Plates 
and  130  Woodcuts,  8vo.  18s. 

Encyclopaedia  of  Civil  Engineer- 
ing, Historical,  Theoretical,  and  Practical. 
By  E.  Cresy,  C.E.  With  above  3,000 
Woodcuts.  8vo.  42s. 

The  Artisan  Club’s  Treatise  on 

the  Steam  Engine,  in  its  various  Applica- 
tions to  Mines,  Mills,  Steam  Navigation, 
Railways,  and  Agriculture.  By  J.  Bourne, 
E.C.  New  Edition ; with  Portrait,  37  Plates, 
and  546  Woodcuts.  4to.  42s. 

A Treatise  on  the  Screw  Pro- 
peller, Screw  Vessels,  and  Screw  Engines, 
ns  adapted  for  purposes  of  Peace  and  War : 
with  notices  of  other  Methods  of  Propulsion, 
Tables  of  the  Dimensions  and  Performance 
of  Screw  Steamers,  and  Detailed  Specifica- 
tions of  Ships  and  Engines.  By  the  same 
Author.  Third  Edition,  with  54  riates  and 
287  Woodcuts.  Quarto,  63s. 

Catechism  of  the  Steam  Engine, 

in  its  various  Applications  to  Mines,  Mills, 
Steam  Navigation,  Railways,  and  Agricul- 
ture. By  John  Bourne,  C.E.  New  Edi- 
tion, with  89  Woodcuts.  Fcp.  6s. 
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Handbook  of  the  Steam  Engine. 

By  John  Bourse,-  C.E.  forming  a Key  to 
the  Author’s  Catechism  of  the  Steam  Engine. 
With  67  Woodcuts.  Fcp.  9s. 

Examples  of  Modern  Steam,  Air, 

and  Gas  Engines  of  the  most  Approved  i 
Types,  as  employed  for  Pumping,  for  Driving 
Machinery,  for  Locomotion,  and  for  Agri- 
culture,  minutely  and  practically  described- 
Illustrated  by  Working  Drawings,  and  em- 
bodying a Critical  Account  of  all  Projects 
of  Recent  Improve  nent  in  Furnaces,  Boilers, 
and  Engines.  By  the  same  Author.  In 
course  of  publication.  Monthly,  to  be  com- 
pleted in  Twenty-four  Parts,  price  2s.  6 d. 
each,  forming  One  Volume,  with  about  50 
Plates  and  400  Woodcuts. 

A History  of  the  Machine- 

Wrought  Hosiery  and  Lace  Manufactures. 
By  William  Felkin,  F.L.S.  F.S.S.  With 
3 Steel  Plates,  10  Lithographic  Plates  of 
Machinery,  and  10  Coloured  Impressions  of 
Patterns  of  Lace.  Royal  8vo.  21s. 

Mitchell’s  Manual  of  Practical 

Assaying.  Third  Edition,  for  the  most  part  j 
re-written,  with  all  the  recent  Discoveries 
incorporated.  By  W.  Crookes,  F.R.S. 
With  188  Woodcuts.  8vo.  28s. 

Reimann’s  Handbook  of  Aniline 

and  its  Derivatives;  a Treatise  on  the 
Manufacture  of  Aniline  and  Aniline  Colours. 
Revised  and  edited  by  William  Crookes, 
F.R.S.  8vo.  with  5 Woodcuts.  10s.  6 d. 


Practical  Treatise  on  Metallurgy, 

adapted  from  the  last  German  Edition  of 
Professor  Kerl’s  Metallurgy  by  W. 
Crookes,  F.R.S.  &c.  and  E.  Roiirig, 
Ph.D.  M.E.  Vol.  I.  comprising  Lead,  Silver, 
Zinc,  Cadmium,  Tin,  Mercury,  Bismuth, 
Antimony,  Nickel,  Arsenic,  Gold,  Platinum, 
and  Sulphur.  8vo.  with  207  Woodcuts, 
price  31s.  Get 

The  Art  of  Perfumery  ; the  History 

and  Theory  of  Odours,  and  the  Methods  of 
Extracting  the  Aromas  of  Plants.  By  Dr. 
Pi  esse,  F.C.S.  Third  Edition,  with  53 
Woodcuts.  Crown  8vo.  10s.  6d. 

Chemical,  Natural,  and  Physical  Magic, 

for  Juveniles  during  the  Holidays.  By  the 
same  Author.  Third  Edition,  enlarged  with 
38  Woodcuts.  Fcp.  6s. 

Loudon’s  Encyclopaedia  of  Agri- 
culture: comprising  the  Laying-out,  Im- 
provement, and  Management  of  Landed 
Property,  and  the  Cultivation  and  Economy 
of  the  Productions  of  Agriculture.  With 

I, 100  Woodcuts.  8vo.  31s.  6d. 

Loudon’s  Encyclopaedia  of  Gardening  : 
comprising  the  Theory  and  Practice  of 
Horticulture,  Floriculture,  Arboriculture, 
and  Landscape  Gardening.  With  1,000 
Woodcuts.  8vo.  31s.  6 d. 

Bayldon’s  Art  of  Valuing  Rents 

and  Tillages,  and  Claims  of  Tenants  upon 
Quitting  Farms,  both  at  Michaelmas  and 
Lady-Day.  Eighth  Edition,  revised  by 

J.  C.  Morton.  8vo.  10s.  (id. 


Religious  and 

An  Exposition  of  the  39  Articles, 

Historical  and  Doctrinal.  By  E.  Harold 
Brown  e,  D.D.  Lord  Bishop  of  Ely.  Eighth 
Edition.  8vo.  16s. 

Examination-Questions  on  Bishop 

Browne’s  Exposition  of  the  Articles.  By 
the  Rev.  J.  Goble,  M.A.  Fcp.  3s.  (id. 

Archbishop  Leighton’s  Sermons 

and  Charges.  With  Additions  and  Correc- 
tions from  MSS.  and  with  Historical  and 
other  Illustrative  Notes  by  William  West, 
Incumbent  of  S.  Columba’s,  Nairn.  8vo. 
price  15s. 

The  Acts  of  the  Apostles ; with  a 

Commentary,  and  Practical  and  Devotional 
Suggestions  for  Readers  and  Students  of  the 
English  Bible.  By  the  Rev.  F.  C.  Cook, 
M.A.  Canon  of  Exeter,  & c.  New  Edition, 
8vo.  12s.  (id. 


Moral  Works. 

The  Life  and  Epistles  of  St. 

Paul.  By  W.  J.  Coxybeare,  M.A.  late 
Follow  of  Trin.  Coll.  Cantab,  and  J.  S. 
IIowson,  D.D.  Principal  of  Liverpool  Coll. 

Library  Edition,  with  all  the  Original 
Illustrations,  Maps,  Landscapes  on  Steel, 
Woodcuts,  &c.  2 vols.  4to.  48s. 

Intermediate  Edition,  with  a Selection 
of  Maps,  Plates,  and  Woodcuts.  2 vols. 
square  crown  8vo.  31s.  dd. 

People’s  Edition,  revised  and  con- 
densed, with  46  1 11  lustrations  and  Maps.  2 
vols.  crown  8vo.  12s. 

The  Voyage  and  Shipwreck  of 

St.  Paul ; with  Dissertations  on  the  Ships 
and  Navigation  of  the  Ancients.  By  James 
Smith,  F.R.S.  Crown  8vo.  Charts,  10s.  G</. 
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The  National  Church;  History 

and  Principles  of  tlie  Church  Polity  of  | 
England.  By  D.  Mountfield,  M.A.  : 
Rector  of  Newport,  Salop.  Crown  8vo.  4s.  | 

Evidence  of  the  Truth  of  the 

Christian  Religion  derived  from  the  Literal 
Fulfilment  of  Prophecy,  particularly  as 
Illustrated  by  the  History  of  the  Jews,  and 
the  Discoveries  of  Recent  Travellers.  By 
Alexander  Keith,  D.D.  37th  Edition, 
with  numerous  Plates,  in  square  8vo.  12s.  G d. ; 
also  the  39th  Edition,  in  post  8vo.  with  5 
Plates,  6s. 

Tlie  History  and  Destiny  of  the  World 
and  of  the  Church,  according  to  Scripture. 
By  the  same  Author.  Square  8vo.  with  40 
Illustrations,  10s. 

wald’s  History  of  Israel  to  the 

Death  of  Moses.  Translated  from  the  Ger- 
man. Edited,  with  a Preface  and  an  Ap- 
pendix, by  Russell  Martineau,  M.A. 
Professor  of  Hebrew  in  Manchester  New 
College,  London.  Second  Edition,  continued 
to  the  Commencement  of  the  Monarchy.  2 
vols.  8vo.  24s.  Vol.  II.  comprising  Joshua 
and  Judges,  for  Purchasers  of  the  First 
Edition,  price  9s. 

The  Woman  Blessed  by  All 

Generations ; or,  Mary  the  Object  of  Vene- 
ration, Confidence,  and  Imitation  to  all 
Christians.  By  the  Rev.  R.  Melia,  D.D. 
P.S.M.  With  78  Illustrations.  8vo.  15s. 

Life  of  the  Blessed  Virgin : The 

Femall  Glory.  By  Anthony  Stafford. 
Together  with  the  Apology  of  the  Anthor, 
and  an  Essay  on  the  Cultus  of  the  Blessed 
Virgin  Mary.  Fourth  Edition,  with  Fac- 
similes of  the  5 Original  Illustrations. 
Edited  by  the  Rev.  Orby  Shipley,  M.A. 
Fcp.  8vo.  10s.  G d. 

Celebrated  Sanctuaries  of  the 

Madonna.  By  the  Rev.  J.  Spencer  Nortii- 
cote,  D.D.  Post  8vo.  Gs.  6 d. 

A Critical  and  Grammatical  Com- 
mentary on  St.  Paul’s  Epistles.  By  C.  J. 
Ellicott,  D.D.  Lord  Bishop  of  Gloucester 
and  Bristol.  8vo. 

Galatians,  Fourth  Edition,  Ss.  Gd. 

Ephesians,  Fourth  Edition,  8s.  Gd. 

Pastoral  Epistles,  Fourth  Edition,  10s.  6 d. 
Philippians,  Colossians,  and  Philemon, 
Third  Edition,  10s.  Gd. 

Thessalonians,  Third  Edition,  7s.  0 d. 

An  Introduction  to  the  Study  of 

the  Now  Testament,  Critical,  Kxegeticnl, 
and  Theological.  By  tlie  Rev.  S.  Davidson, 
D.D.  LL.D.  2 vols.  8vo.  30s. 


Historical  Lectures  on  the  Life  of 

Our  Lord  Jesus  Christ : being  the  Huisean 
Lectures  for  1859.  By  C.  J.  Ellicott,  D.D. 
Lord  Bishop  of  Gloucester  and  Bristol. 
Fourth  Edition.  8vo.  10*.  Gd. 

The  Destiny  of  the  Creature  : and  other 
Sermons  preached  before  the  University  of 
Cambridge.  By  the  same.  Post  8vo.  5*. 

The  Greek  Testament;  withNotes, 

Grammatical  and  Exegetical.  By  the  Rev. 
W.  Webster,  M.A.  and  the  Rev.  W.  F. 
Wilkinson,  M.A.  2 vols.  8vo.  £2  4s. 

Yol.  I.  the  Gospels  and  Acts,  20s. 

Vol.  II.  the  Epistles  and  Apocalypse,  24*. 

Rev.  T.  H.  Horne’s  Introduction 

to  the  Critical  Study  and  Knowledge  of  the 
Holy  Scriptures.  Twelfth  Edition,  as  last 
revised  throughout  and  brought  up  to  the 
existing  State  of  Biblical  Knowledge : under 
careful  editorial  revision.  With  4 Maps 
and  22  Woodcuts  and  Facsimiles.  4 vols. 
8vo.  42s. 

Hev.  T.  H.  Horne’s  Compendious  In- 
troduction to  the  Study  of  the  Bible,  being 
an  Analysis  of  the  larger  work  by  the  same 
Author.  Re-edited  by  the  Rev.  John  Ayp.e, 
M.A.  With  Maps,  &e.  Po3t  8vo.  6s. 

The  Treasury  of  Bible  Know- 
ledge; being  a Dictionary  of  the  Books, 
Persons,  Daces,  Events,  and  other  Matters 
of  which  mention  is  made  in  Holy  Scrip- 
ture ; Intended  to  establish  its  Authority 
and  illustrate  its  Contents.  By  Rev.  J. 
Ayre,  M.A.  With  Maps,  15  Plates,  and 
numerous  Woodcuts.  Fcp.  10*.  Gd. 

The  Churchman’s  Daily  Remem- 
brancer of  Doctrine  and  Duty : consisting 
of  Meditations  taken  from  the  Writings  of 
Standard  Divines  from  the  Early  Days  of 
Christianity  to  the  Present  Time ; with  a 
Preface  by  W.  R.  Fremantle,  M.A.  New 
Edition.  Fcp.  8vo.  6*. 

Every-day  Scripture  Difficulties 

explained  and  illustrated.  By  J.  E.  Pres- 
cott, M.A.  Vol.  I.  Matthew  and  Mark ; 
Vol.  II.  Luhe  and  John.  2 vols.  8vo.  price 
9s.  each. 

The  Pentateuch  and  Book  of 

Joshua  Critically  Examined.  By  the  Right 
Rev.  J.  W.  CoLKNSO,  D.D.  Lord  Bishop  of 
Natal.  Crown  8vo.  price  6s. 

The  Church  and  the  World;  Three 
Series  of  Essays  on  Questions  of  the  Day, 
by  various  Writers.  Edited  by  the  Rev. 
Orby  Shipley,  M.A.  First  Series, Third 
Edition,  15*.  Second  Series,  Second 
Edition,  15*.  Third  Series,  1868,  recently 
published,  15*.  3 vols.  8vo.  price  45s. 
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The  Formation  of  Christendom. 

By  T.  W.  Allies.  Parts  I.  and  II.  8vo. 
price  12s.  each. 

Christendom’s  Divisions  ; a Philo- 
sophical Sketch  of  the  Divisions  of  the 
Christian  Family  in  East  and  West.  By 
Edmund  S.  Fkoulkes,  formerly  Fellow  and 
Tutor  of  Jesus  Coll.  Oxford.  Post  8vo.  7s.  6d. 

Christendom’s  Divisions,  Part  II. 
Greeks  and  Latins , being  a History  of  their 
Dissentions  and  Overtures  for  Peace  down 
to  the  Reformation.  By  the  same  Author. 
Post  8vo.  15s. 

The  Hidden  Wisdom  of  Christ 

and  the  Key  of  Knowledge ; or,  History  of 
the  Apocrypha.  By  Ernest  De  Bunsen. 

2 vols.  8vo.  28s. 

The  Keys  of  St.  Peter ; or,  the  House  of 
Rechab,  connected  with  the  History  of 
Symbolism  and  Idolatry.  By  the  same 
Author.  8vo.  14s. 

The  Power  of  the  Soul  over  the 

Body.  By  Geo.  Moore,  M.D.  M.R.C.P.L.  j 
&c.  Sixth  Edition.  Crown  8vo.  8s.  6 d. 

The  Types  of  Genesis  briefly  con- 
sidered as  Revealing  the  Development  of 
Human  Nature.  By  Andrew  Jukes. 

Second  Edition.  Crown  8vo.  7s.  6 d. 

The  Second  Death  and  the  Restitution 
of  All  Things,  with  some  Preliminary  Re- 
marks on  the  Nature  and  Inspiration  of 
Holy  Scripture.  By  the  same  Author. 

Second  Edition.  Crown  8vo.  3s.  6 d. 

Essays  and  Reviews.  By  the  Rev. 
W.  Temple,  D.D.  the  Rev.  R.  Williams, 
B.D.  the  Rev.  B.  Powell,  M.A.  the  Rev. 
II.  B.  Wilson,  B.D.  C.  W.  Goodwin,  M.A. 
the  Rev.  M.  Pattison,  B.D.  and  the  Rev. 

B.  Jowett,  M.A.  12th  Edition.  Fcp.  5s. 

Religious  Republics  ; Six  Essays  on 
Congregationalism.  By  W.  M.  Fawcett, 
T.M.  Herbert, M.A.  E.  G.  Herbert, LL.B. 

T.  H.  Pattison,  P.  II.  Pie-Smith,  M.D. 
B.A.  and  J.  Anstie,  B.A.  8vo.  price  8s.  6 d. 

Passing  Thoughts  on  Religion. 

By  the  Author  of  ‘Amy  Herbert.’  New 
Edition.  Fcp.  5s. 

Self-examination  before  Confirmation. 

By  the  same  Author.  32mo.  Is.  6 d. 

Readings  for  a Month  Preparatory  to 

Confirmation  from  Writers  of  the  Early  and 
English  Church.  By  the  same.  Fcp.  4s. 
Readings  for  Every  Day  in  Lent,  com- 
piled from  the  Writings  of  Bishop  Jeremy 
Taylor.  By  the  same.  Fcp.  5s. 
Preparation  for  the  Holy  Communion; 
the  Devotions  chiefly  from  the  works  of 
Jeremy  Taylor.  By  the  same.  32ino.  3s.  j 


Bishop  Jeremy  Taylor’s  Entire 

Works : with  Life  by  Bishop  Heber. 
Revised  and  corrected  by  the  Rev.  C.  P. 
Eden.  10  vols.  £5  5s. 

England  and  Christendom.  By 

Archbishop  Manning,  D.D.  Post  8vi 
price  10s.  6 d. 

Principles  of  Education  drawn 

from  Nature  and  Revelation,  and  Applied 
to  Female  Education  in  the  Upper  Classes. 
By  the  same.  2 vols.  fcp.  12s.  6<f. 

The  Wife’s  Manual ; or,  Prayers, 
Thoughts,  and  Songs  on  Several  Occasions 
of  a Matron’s  Life.  By  the  Rev.  W.  Cal- 
vert, M.A.  Crown  8vo.  10s.  6 d. 

Singers  and  Songs  of  the  Church : 

being  Biographical  Sketches  of  the  Hymn- 
Writers  in  all  the  principal  Collections; 
with  Notes  on  their  Psalms  and  Hymns. 
By  Josiaii  Miller,  M.A.  New  Edition, 
enlarged.  Crown  8vo.  [ Nearly  ready. 

Lyra  Domestica  ; Christian  Songs  for 
Domestic  Edification.  Translated  from  the 
Psaltery  and  Harp  of  C.  J.  P.  Spitta,  and 
from  other  sources,  by  Richard  Massie. 
First  and  Second  Series,  fcp.  4s.  6d.  each. 

‘ Spiritual  Songs  ’ for  the  Sundays 

and  Holidays  throughout  the  Year.  By 
J.  S.  B.  Monsell,  LL.D.  Vicar  of  Egham 
and  Rural  Dean.  Fourth  Edition,  Sixth 
Thousand.  Fcp.  price  4s.  6 d. 

The  Beatitudes:  Abasement  before  God : 

Sorrow  for  Sin ; Meekness  of  Spirit ; Desire 
for  Holiness ; Gentleness  ; Purity  of  Heart ; 
the  Peace-makers  ; Sufferings  for  Christ 
By  the  same  Author.  Third  Edition,  re- 
vised. Fcp.  3s.  6 d. 

His  Presence  not  his  Memory,  1835. 
By  the  same  Author,  in  memory  of  his  Son 
Sixth  Edition,  lfimo.  Is. 

Lyra  Germanica,  translated  from  the 
German  by  Miss  C.  Winkwortii.  First 
Series,  Hymns  for  the  Sundays  and  Chief 
Festivals ; Second  Series,  the  Christian 
Life.  Fcp.  3s.  6 d.  each  Series. 

Lyra  Eucharistica  ; Hymns  and 
Verses  on  the  Holy  Communion,  Ancient 
and  Modern  : with  other  Poems.  Edited  by 
the  Rev.  Orby  Shipley,  M.A.  Second 
Edition.  Fcp.  7s.  6 d. 

By  the  same  Editor. 

Lyra  Messianica.  Fcp.  7s.  G d. 

Lyra  Mystica.  Fcp.  7s.  G cl. 
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Palm  Leaves : Sacred  Poems  selected  i 
and  translated  from  the  German  of  Karl 
Gerok.  By  Catherine  Winjcworth. 

[/«  the  press. 

Endeavours  after  the  Christian 

Life:  Discourses.  By  James  Maiitineau. 
Fourth  and  Cheaper  F.dition,  carefully  re- 
used ; the  Two  Series  complete  in  One 
Volume.  Post  8vo.  7s.  0 4. 


Invocation  of  Saints;  a Journal  of 
Devotions  for  the  use  of  Members  of  the 
English  Church.  Edited  by  the  ller.  Obey 
Shipley,  M.A.  [In  the  press. 

Introductory  Lessons  on  the 

History  of  Religious  Worship  ; being  a 
Sequel  to  the  same  Author’s  ‘Lessons  on 
Christian  Evidences.’  By  Eichahu 
Wiiately,  D.D.  New  Edition.  18mo.  2 s.  64. 


Travels , Voyages , §c. 


Six  Months  in  India.  By  Mary 
Carpenter.  2 vols.  post  Svo.  with  Por- 
trait, 18s. 

Letters  from  Australia,  comprising 
the  Voyage  Outwards,  Melbourne,  Ballarat, 
Squatting  in  Victoria,  Tasmania,  Sydney, &c. 

By  John  Martineau.  [Nearly  ready. 

Cadore  or  Titian’s  Country.  By 

Josiah  Gilbert,  one  of  the  Authors  of  the 
‘ Dolomite  Mountains,  or  Excursions  through 
Tyrol,  Carinthia,  Carniola,  and  Friuli.’  In  ! 
One  Volume  with  numerous  Illustrations 
and  a Facsimile  of  Titian’s  Original  Design 
for  his  Picture  of  the  Battle  of  Cadore. 

[ Nearly  ready. 

The  Dolomite  Mountains.  Excur- 
sions through  Tyrol,  Carinthia,  Carniola,  ! 
and  Friuli.  By  J.  Gilbert  and  G.  C. 
Churchill,  F.R.G.S.  With  numerous 
Illustrations.  Square  crown  8vo.  21s. 

Pictures  in  Tyrol  and  Elsewhere. 

From  a Family  Sketch-Book.  By  the 
Author  of  ‘A  Voyage  en  Zigzag,’  Sec. 
Second  Edition.  4to.  with  many  Illustra- 
tions, 21s. 

How  we  Spent  the  Summer;  or, 

a Voyage  en  Zigzag  in  Switzerland  and 
Tyrol  with  some  Members  of  the  Alpine 
Club.  From  the  Sketch-Book  of  one  of  the 
Party.  Third  Edition,  re-drawn.  In  oblong 
4to.  with  about  300  Illustrations,  15s. 

Beaten  Tracks ; or,  Pen  and  Pencil 
Sketches  in  Italy.  By  the  Authoress  of 
‘ A Voyage  en  Zigzag.’  With  42  l’lntes, 
containing  about  200  Sketches  from  Draw- 
ings made  on  the  Spot.  8vo.  lGs. 

Map  of  the  Chain  of  Mont  Blanc, 

from  an  actual  Survey  in  1863 — 1864.  By 
A.  Adams-Reilly,  F.R.G.S.  M.A.C.  Pub- 
lished under  the  Authority  of  the  Alpine 
Club.  In  Chromolithography  on  extra  stout 
ilrawing  paper  28in.  x 17in.  price  10s.  or 
mounted  on  canvas  in  a folding  case,  12s.  6 d.  | 


History  of  Discovery  in  our 

Australasian  Colonies,  Australia,  Tasmania, 
and  New  Zealand,  from  the  Earliest  Date  to 
the  Present  Day.  By  William  Howitt. 
With  3 Maps  of  the  Recent  Explorations  ) 
from  Official  Sources.  2 vols.  Svo.  20*. 

The  Capital  of  the  Tycoon ; a 

Narrative  of  a 3 Years’  Residence  in  Japan. 
By  Sir  Rutherford  Alcock,  K.C.B. 

2 vols.  8vo.  with  numerous  Illustrations,  42s. 

The  North-West  Peninsula  of 

Iceland ; being  the  Journal  of  a Tour  in 
Iceland  in  the  Summer  of  1862.  By  C.  W. 
Shepherd,  M.A.  F.Z.S.  With  a Map  and 
Two  Illustrations.  Fcp.  Svo.  7s.  64. 

Guide  to  the  Pyrenees,  for  the  use 

of  Mountaineers.  By  Charles  Packe.  ; 
Second  Edition,  with  Maps,  &c.  and  Appen- 
dix. Crown  8vo.  7s  64. 

The  Alpine  Guide.  By  John  Ball, 
M.R.I.A.  late  President  of  the  Alpine  Club. 
Post  Svo.  with  Maps  and  other  Illustrations. 
Guide  to  the  Eastern  Alps,  price  10s.6d, 
Guide  to  the  Western  AJps,  including 
Mont  Blanc,  Monte  Rosa,  Zermatt,  &c. ' 
price  6s.  64. 

Guide  to  the  Central  Alps,  including 
all  the  Oberland  District,  price  7s.  64. 

Introduction  on  AJpine  Travelling  in 

general,  and  on  the  Geology  of  the  Alps> 
price  Is.  Either  of  the  Three  Volumes  or 
Parts  of  the  Alpine  Guide  may  be  had  with 
this  Introduction  prefixed,  price  Is.  extra 

Roma  Sotterrauea ; or,  an  Account 

of  the  Roman  Catacombs,  and  especially  of 
the  Cemetery  of  St  Callixtus.  Compiled 
from  the  Works  of  Commcndatore  G.  B. 
De  Rossi,  with  the  consent  of  the  Author, 
by  the  Rev.  J.  S.  Nortiicote,  D.D.  and  the 
Rev.  W.  B.  Brown  low.  With  numerous 
Engravings  on  Wood,  10  Lithographs,  10 
Plates  in  Chromolithography,  and  an  Atlas 
of  Plans,  all  executed  in  Rome  under  the 
Author’s  superintendence  for  this  Trans- 
lation. 1 vol.  Svo.  [ Nearly  ready.  -J 
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The  Irish  in  America.  By  John 
Francis  Maguire,  M.P.  for  Cork.  Post 
8vo.  12s.  Gd. 

Memorials  of  London  and  Lon- 
don Life  in  the  18th,  14th,  and  15th  Cen- 
turies ; being  a Series  of  Extracts,  Local, 
Social,  and  Political,  from  the  Archives 
of  the  City  of  London,  a.d.  1276-1419. 
Selected,  translated,  and  edited  by  H.  T. 
Riley,  M.A.  Royal  8vo.  21s. 

Commentaries  on  the  History, 

Constitution,  and  Chartered  Franchises  of  ! 
the  City  of  London.  By  George  Norton,  ' 
formerly  one  of  the  Common  Pleaders  of  the 
City  of  London.  Third  Edition.  8vo.  14s.  J 

Curiosities  of  London ; exhibiting 
the  most  Rare  and  Remarkable  Objects  of 
Interest  in  the  Metropolis ; with  nearly 
Sixty  Years’  Personal  Recollections.  By  j 
John  Tlmbs,  F.S.A.  New  Edition,  cor- 
rected and  enlarged.  8vo.  Portrait,  21s. 

The  Northern  Heights  of  Lon- 
don ; or,  Historical  Associations  of  Hamp- 
stead, Highgate,  Muswell  Hill,  Hornsey, 
and  Islington.  By  William  Howitt. 
With  about  40  Woodcuts.  Square  crown 
8vo.  21s. 


The  Rural  Life  of  England. 

By  the  same  Author.  With  Woodcuts  by 
Bewick  and  Williams.  Medium,  8vo.  12s.  6c/. 

Visits  to  Remarkable  Places: 

Old  Halls,  Battle-Fields,  and  Scenes  illus- 
trative of  striking  Passages  in  English 
History  and  Poetry.  By  the  same  Author. 
2 vols.  square  crown  8vo.  with  Wood  En- 
gravings, 25s. 

Narratives  of  Shipwrecks  of  the 

Royal  Navy  between  1793  and  1857,  com- 
piled from  Official  Documents  in  the  Ad- 
miralty by  W.  0.  S.  Gilly  ; with  a Preface 
by  W.  S.  Gii.ly,  D.D.  3rd  Edition,  fcp.  5s. 

Narrative  of  the  Euphrates  Ex- 
pedition carried  on  by  Order  of  the  British 
Government  during  the  years  1835,  1836, 
and  1837.  By  General  F.  R.  Chesney, 
F.R.S.  With  2 Maps,  45  Plates,  and  16 
Woodcuts.  8vo.  24s. 

Travels  in  Abyssinia  and  the 

Galla  Country  ; with  an  Account  of  a 
Mission  to  Ras  Ali  in  1848.  From  the 
MSS.  of  the  late  W.  C.  Plowden,  H.  B.  M. 
Consul  in  Abyssinia.  Edited  by  his  Brother 
T.  C.  Plowden.  8vo.  with  Maps,  18s. 


Works  of  Fiction. 


The  Warden  ; a Novel.  By  Anthony 
Trollope.  Crown  8vo.  2s.  6 d. 

B archester  Towers ; a Sequel  to  ‘The 
Warden.’  Crown  8vo.  3s.  6 d. 

Stories  and  Tales  by  the  Author 

of  ‘ Amy  Herbert,’  uniform  Edition,  each 
Tale  or  Story  a single  volume  : — 


Amy  Herbert,  2s.  6c/. 

Gertrude,  2s.  Gd. 

Earl’s  Daughter, 

2s.  Gd. 

Experience  of  Life, 

2s.  Gd. 

Ci-eve  Hall,  3s.  Gd. 

Ivors,  3s.  Gd. 

A Glimpse  of  the  World.  Fcp.  7s.  fit/. 


Katharine  Ashton, 
3s.  Gd. 

Margaret  P i: rui- 
n’a l,  5s. 

Lane  ton  Parson- 
age, 4s.  Gd. 
Ursula,  4s.  Gd. 


Journal  of  a Home  Life.  Post  8vo.  Os.  Gd. 

After  Life ; a Sequel  to  the  ‘Journal  of  a Home 
Life.’  Post  8vo.  10s  Gd. 


Uncle  Peter’s  Fairy  Tale  for  the 

XIXth  Century.  Edited  by  Elizabeth 
M.  Sewell,  Author  of ‘Amy  Herbert,’  & c. 
Fcp.  8vo.  7s.  Gd. 


) 


Becker’S  Gallus  ; or,  Roman  Scenes  of 
the  Time  of  Augustus.  Post  8vo.  7s.  Gd. 

Becker’s  Charieles : Illustrative  of 
Private  Life  of  the  Ancient  Greeks.  Post 
8vo.  7s.  Gd. 

Tales  of  Ancient  Greece.  By  George 
W.  Cox,  M.A.  late  Scholar  of  Trin.  Coll. 
Oxford.  Being  a collective  Edition  of  the 
Author’s  Classical  Series  and  Tales,  com- 
plete in  One  Volume.  Crown  8vo.  6s.  Gd. 

A Manual  of  Mythology,  in  the 

form  of  Question  and  Answer.  By  the  Rev. 
George  W.  Cox,  M.A.  late  Scholar  of 
Trinity  College,  Oxford.  Fcp.  3s 

Cabinet  Edition  of  Novels  and 

Tales  by  J.  G.  Whyte  Melville: — 

The  Gladiators,  5s.|Holmby  House,  5s. 
Dig  by  Grand,  5s.  jGooD  for  Nothing  6s. 
Kate  Coventry,  5s-  Queen’s  Maries,  6s. 
General  Bounce,  5s  ITiie  Interpreter,  5s. 
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Poetry  and 

Thomas  Moore’s  Poetical  Works, 

the  only  Editions  containing  the  Author’s 
last  Copywright  Additions  : — 

Shamrock  Edition,  price  3s.  6(7. 

Ruby  Edition,  with  Portrait,  6s. 

People’s  Edition,  Portrait,  &c.  12s.  6c7. 

Library  Edition,  Portrait" & Vignette,  14s. 

Cabinet  Edition,  10  vols.  fcp.  8vo.  35s. 

Moore’s  Lalla  Rookh,  Tenniel’s  Edi- 
tion, with  68  Wood  Engravings  from 
Original  Drawings  and  other  Illustrations. 
Pep.  4to.  21s. 

Moore’s  Irish  Melodies,  Maclise’s 
Edition,  with  161  Steel  Plates  from  Original 
Drawings.  Super-royal  8vo.  31s.  6(7. 

Miniature  Edition  of  Moore’s  Irish 

Melodies,  with  Maclise’s  Illustrations  (as 
above),  reduced  in  Lithography.  Imp. 
16mo.  10s.  6(7. 

Southey’s  Poetical  Works,  -with 
the  Author’s  last  Corrections  and  copywright 
Additions.  Library  Edition.  In  1 vol. 
medium  8vo.  with  Portrait  and  Vignette, 
14s.  or  in  10  vols.  fcp.  3s.  6(7.  each. 

Lays  of  Ancient  Rome  ; with  Ivry 
and  the  Armada.  ISy  the  Eight  Hon.  Lord 
Macaulay.  16mo.  4s.  6(7. 

Lord  Macaulay’s  Lays  of  Ancient 

Rome.  With  90  Illustrations  on  Wood, 
Original  and  from  the  Antique,  from 
Drawings  by  G.  Scharf.  Fcp.  4to.  21s. 

Miniature  Edition  of  Lord  Macaulay’s 
Lays  of  Ancient  Rome,  with  Scharfs 
Illustrations  (as  above)  reduced  in  Litho- 
graphy. Imp.  16mo.  10s.  6c7. 

Goldsmith’s  Poetical  Works,  Illus- 
trated with  W ood  Engravings  from  Designs 
by  Members  of  the  Etching  Club.  Imp. 
16mo.  7s.  6(7. 

Poems.  By  Jean  Ingelow.  Twelfth 
Edition.  Fcp.  8vo.  5s. 

Poems  by  J ean  Ingelow.  A New  Edition, 
with  nearly  100  Illustrations  by  Eminent 
Artists,  engraved  on  Wood  by  the  Brothers 
Dalziel.  Fcp.  4to.  21s. 

A Story  of  Doom,  and  other  Poems.  By 
Jean  Ingiclow.  Fcp.  5s. 

Poetical  Works  of  Letitia  Eliza- 

beth London  (L.E.L.)  2 vols.  16mo.  10s. 

Playtime  with  the  Poets  : a Selec- 
tion of  the  best  English  Poetry,  for  the  use 
of  Children.  By  a Lady.  Crown  8vo.  5s. 


The  Drama, 

Memories  of  some  Contemporary 

Poets ; with  Selections  from  their  Writings. 
By  Emily  Taylor.  Royal  18mo.  5*. 

Bowdler’s  Family  Shakspeare, 

cheaper  Genuine  Edition,  complete  in  1 voL 
large  type,  with  36  Woodcut  Illustrations, 
price  14s.  or  in  6 pocket  vols.  3s.  C<7.  each. 

Arundines  Cami,  sive  Musarum  Can- 
tabrigiensium  Lusus  Canori.  Collegit  atque 
ediclit  H.  Drury,  M.A.  Editio  Sexta,  cu- 
ravit  II.  J.  Hodgson,  M.A.  Crown  8vo. 
price  7s.  6(7. 

Horatii  Opera,  Pocket  Edition,  with 
carefully  corrected  Text,  Marginal  Refer- 
ences, and  Introduction.  Edited  by  the  Rev. 
J.  E.  1'onge,  M.A.  Square  18mo.  4s.  6(7. 

Horatii  Opera,  Library  Edition,  with 
Copious  English  Notes,  Maiginal  References 
and  Various  Readings.  Edited  by  the  Rcy. 
J.  E.  Tonge,  M.A.  8vo.  21s. 

Eight  Comedies  of  Aristophanes, 

viz.  the  Acharnians,  Knights,  Clouds, 
Wasps,  Peace,  Birds,  Frogs,  and  Plutus. 
Translated  into  Rhymed  Metres  by 
Leoxabd-Hampson  Rudd,  M.A.  Svo.  15s. 

The  iEneid  of  Virgil  Translated  into 
English  Verse.  By  John  Coxingtox,  M.A. 
Corpus  Professor  of  La:  in  in  the  University 
of  Oxford.  Crown  Svo.  9s. 

The  Iliad  of  Homer  Translated 

into  Blank  Verse.  By  Ichabod  Charles 
Wright,  M.A.  2 vols.  crown  Svo.  21s. 

The  Iliad  of  Homer  in  English 

Hexameter  Verse.  By  J.  Henky  Dart, 
M.A.  of  Exeter  College,  Oxford.  Square 
crown  Svo.  21s. 

The  Odyssey  of  Homer.  Translated 
into  Blank  Verse  by  G.  W.  Edgintox, 
Licentiate  in  Medicine.  Dedicated  by  per- 
mission to  Edward  Earl  of  Derby.  Vol.  I. 
Svo.  with  Map,  10s.  6(7. 

Dante’s  Divine  Comedy,  translated 
in  English  Terza  Rima  by  John  Dayman, 
M.A.  [With  the  Italian  Text,  after 
Brunetti,  interpaged.]  Svo.  21s. 

The  Holy  Child.  A Poem  in  Four 
Cantos  ; also  an  Ode  to  Silence,  and  other 
Poems.  By  S.  Jenner,  M.A.  Pep.  8vo.  5s. 

French  Poetry,  with  English  Notes 
for  Students.  By  the  late  Professor  Ven- 
Toun-LAC.  Eighth  Edition.  ISmo.  2s. 
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The  Three  Fountains,  a Faery  Epic 
of  Euboea  ; with  other  Verses.  By  the 
Author  of  ‘ The  Afterglow.’  Fcp.  3s.  Gd. 

The  Afterglow  ; Songs  and  Sonnets  for 
my  Friends.  By  the  Author  of  ‘ The  Three 
Fountains.’  Second  Edition.  Fcp.  8vo.  5s. 


An  Old  Story,  and  other  Poems. 

By  Elizabeth  D.  Cboss.  Second  Edition. 
Fcp.  8 vo.  3s.  6 d. 

Hunting  Songs  and  Miscellane- 
ous Verses.  By  R.  E.  Egerton  Wai: bur- 
ton. Second  Edition.  Fcp.  8vo.  5s. 


Rural  Sports , tfc. 


Encyclopaedia  of  Rural  Sports  ; 

a Complete  Account,  Historical,  Practical, 
and  Descriptive,  of  Himting,  Shooting, 
Fishing,  Racing,  &c.  By  D.  P.  Blaine. 
With  above  600  Woodcuts  (20  from  Designs 
by  John  Leech).  8vo.  42s. 

Col.  Hawker’s  Instructions  to 

Young  Sportsmen  in  all  that  relates  to  Guns 
and  Shooting.  Revised  by  the  Author’s  Son. 
Square  crown  8vo.  with  Illustrations,  18s. 

The  Dead  Shot,  or  Sportsman’s  Com- 
plete Guide ; a Treatise  on  the  Use  of  the 
Gun,  Dog-breaking,  Pigeon-shooting,  &c. 
By  Makksman.  Fcp.  with  Plates,  5s. 

A Book  on  Angling : being  a Com- 
plete Treatise  on  the  Art  of  Angling  in 
every  branch,  including  full  Illustrated 
Li'ts  of  Salmon  Hies.  By  Francis  Francis, 
Second  Edition,  with  Portrait  and  15  other 
Plates,  plain  and  coloured.  Post  8vo.  15s. 

Wilcocks’s  Sea- Fisherman : com- 
prising the  Chief  Methods  of  Hook  and  Line 
Fishing  in  the  British  and  other  Seas,  a 
glance  at  Nets,  and  remarks  on  Boats  and 
Boating.  Second  Edition,  enlarged,  with 
80  Woodcuts.  Post  8vo.  12s.  Gd. 

The  Fly- Fisher’s  Entomology. 

Bv  Alfred  Ronalds.  With  coloured 
Representations  of  the  Natural  and  Artifi- 
cial Insect.  Sixth  Edition,  with  20  coloured 
Plates.  8vo.  14s. 

Blaine’s  Veterinary  Art : a Treatise 
on  the  Anatomy,  Physiology,  and  Curative 
Treatment  of  the  Diseases  of  the  Horse, 
Neat  Cattle,  and  Sheep.  Seventh  Edition, 
revised  and  enlarged  by  C.  Steel.  8vo. 
with  Plates  and  Woodcuts,  18s. 


The  Cricket  Field  ; or,  the  History 
and  the  Science  of  the  Game  of  Cricket.  By 
•James  Pycroit,  B.A.  4th  Edition,  fcp.  5s. 

Horse  and  Man.  By  C.  S.  March 
PuiLLiprs,  Author  of  ‘Jurisprudence,’  &e. 
Fcp.  8 vo.  2s.  Gd. 

Youatt  on  the  Horse.  Kevised  and 
enlarged  by  W.  Watson,  M.R.C.V.S.  8vo. 
with  numerous  Woodcuts,  12s.  Gd. 

Youatt  on  the  Dog.  (By  the  same  Author.) 
8vo.  with  numerous  Woodcuts,  6s. 

The  Horse’s  Foot,  and  how  to  keep 

it  Sound.  By  W.  Miles,  Esq.  Ninth  Edi- 
tion, with  Illustrations.  Imp.  8vo.  12s.  Gd. 

A Plain  Treatise  on  Horse-shoeing.  By 

the  same  Author.  Sixth  Edition,  post  8vo. 
with  Illustrations,  2s.  Gd. 

Stables  and  Stable  Fittings.  By  the  same. 

Imp.  8vo.  with  13  Plates,  15s. 

Hemarks  on  Horses’  Teeth,  addressed  to 
Purchasers.  By  the  same.  Post  8vo.  Is.  Gd. 

Robbins’s  Cavalry  Catechism ; or, 

Instructions  on  Cavalry  Exercise  and  Field 
Movements,  Brigade  Movements,  Out-post 
Duty,  Cavalry  supporting  Artillery,  Artil- 
lery attached  to  Cavalry.  12mo.  5s. 

The  Dog  in  Health  and  Disease. 

By  Stonehenge.  With  70  Wood  En- 
gravings. New  Edition.  Stfuare  crown 
8vo.  10s.  Gd. 

The  Greyhound.  By  the  same  Author. 
Revised  Edition,  with  24  Portraits  of  Grey- 
hounds. Square  crown  8vo.  10s.  Gd. 

The  Ox,  his  Diseases  and  their  Treat- 
ment ; with  an  Essay  on  Parturition  in  the 
Cow.  By  J.  R.  Dobson,  M.R.C.V.S.  Crown 
8vo.  with  Illustrations,  7s.  Gd. 


Commerce , Navigation , and  Mercantile  Affairs. 


Banking,  Currency,  and  the  Ex- 
changes : a Practical  Treatise.  By  Arthur 
Crump,  Bank  Manager,  formerly  of  the 
Bank  of  England.  Post  8vo.  6s. 


The  Theory  and  Practice  of 

Banking.  By  Henry  Dunning  Macleod, 
M.A.  Barrister-at-Law.  Second  Edition 
entirely  remodelled.  2 vols.  8vo.  30 s. 
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The  Elements  of  Banking.  By 

Henry  Dunning  Macleod,  M.A.  of  Tri- 
nity College,  Cambridge,  and  of  the  Inner 
Temple,  Barrister-at-Law.  Post  8vo. 

[ Nearly  ready. 

The  Law  of  Nations  Considered 

as  Independent  Political  Communities.  By 
Sir  Travers  Twtss,  D.C.L.  2 vols.  8vo. 
30s.  or  separately,  Part  I Peace,  12s. 
Part  II.  War,  18s. 


McCulloch’s  Dictionary,  Prac- 
tical, Theoretical,  and  Historical,  of  Com-  j 
merce  and  Commercial  Navigation.  New 
Edition,  revised  throughout  and  corrected  I 
to  the  Present  Time.  8vo.  price  63*.  cloth,  j 
or  70s.  half-bound  in  russia. 

Practical  Guide  for  British  Ship- 
masters to  United  States  Ports.  By  Pier-  j 
repont  Edivards,  Her  Britannic  Majesty’s  I 
Vice-Consul  at  New  York.  Post  8vo.  8*.  6 d.  I 


Works  of  Utility  and 


General  Information. 


Modem  Cookery  for  Private 

Families,  reduced  to  a System  of  Easy 
Practice  in  a Series  of  carefully-tested  Re- 
ceipts. By  Eliza  Acton.  Newly  revised 
and  enlarged;  with  8 Plates,  Figures,  and 
150  Woodcuts.  Fcp.  6s. 

On  Food  and  its  Digestion  ; an 

Introduction  to  Dietetics.  By  W.  Brinton, 
M.D.  Physician  to  St.  Thomas’s  Hospital, 
<fec.  With  48  Woodcuts.  Post  8vo.  12s. 

Wine,  the  Vine,  and  the  Cellar. 

By  Thomas  G.  Shaw.  Second  Edition, 
revised  and  enlarged,  with  Frontispiece  and 
31  Illustrations  on  Wood.  8vo.  16s. 

A Practical  Treatise  on  Brewing ; 

with  Formula}  for  Public  Brewers,  and  In- 
structions for  Private  Families.  By  W. 
Black.  Fifth  Edition.  8vo.  10s.  6 d. 
Short  Whist.  By  Major  A.  A tho- 
roughly revised  Edition  ; with  an  Essay  on 
the  Theory  of  the  Modern  Scientific  Game 
by  Professor  P.  Fcp.  8vo.  3s.  6 d. 

Whist,  What  to  Lead.  By  Cam. 
Third  Edition.  32mo.  Is. 

The  Cabinet  Lawyer ; a Popular 
Digest  of  the  Laws  of  England,  Civil, 
Criminal,  and  Constitutional.  24tli  Edition  ; 
with  Supplements  of  the  Acts  of  the  Par- 
, liamentary  Sessions  of  1867  and  1868. 
Fcp.  10s.  6 d. 

The  Philosophy  of  Health ; or,  an 

Exposition  of  the  Physiological  and  Sanitary 
Conditions  conducive  to  Human  Longevity 
and  Happiness.  By  Soutiiwood  Smith, 
M.D.  Eleventh  Edition,  revised  and  en- 
larged ; with  1 13  Woodcuts.  8vo.  7s.  6 d. 

A Handbook  for  Headers  at  the 
British  Museum.  By  Thomas  Nichols. 
Post  8vo.  6s, 

Maunder’s  Treasury  of  Know- 
ledge and  Library  of  Reference  : comprising 
an  English  Dictionary  and  Grammar,  Uni- 
versal Gazetteer,  Classical  Dictionary, 
Chronology,  Law  Dictionary,  Synopsis  of 
tie  Peerage,  Useful  Tables,  &c,  Fcp.  10*.  6d. 


Hints  to  Mothers  on  the  Manage- 
ment of  their  Health  during  the  Period  of  j 
Pregnancy  and  in  the  Lying-in  Room.  By 
T.  Bull,  M.D.  Fcp.  5*. 

The  Maternal  Management  of  Children. 

in  Health  and  Disease.  By  the  same  ' 
Author.  Fep.  os. 

How  to  Nurse  Sick  Children; 

containing  Directions  which  may  be  found  ] 
of  service  to  all  who  have  charge  of  the 
Yoimg.  By  Charles  West,  M.D.  Second  I 
Edition.  Fcp.  8vo.  2s.  6rf. 

Notes  on  Hospitals.  By  Florence 
Nightingale.  Third  Edition,  enlarged  - 1 
with  13  Plans.  Post  4to.  18*. 


Instructions  in  Household  Mat- 
ters ; or,  the  Young  Girl’s  Guide  to  Domestic 
Service.  Written  by  a Lady  for  the  use 
of  Girls  intended  for  Service  on  leaving 
School.  Seventh  Edition.  Fep.  Is.  6 d. 

Mary’s  Every-Day  Book  of  useful 
and  Miscellaneous  Knowledge ; illustrated 
with  Stories,  and  intended  for  the  use  of 
Children.  By  Frances  E.  Burbury, 
Author  of  ‘ Mary’s  Geography.’  18mo.  3s.  6d. 

The  Law  relating  to  Benefit 

Building  Societies;  with  Practical  Obser- 
vations on  the  Act  and  all  the  Cases  decided 
thereon,  also  a Form  of  Rules  and  Forms  of 
Mortgages.  By  W.  Turn  Pratt,  Barrister. 
2nd  Edition.  Fcp.  3s.  6 d. 


Willich’s  Popular  Tables  for  As- 
certaining the  Value  of  Lifehold,  Leasehold, 
and  Church  Property,  Renewal  Fines,  &c. ; 
the  Public  Funds ; Annual  Average  Trice 
and  Interest  on  Consols  from  1731  to  1867  ; 
Chemical,  Geographical,  Astronomical, 
Trigonometrical  Tables,  &c.  Post  8vo.  10s. 


Decimal  Interest  Tables  at  Twenty- 
four  Different  Rates  not  exceeding  Five  per 
Cent.  Calculated  for  the  use  of  Bankers. 
To  which  are  added  Commission  Tables  at 
One-eighth  and  One-fourth  per  Cent  By 
J.  R.  Coulthart.  New  Edition.  8vo.  15s. 


INDEX 


ActoX’s  Modern  Cookery 

Afterglow  (The)  

Alcock’s  Residence  in  Japan 

Allies  on  Formation  of  Christianity 
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